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PREFACE. 


This  book  is  the  result  of  the  experience  of  the  writer 
in  teaching  the  subject  of  Applied  Mechanics  for  the  last 
twelve  years  at  the  Massachusetts  Institute  of  Technology. 

The  immediate  object  of  publishing  it  is,  to  enable  him  to 
dispense  with  giving  to  the  students  a  large  aniount  of  notes. 
As,  however,  it  is  believed  that  it  may  be  found  useful  by 
others,  the  following  remarks  in  regard  to  its  general  plan 
are  submitted. 

The  work  is  essentially  a  treatise  on  strength  and  stabil- 
ity; but,  inasmuch  as  it  contains  some  other  matter,  it  was 
thought  best  to  call  it  "Applied  Mechanics,"  notwithstanding 
the  fact  that  a  number  of  subjects  usually  included  in  trea- 
tises on  applied  mechanics  are  omitted. 

It  is  primarily  a  text-book ;  and  hence  the  writer  has  endeav- 
ored to  pi;psent  the  different  subjects  in  such  a  way  as 
seemed  to  him  best  for  the  progress  of  the  class,  even  though 
it  be  at  some  sacrifice  of  a  logical  order  of  topics.  While 
no  attempt  has  been  made  at  originality,  it  is  believed  that 
some  features  of  the  work  are  quite  different  from  all  pre- 
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vioiis  efforts;  and  a  few  of  these  cases  will  be  referred  to, 
with  the  reasons  for  so  treating  them. 

In  the  discussion  upon  the  definition  of  "force,"  the  object 
is,  to  make  plain  to  the  student  the  modern  objections  to  the 
usual  ways  of  treating  the  subject,  so  that  he  may  have  a 
clear  conception  of  the  modern  aspect  of  the  question,  rather 
than  to  support  the  author's  definition,  as  he  is  fully  aware 
that  this,  as  well  as  all  others  that  have  been  given,  is  open 
to  objection. 

In  connection  with  the  treatment  of  statical  couples,  it 
was  thought  best  to  present  to  the  student  the  actual  effect 
of  the  action  of  forces  on  a  rigid  body,  and  not  to  delay  this 
subject  until  dynamics  of  rigid  bodies  is  treated,  as  is  usually 
done. 

In  the  common  theory  of  beams,  the  author  has  tried  to 
make  plain  the  assumptions  on  which  it  is  based.  A  little 
more  prominence  than  usual  has  also  been  given  to  the  longi- 
tudinal shearing  of  beams. 

In  that  part  of  the  book  that  relates  to  the  experimental 
results  on  strength  and  elasticity,  the  writer  has  endeavored 
to  give  the  most  reliable  results,  and  to  emphasize  the  fact, 
that,  to  obtain  constants  suitable  for  use  in  practice,  we 
must  deduce  them  from  tests  on  full-size  pieces.  This  prin- 
ciple of  being  careful  not  to  apply  experimental  results  to 
cases  very  different  from  those  experimented  upOn,  has  long 
been  recognized  in  physics,  and  therefore  needs  no  justifica- 
tion. 

The  government  reports  of  tests  made  at  the  Watertown 
Arsenal  have  been  extensively  quoted  from,  as  it  is  believed 
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that   they  furnish  some  of  our  most  reliable  information  on 
these  subjects. 

The  treatment  of  the  strength  of  timber  will  be  found  to 
be  quite  different  from  what  is  usually  given ;  but  it  speaks 
for  itself,  and  will  not  be  commented  upon  here. 

In  the  chapter  on  the  "  Theory  of  Elasticity,"  a  combina- 
tion is  made  of  the  methods  of  Rankine  and  of  Grashof. 

In  preparing  the  work,  the  author  has  naturally  consulted 
the  greater  part  of  the  usual  literature  on  these  subjects ;  and, 
whenever  he  has  drawn  from  other  books,  he  has  endeavored  to 
acknowledge  it.  He  wishes  here  to  acknowledge  the  assist- 
ance furnished  him  by  Professor  C.  H.  Peabody  of  the  Massa- 
chusetts Institute  of  Technology,  who  has  read  all  the  proofs, 
and  has  aided  him  materially  in  other  ways  in  getting  out  the 
work. 

Gaetano  Lanza. 
Massachusetts  Institute  of  Technology, 
Aprils  1885, 


PREFACE  TO  THE  FOURTH  EDITION. 

The  principal  differences  between  this  and  the  earlier 
editions  consist  in  the  introduction  of  the  results  of  a  large 
amount  of  the  experimental  work  that  has  been  done  during 
the  last  five  years  upon  the  strength  of  materials. 

The  other  changes  that  have  been  made  in  the  book  are  not 
a  great  many,  and  have  been  suggested  as  desirable  by  the 
author's  experience  in  teaching. 

September,  1890. 
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§  3.  Rest  and  Motion.  —  In  order  to  define  rest  and 
motion,  we  have  the  following ;  viz.,  — 

When  a  single  point  is  spoken  of  as  having  motion  or  rest, 
some  other  point  is  always  expressed  or  understood,  which  is 
for  the  time  being  considered  as  a  fixed  point,  and  some  direc- 
tion is  assumed  as  a  fixed  direction  :  and  we  then  say  that  the 
first-named  point  is  at  rest  relatively  to  the  fixed  point,  when 
the  straight  line  joining  it  with  the  fixed  point  changes  neither 
in  length,  nor  in  direction;  whereas  it  is  said  to  be  in  motion 
relatively  to  the  fixed  point,  when  this  straight  line  changes  in 
length,  in  direction,  or  in  both. 

If,  on  the  other  hand,  we  had  considered  the  first-named 
point  as  our  fixed  point,  the  same  conditions  would  determine 
whether  the  -second  was  at  rest,  or  in  motion,  relatively  to  the 
first. 

A  body  is  said  to  be  at  rest  relatively  to  a  given  point  and 
to  a  given  direction,  when  all  its  points  are  at  rest  relatively  to 
this  point  and  this  direction. 

§4.  Velocity.  —  When  the  motion  of  one  point  relatively 
to  another,  or  of  one  body  relatively  to  another,  is  such  that  it 
describes  equal  distances  in  equal  times,  however  small  be  the 
parts  into  which  the  time  is  divided,  the  motion  is  said  to  be 
uniform  and  the  velocity  constant. 

The  velocity,  in  this  case,  is  the  space  passed  over  in  a  unit 

of  time,  and  is  to  be  found  by  dividing  the  space  passed  over  in 

any  given  time  by  the  time ;   thus,  if  s  represent  the  space 

passed  over  in  time  /,  and  v  represent  the  velocity,  we  shall 

have 

s 

t 

When  the  motion  is  not  uniform,  if  we  divide  the  time  into 

small  parts,  and  then  divide  the  space  passed  over  in  one  of 

these  intervals  by  the  time,  and  then  pass  to  the  limit  as  these 

intervals  of  time  become  shorter,  we  shall  obtain  the  velocity. 
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Thus,  if  bjs  represent  the  space  passed  over  in  the  interval  of 
time  A/,  then  we  shall  have 

V  B  limit  of  —  as  A/  diminishes, 
A/ 

or 

^      "^ 
dt 

§  5.  Force.  —  We  shall  next  attempt  to  obtain  a  correct  defi- 
nition of  force,  or  at  least  of  what  is  called  force  in  mechanics. 

It  may  seem  strange  that  it  should  be  necessary  to  do  this ; 
as  it  would  appear  that  clear  and  correct  definitions  must  have 
been  necessary  in  order  to  make  correct  deductions,  and  there- 
fore that  there  ought  to  be  no  dispute  whatever  over  the  mean- 
ing of  the  word  force.  Nevertheless,  it  is  a  fact  in  mechanics, 
as  well  as  in  all  those  sciences  which  attempt  to  deal  with  the 
facts  and  laws  of  nature,  that  correct  definitions  are  only  gradu- 
ally developed,  and  that,  starting  with  very  imperfect  and  often 
erroneous  yiews  of  natural  laws  and  phenomena,  it  is  only  after 
these  errors  have  been  ascertained  and  corrected  by  a  long 
range  of  observation  and  experiment,  and  an  increased  range  of 
knowledge  has  been  acquired,  that  exactness  and  perspicuity 
can  be  obtained  in  the  definitions. 

Now,  this  is  precisely  what  has  happened  in  the  case  of 
force. 

In  ancient  times  rest  was  supposed  to  be  the  natural  state 
of  bodies ;  and  it  was  assumed  that,  in  order  to  make  them 
move,  force  was  necessary,  and  that  even  after  they  had  been 
set  in  motion  their  own  innate  inertia  or  sluggishness  would 
cause  them  to  come  to  rest  unless  they  were  constantly  urged 
on  by  the  application  of  some  force,  the  bodies  coming  to  rest 
whenever  the  force  ceased  acting. 

It  was  under  the  influence  of  these  vague  notions  that  such 
terms  arose  as  Force  of  Inertia^  Moment  of  Inertia^  Vis  Viva 
or  Living  Force^  etc. 
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A  number  of  these  terms  are  still  used  in  mechanics ;  but  in 
all  such  cases  they  have  been  re-defined,  such  new  meanings 
having  been  attached  to  them  as  will  bring  them  into  accord 
with  the  more  advanced  ideas  of  the  present  time.  Such  defini- 
tions will  be  given  in  the  course  of  this  work,  as  the  necessity 
may  arise  for  the  use  of  the  terms. 

Moreover,  it  is  to  be  regretted  that  there  still  prevails,  to 
some  extent,  in  the  more  popular  class  of  scientific  literature,  a 
loose  usage  of  such  terms,  which  is  very  liable  to  impart  erro- 
neous ideas  to  those  whose  minds  are  not  tlear  as  to  their  true 
meanings. 

NEWTON'S    FIRST    LAW    OF    MOTION. 

Ideas  becoming  more  precise,  in  course  of  time  there  was 
framed  Newton's  first  law  of  tnotion ;  and  this  law  is  as  fol- 
lows:— 

A  body  at  rest  will  remain  at  rest,  and  a  body  in  motion  will 
continue  to  move  uniformly  and  in  a  straight  line,  unless  and 
until  some  external  force  acts  upon  it. 

The  assumed  truth  of  this  law  was  based  upon  the  observed 
facts  of  nature;  viz., — 

When  bodies  were  seen  to  be  at  rest,  and  from  rest  passed 
into  a  state  of  motion,  it  was  always  possible  to  assign  some 
cause ;  i.e.,  they  had  been  brought  into  some  new  relationship, 
either  with  the  earth,  or  with  some  other  body:  and  to  this 
cause  could  be  assigned  the  change  of  state  from  rest  to  motion. 
On  the  other  hand,  in  the  case  of  bodies  in  motion,  it  was  seen, 
that,  if  a  body  altered  its  motion  from  a  uniform  rectilinear 
motion,  there  was  always  some  such  cause  that  could  be 
assigned.  Thus,  in  the  case  of  a  ball  thrown  from  the  hand, 
the  attraction  of  the  earth  and  the  resistance  of  the  air  soon 
caused  it  to  come  to  rest.  In  the  case  of  a  ball  rolled  along 
the  ground,  frictixm  (i.e.,the  continual  contact  and  collision  with 
the  ground)  gradually  destroyed  its  motion,  and  brought  it  to 
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rest ;  whereas,  when  such  resistances  were  diminished  by  rolling 
it  on  glass  or  on  the  ice,  the  motion  always  continued  longer : 
hence  it  was  inferred,  that,  were  these  resistances  entirely 
removed,  the  motion  would  continue  forever. 

In  accordance  with  these  views,  the  definition  of  force 
usually  given  was  substantially  as  follows  :  — 

Farce  is  that  which  causes^  or  tends  to  cause^  a  body  to  change 
its  state  from  rest  to  motion,  from  motion  to  rest,  or  to  change  its 
motion  as  to  direction  or  speed. 

Under  these  views,  uniform  rectilinear  motion  was  recog- 
nized as  being  just  as  much  a  condition  of  equilibrium,  or  of 
the  action  of  no  force  or  of  balanced  forces,  as  rest ;  and  the 
recognition  of  this  one  fact  upset  many  false  notions,  destroyed 
many  incorrect  conclusions,  and  first  rendered  possible  a  science 
of  mechanics.  Along  with  the  above-stated  definition  of  force 
is  ordinarily  given  the  following  proposition  ;  viz.,  — 

Forces  are  proportional  to  the  velocities  that  they  impart,  in  a 
unit  of  time,  to  the  same  body.  The  reasoning  given  in  support 
of  this  proposition  is  as  follows  :  — 

Suppose  a  body  to  be  moving  uniformly  and  in  a  straight 
line,  and  suppose  a  force  to  act  upon  it  for  a  certain  length  of 
time  /  in  the  direction  of  the  body's  motion :  the  effect  of  the 
force  is  to  alter  the  velocity  of  the  body ;  and  it  is  only  by  this 
alteration  of  velocity  that  we  recognize  the  action  of  the  force. 
Hence,  as  long  as  the  alteration  continues  at  the  same  rate,  we 
recognize  the  same  force  as  acting. 

If,  therefore,/  represent  the  amount  of  velocity  which  the 
force  would  impart  in  one  unit  of  time,  the  total  increase  in 
the  velocity  of  the  body  will  be  //;  and,  if  the  force  now  stop 
acting,  the  body  will  again  move  uniformly  and  in  the  same 
direction,  but  with  a  velocity  greater  by//. 

Hence,  if  we  are  to  measure  forces  by  their  effects,  it  will 
follow  that  — 

The  velocity  which  a  force  will  impart  to  a  given  {or  standard) 
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body  in  a  unit  of  time  is  a  proper  measure  of  the  force.  And 
we  shall  have,  that  two  forces,  each  of  which  will  impart  the 
same  velocity  to  the  same  body  in  a  unit  of  time,  are  equal  to 
each  other ;  and  a  force  which  will  impart  to  a  given  body  twice 
the  velocity  per  unit  of  time  that  another  force  will  impart  to 
the  same  body,  is  itself  twice  as  great,  or,  in  other  words,  — 

Forces  are  proportional  to  the  velocities  that  they  impart ^  in  a 
unit  of  timcy  to  the  same  body, 

MODERN   CRITICISM  OF   THE  ABOVE. 

The  scientists  and  the  metaphysicians  of  the  present  time 
are  recognizing  two  other  facts  not  hitherto  recognized,  and  the 
result  is  a  criticism  adverse  to  the  above-stated  definition  of 
force.  Other  definitions  have,  in  consequence,  been  proposed  ; 
but  none  are  free  from  objection  on  logical  grounds,  and  at  the 
same  time  capable  of  use  in  mechanics  in  a  quantitative  way. 

The  two  facts  referred  to  are  the  following ;  viz.,  — 

1°.  That  all  our  ideas  of  space,  time,  rest,  motion,  and  even 
of  direction,  are  relative. 

2°.  That,  because  two  effects  are  identical,  it  does  not  follow 
that  the  causes  producing  those  effects  are  identical. 

Hence,  in  the  light  of  these  two  facts,  it  is  plain,  that,  inas- 
much as  we  can  only  recognize  motion  as  relative,  we  can  only 
recognize  force  as  acting  when  at  least  two  bodies  are  con- 
cerned in  the  transaction  ;  and  also  that  if  the  forces  are  simply 
the  causes  of  the  motion  in  the  ordinary  popular  sense  of  the 
word  cat^e^  we  cannot  assume,  that,  when  the  effects  are  equal, 
the  causes  are  in  every  way  identical,  although  we  have,  of 
course,  a  perfect  right  to  say  that  they  are  identical  so  far  as 
the  production  of  motion  is  concerned. 

I  shall  now  proceed,  in  the  light  of  the  above,  to  deduce  a 
deifinition  of  force,  which,  although  not  free  from  objection, 
seems  as  free  as  any  that  has  been  framed. 

It  is  one  of  the  facts  of  nature,  that,  when  bodies  are  by  any 
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means  brought  under  certain  relations  to  each  other,  certain 
tendencies  are  developed,  which,  if  not  interfered  with,  will 
exhibit  themselves  in  the  occurrence  of  certain  definite  phe- 
nomena. What  these  phenomena  are,  depends  upon  the  nature 
of  the  bodies  concerned,  and  on  the  relationships  into  which 
they  are  brought. 

As  an  illustration,  we  know  that  if  an  apple  is  placed  at  a 
certain  height  above  the  surface  of  the  earth,  there  is  developed 
between  the  two  bodies  a  tendency  to  approach  each  other; 
and  if  there  is  no  interference  with  this  tendency,  it  exhibits 
itself  in  the  fall  of'  the  apple.  If,  on  the  other  hand,  the  apple 
were  hung  on  the  hook  of  a  spring  balance  in  the  same  posi- 
tion as  before,  the  spring  would  stretch,  and  there  would  be 
developed  a  tendency  of  the  spring  to  make  the  apple  move 
upwards.  This  tendency  to  make  the  apple  move  upwards 
would  be  just  equal  to  the  tendency  of  the  earth  and  apple  to 
approach  each  other.  This  would  be  expressed  by  saying  that 
the  pull  of  the  spring  is  just  equal  and  opposite  to  the  weight 
of  the  apple. 

As  other  illustrations  of  these  tendencies  developed  in 
bodies  when  placed  in  certain  relations  to  each  other,  we  have 
the  following  cases  :  — 

(«)  When  two  bodies  collide. 

{p)  When  two  substances,  coming  together,  form  a  chemical 
union,  as  sodium  and  water. 

(f)  When  the  chemical  union  is  entered  into  only  by  raising 
the  temperature  to  some  special  point. 

Any  of  these  tendencies  that  are  developed  by  bringing 
about  any  of  these  special  relationships  between  bodies  might 
properly  be  called  a  force ;  and  the  term  might  properly  be,  and 
is,  used  in  the  same  sense  in  the  mental  and  moral  world,  as 
well  as  in  the  physical.  In  mechanics,  however,  we  have  to 
deal  only  with  the  relative  motion  of  bodies ;  and  hence  we 
give  the  name  force  only  to  tendencies  to  change  the  relative 
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motion  of  the  bodies  concerned ;  and  this,  whether  these  ten- 
dencies are  unresisted,  and  exhibit  themselves  in  the  actual 
occurrence  of  a  change  of  motion,  or  whether  they  are  resisted 
by  equal  and  opposite  tendencies,  and  exhibit  themselves  in 
the  production  of  a  tensile,  compressive,  or  other  stress  in  the 
bodies  concerned,  instead  of  motion. 

DEFINITION    OF    FORCE. 

Hence  our  definition  of  force,  as  far  as  mechanics  has  to 
deal  with  it  or  is  capable  of  dealing  with  it,  is  as  follows ; 
viz.,  — 

Force  is  a  tendency  to  change  the  relative  motion  of  the  two 
bodies  between  which  that  tendency  exists. 

Indeed,  when,  as  in  the  illustration  given  a  short  time  ago, 
the  apple  is  hung  on  the  hook  of  a  spring  balance,  there  still 
exists  a  tendency  of  the  apple  and  the  earth  to  approadh  each 
other ;  i.e.,  they  are  in  the  act  of  trying  to  approach  each  other ; 
and  it  is  this  tendency,  or  act  of  trying^  that  we  call  the  force  of 
gravitation.  In  the  case  cited,  this  tendency  is  balanced  by 
an  opposite  tendency  on  the  part  of  the  spring ;  but,  were  the 
spring  not  there,  the  force  of  gravitation  would  cause  the  apple 
to  fall. 

Professor  Rankine  calls  force  "an  action  between  two  bodies, 
either  causing  or  tending  to  cause  change  in  their  relative  rest 
or  motion ;"  and  if  the  act  of  trying  can  be  called  an  action^  my 
definition  is  equivalent  to  his. 

For  the  benefit  of  any  one  who  wishes  to  follow  out  the 
discussions  that  have  lately  taken  place,  I  will  enumerate  the 
following  articles  that  have  been  written  on  the  subject :  — 

{d)  "  Recent  Advances  in  Physical  Science,"  by  P.  G.  Tait, 
Lecture  XIV. 

(*)  Herbert  Spencer,  "First  Principles  of  Philosophy" 
(certain  portions  of  the  book). 
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(c)  Discussion  by  Messrs.  Spencer  and  Tait,  **  Nature,"  Jan. 
2,  9,  i6,  1879. 

(d)  Force  and  Energy,  "Nature,"  Nov.  25,  Dec.  2,  9,  16, 
1880. 

§  6.  External  Force.  —  We  thus  see,  that,  in  order  that  a 
force  may  be  developed,  there  must  be  two  bodies  concerned 
in  the  transaction ;  and  we  should  speak  of  the  force  as  that 
developed  or  existing  between  the  two  bodies. 

But  we  may  confine  our  attention  wholly  to  the  motion  or 
condition  of  one  of  these  two  bodies;  and  we  may  refer  its 
notion  either  to  the  other  body  as  a  fixed  point,  or  to  some 
body  different  from  either ;  and  then,  in  speaking  of  the  force, 
we  should  speak  of  it  as  the  force  acting  on  the  body  under 
consideration,  and  call  it  an  external  force.  It  is  the  tendency 
of  the  other  body  to  change  the  motion  of  the  body  under  con- 
sideration relatively  to  the  point  considered  as  fixed. 

§7.  Relativity  of  Force.  —  In  adopting  the  above-stated 
definition  of  force,  we  acknowledge  our  incapacity  to  deal  with 
it  as  an  absolute  quantity ;  for  we  have  defined  it  as  a  tendency 
to  change  the  relative  motion  of  a  pair  of  bodies.  Hence  it  is 
only  through  relative  motion  that  we  recognize  force;  and  hence 
force  is  relative,  as  well  as  motion. 

§8.  Newton's  First  Law  of  Motion.  —  In  the  light  of 
the  above  discussion,  we  might  express  Newton's  first  law  of 
motion  as  follows :  — 

A  body  at  resty  or  in  uniform  rectilinear  motion  relatively  to 
a  given  point  assumed  as  fixedy  will  continue  at  rest,  or  in  uni- 
form motion  in  the  same  direction,  unless  and  until  some  exterfial 
force  acts  either  on  the  body  in  question^  or  on  the  fixed  pointy 
or  on  the  body  which  furnishes  us  our  fixed  direction.  This  law 
is  really  superfluous,  as  it  has  all  been  embodied  in  the  defini- 
tion. 

§9.  Measure  of  Force.  —  We  next  need  some  means  of 
comparing  forces  with  each  other  in  magnitude ;  and,  subse- 
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quently,  we  need  to  select  one  force  as  our  unit  force,  by  means 
of  which  to  estimate  the  magnitude  of  other  forces. 

Let  us  suppose  a  body  moving  uniformly  and  in  a  straight 
line,  relatively  to  some  fixed  point;  as  long  as  this  motion 
continues,  we  recognize  no  unbalanced  force  acting  on  it ; 
but,  if  the  motion  changes,  there  must  be  a  tendency  to  change 
that  motion,  or,  in  other  words,  an  unbalanced  force  is  acting 
on  the  body  from  the  instant  when  it  begins  to  change  its 
motion. 

Suppose  a  body  to  be  moving  uniformly,  and  a  force  to  be 
applied  to  it,  and  to  act  for  a  length  of  time  /,  and  to  be  so  applied 
as  not  to  change  the  direction  of  motion  of  the  body,  but  to 
increase  its  velocity ;  the  result  will  be,  that  the  velocity  will  be 
increased  by  equal  amounts  in  equal  times,  and  if  /  represent 
the'  amount  of  velocity  the  force  would  impart  in  one  unit  of 
time,  the  total  increase  in  velocity  will  be  //.  This  results 
merely  from  the  definition  of  a  force ;  for  if  the  velocity  pro- 
duced in  one  (a  standard)  body  by  a  given  force  is  twice  as 
great  as  that  produced  by  another  given  force,  then  is  the  ten- 
dency to  produce  velocity  twice  as  great  in  the  first  case  as  in 
the  second,  or,  in  other  words,  the  first  force  is  twice  as  great 
as  the  second.     Hence  — 

Forces  are  proportional  to  the  velocities  which  they  will  impart 
to  a  given  (or  standard)  body  in  a  unit  of  time. 

We  may  thus,  by  using  one  standard  body,  determine  a 
set  of  equal  forces,  and  also  the  proportion  between  different 
forces. 

§  lo.  Measure  of  Mass.  —  After  having  determined,  as 
shown,  a  set  of  equal  (unit)  forces,  if  we  apply  two  of  them 
to  different  bodies,  and  let  them  act  for  the  same  length  of  time 
on  each,  and  find  that  the  resulting  velocities  are  unequal,  these 
bodies  are  said  to  have  unequal  masses;  whereas,  if  the  result- 
ing velocities  are  equal,  they  are  said  to  have  equal  masses. 

Hence  we  have  the  following  definitions :  — 
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I**.  Equal  forces  are  those  which,  by  acting  for  equal  times 
on  the  same  or  standard  body,  impart  to  it  equal  velocities, 

2^  Equal  masses  are  those  masses  to  which  equal  forces 
will  impart  equal  velocities  in  equal  times, 

§11.  Suppose  two  bodies  of  equal  mass  moving  side  by 
side  with  the  same  velocity,  and  uniformly,  let  us  apply  to 
one  of  them  a  force  F  in  the  direction  of  the  body's  motion : 
the  effect  of  this  force  is  to  increase  the  velocity  with  which  the 
body  moves ;  and  if  we  wish,  at  the  same  time,  to  increase 
the  velocity  of  the  other,  so  that  they  will  continue  to  move 
side  by  side,  it  will  be  necessary  to  apply  an  equal  force  to  that 
also. 

We  are  thus  employing  a  force  2F  to  impart  to  the  two 
bodies  the  required  increment  of  velocity. 

If  we  unite  them  into  one,  it  still  requires  a  force  2F  to 
impart  to  the  one  body  resulting  from  their  union  the  re- 
quired increment  of  velocity :  hence,  if  we  double  the  mass 
to  which  we  wish  to  impart  a  certain  velocity,  we  must  double 
the  force,  or,  in  other  words,  employ  a  force  which  would 
impart  to  the  first  mass  alone  a  velocity  double  that  required. 
Hence  — 

Forces  are  proportional  to  the  masses  to  which  they  will  impart 
the  same  velocity  in  the  same  time, 

§12.  Momentum.  —  The  product  obtained  by  multiplying 
the  number  of  units  of  mass  in  a  body  by  its  velocity  is  called 
the  momentum  of  the  body. 

§13.  Relation  between  Force  and  Momentum.  —  The 
number  of  units  of  momentum  imparted  to  a  body  in  a  unit  of 
time  by  a  given  force,  is  evidently  identical  with  the  number 
of  units  of  velocity  that  would  be  imparted  by  the  same  force, 
in  the  same  time,  to  a  unit  mass.     Hence  — 

Forces  are  proportional  to  the  momenta  {or  velocities  per  unit 
of  mass)  which  they  will  generate  in  a  unit  of  time. 


Digitized  by 


Google 


12  APPLIED  MECHANICS, 

Hence,  if  F  represent  a  force  which  generates,  in  a  unit  of 
time,  a  velocity/  in  a  body  whose  mass  is  «r,  we  shall  have 

F^mf: 

and,  inasmuch  as  the  choice  of  our  units  is  still  under  our  con- 
trol, we  so  choose  them  that 

F^mf: 

le.,  the  force  F  contains  as  many  units  of  force  as  mf  contains 
units  of  momentum  ;  in  other  words,  — 

The  momentum  generated  in  a  body  in  a  unit  of  time  by  a 
force  acting  in  the  direction  of  the  body's  motion^  is  taken  as 
a  measure  of  the  force, 

§14.  Statical  Measure  of  Force.  —  When  the  forces  are 
prevented  from  producing  motion  by  being  resisted  by  equal 
and  opposite  forces,  as  is  the  case  in  that  part  of  mechanics 
known  as  Statics,  they  must  be  measured  by  a  direct  comparison 
with  other  forces.  An  illustration  of  this  has  already  been 
given  in  the  case  of  an  apple  hung  on  the  hook  of  a  spring 
balance.  In  that  case  the  pull  of  the  spring  is  equal  in  magni- 
tude to  the  weight  of  the  apple :  indeed,  it  is  very  customary 
to  adopt  for  forces  what  is  known  as  the  gravity  measure,  in 
which  case  we  take  as  our  unit  the  gravitation,  or  tendency  to 
fall,  of  a  given  piece  of  metal,  at  a  given  place  on  the  surface 
of  the  earth ;  in  other  words,  its  weight  at  a  given  place. 

The  gravity  unit  may  thus  be  the  kilogram,  the  pound,  or 
the  ounce,  etc. 

It  is  evident,  moreover,  from  our  definition  of  force,  and  the 
subsequent  discussion,  that  whatever  we  take  as  our  unit  of 
mass,  the  statical  measure  of  a  force  is  proportional  to  its 
dynamical  measure;  i.e.,  the  numbers  representing  the  magni- 
tudes of  any  two  forces,  in  pounds,  are  proportional  to  the 
momenta  they  will  impart  to  any  body  in  a  unit  of  time. 

§15.  Gravity  Measure  of  Mass.  —  If  we  assume  one 
pound  as  our  unit  of  force,  one  foot  as  our  unit  of  length,  and 
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(Mie  second  as  our  usiit  of  time,  the  ratio  between  the  number 
of  pounds  in  any  given  force  and  the  momentum  it  will  impart 
to  a  body  on  which  it  acts  unresisted  for  a  unit  of  time,  will 
depend  on  our  unit  of  mass ;  and,  as  we  are  still  at  liberty  to  fix 
this  as  we  please,  it  will  be  most  convenient  so  to  choose  it 
that  the  above-stated  ratio  shall  be  unity,  so  that  there  shall  be 
no  difiEerence  in  the  measure  of  a  force,  whether  it  is  measured 
statically  or  dynamically.  Now,  it  is  known  that  a  body  falling 
freely  under  the  action  of  its  own  weight  acquires,  every  second, 
a  velocity  of  about  thirty-two  feet  per  second  :  this  number  is 
denoted  by  g^  and  varies  for  difiFerent  distances  from  the  centre 
of  the  earth,  as  does  also  the  weight  of  the  body. 

Now,  if  W  represent  the  weight  of  the  body  in  pounds,  and 
m  the  number  of  units  of  mass  in  its  mass,  we  must  have,  in 
order  that  the  statical  and  dynamical  measures  may  be  equal, 

Hence 

in  ss  — , 

g 

i.e.,  the  number  of  units  of  mass  in  a  body  is  obtained  by  divid- 
ing the  weight  in  pounds,  by  the  value  of  g  at  the  place  where 
the  weight  is  determined. 

The  values  of  W  and  of  g  vary  for  different  positions,  but 
the  value  of  m  remains  always  the  same  for  the  same  body, 

UNIT    OF    MASS. 

If  «r  =  I,  then  W  =  g;  or,  in  words,  — 

The  weight  in  pounds  of  the  unit  of  mass  {when  the  gravity 
measure  is  used)  is  equal  to  the  value  of  g  in  feet  per  second  for 
the  same  place, 

§16.  Newton's  Second  Law  of  Motion.  —  Newton's 
iecoad  law  of  motioa  is  aii  follows  ;-* 
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"  Change  of  momentum  is  proportional  to  the  impressed  mov- 
ing forcey  and  occurs  along  the  straight  line  in  which  the  force  is 
impressed.'^ 

Newton  states  further  in  his  "  Principia : "  — 

**If  any  force  generate  any  momentum,  a  double  force 
will  generate  a  double,  a  triple  force  will  generate  a  triple, 
momentum,  whether  simultaneously  and  suddenly,  or  gradually 
and  successively  impressed.  And  if  the  body  was  moving 
before,  this  momentum,  if  in  the  same  direction  as  the  motion, 
is  added ;  if  opposite,  is  subtracted ;  or  if  in  an  oblique  direc- 
tion, is  annexed  obliquely,  and  compounded  with  it,  according 
to  the  direction  and  magnitude  of  the  two." 

Part  of  this  law  has  reference  to  the  proportionality  between 
the  force  and  the  momentum  imparted  to  the  body ;  and  this 
has  been  already  embodied  in  our  definition  of  force,  and  illus- 
trated in  the  discussion  on  the  measure  of  forces. 

The  other  part  is  properly  a  law  of  motion,  and  may  be 
expressed  as  follows  :  — 

If  a  body  have  two  or  more  velocities  imparted  to  it  simulta- 
neously, it  will  move  so  as  to  preserve  them  all. 

The  proof  of  this  law  depends  merely  upon  a  proper  con- 
ception of  motion.  To  illustrate  this  law  when  two  velocities 
are  imparted  simultaneously  to  a  body,  let  us  suppose  a  man 
walking  on  the  deck  of  a  moving  ship  :  he  then  has  two  motions 
in  relation  to  the  shore^  his  own  and  that  of  the  ship. 

.  Suppose  him  to  walk  in  the  direction  of  motion  of  the 
ship  at  the  rate  of  lO  feet  per  second,  while  the  ship  moves  at 
25  feet  per  second  relatively  to  the  shore :  then  his  motion  in 
relation  to  the  shore  will  be  25  +  10  =  35  feet  per  second. 
If,  on  the  other  hand,  he  is  walking  in  the  opposite  direction  at 
the  same  rate,  his  motion  relatively  to  the  shore  will  be  25  — 
10  =  15  feet  per  second. 

Suppose  a  body  situated  at  A  (Fig.  i)  to  have  two  motions 
imparted  to  it  simultaneously,  one  of  which  would  carry  it  to  B 
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in  one  second,  and  the  other  to  C  in  one  second ;  and  that  it  is 
required  to  find  where  it  will  be  at  the  end  of  one  second,  and 
what  path  it  will  have  pursued.  ^ 

Imagine  the  body  to  move  in  obedience 
to  the  first  alone,  during  one  second :  it 
would  thus  arrive  at  B ;  then  suppose  the 
second  motion  to  be  imparted  to  the  body,  ^^^ 

instead  of  the  first,  it  will  arrive  at  the  end  of  the  next  sec- 
ond at  D^  where  BD  is  equal  and  parallel  to  AC  When 
the  two  motions  are  imparted  simultaneously,  instead  of  suc- 
cessively, the  same  point  D  will  be  reached  in  one  second, 
instead  of  two;  and  by  dividing  AB  and  AC  into  the  same 
(any)  number  of  equal  parts,  we  can  prove  that  the  body  will 
always  be  situated  at  some  point  of  the  diagonal  AD  of  the 
parallelogram,  hence  that  it  moves  along  AD.  Hence  follows 
the  proposition  known  as  the  parallelogram  of  motions. 

PARALLELOGRAM    OF    MOTIONS. 

If  there  be  simultaneously  impressed  on  a  body  two  velocities ^ 
which  would  separately  be  represented  by  the  lines  AB  and  AC, 
the  actual  velocity  will  be  represented  by  the  line  AD,  which  is 
the  diagonal  of  the  parallelogram  of  which  AB  and  AC  are  the 
adjacent  sides, 

§17.  Polygon  of  Motions — In  all  the  above  cases,  the 
point  reached  by  the  body  at  the  end  of  a  second  when  the 
two  motions  take  place  simultaneously  is  the  same  as  that  which 
would  be  reached  at  the  end  of  two  seconds  if  the  motions  took 
place  successively ;  and  the  path  described  is  the  straight  line 
joining  the  initial  position  of  the  body,  with  its  position  at  the 
end  of  one  second  when  the  motions  are  simultaneous. 

The  same  principle  applies  whatever  be  the  number  of 
velocities  that  may  be  imparted  to  a  body  simultaneously. 
Thus,  if  we  suppose  the  several  velocities  imparted  to  be 
(Fig.  2)  AB,  AC,  AD,  AE,  and  AF,  and  it  be  required  to 
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determine  the  resultant  velocity,  we  first  let  the  body  move 
with  the  velocity  AB  for  one  second ;  at  the 
end  of  that  second  it  is  found  at  B;  then  let 
it  move  with  the  velocity  AC  only,  and  at 
^  I  #       the  end  of  another  second  it  will  be  found 

"^  J  /       at  ^/  then  with  AD  only,  and  at  the  end  of 

the  third  second  it  will  be  found  at  d;  at  the 
end  of  the  fourth  at  e;  at  the  end  of  the  fifth 
at  /.     Hence  the  resultant  velocity,  when  all 
'^»-  are  imparted  simultaneously,  is  Af^  or  the 

closing  side  of  the  polygon. 

This  proposition  is  known  as  the  polygon  of  motions. 


'T^ 


POLYGON  OF  MOTIONS. 

If  there  be  simultaneously  impressed  on  a  body  any  number 
of  velocities^  the  resulting  velocity  will  be  represented  by  the 
closing  side  of  a  polygon  of  which  the  lines  representing  the 
separate  velocities  form  the  other  sides. 

§  i8.  Characteristics  of  a  Force.  —  A  force  has  three 
characteristics,  which,  when  known,  determine  it;  viz..  Point 
of  Application^  Direction^  and  Magnitude.  These  can  be  repre- 
sented by  a  straight  line,  whose  length  is  made  proportional  to 
the  magnitude  of  the  force,  whose  direction  is  that  of  the 
motion  which  the  force  imparts,  or  tends  to  impart,  and  one  end 
of  which  is  the  point  of  application  of  the  force ;  an  arrow-head 
being  usually  employed  to  indicate  the  direction  in  which  the 
force  acts. 

§  19.  Parallelogram  of  Forces. 

Proposition. — If  two  forces  citing  simultaneously  at  the 
same  point  be  represented^  in  point  of  application^  direction^ 
and  magnitude^  by  two  adjacent  sides  of  a  parallelogram^  their 
resultant  will  be  represented  by  the  diagonal  of  the  parallelo- 
gram, drawn  from  the  point  of  application  of  the  two  forces, 

P&ooF. — In  the  last  part  of  §  16  was  proved  the  propo- 
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sition  known  as  the  Parallelogram  of  Motions,  for  the  state- 
ment of  which  the  reader  is  referred  to  the  close  of  that 
section. 

We  have  also  seen  that  forces  are  proportional  to  the  velo- 
cities which  they  impart,  or  tend  to  impart,  in  a  unit  of  time, 
to  the  same  body. 

Hence  the  lines  representing  the  two  impressed  forces  are 
coincident  in  direction  with,  and  proportional  to,  the  lines  repre- 
senting the  velocities  they  would  impart  in  a  unit  of  time  to 
the  same  body;  and  moreover,  since  the  resultant  velocity  is 
represented  by  the  diagonal  of  the  parallelogram  drawn  with 
the  component  velocities  as  sides,  the  resultant  force  must  coin- 
cide in  direction  with  the  resultant  velocity,  and  the  length  of 
the  line  representing  the  resultant  force  will  bear  to  the  result- 
ant velocity  the  same  ratio  that  one  of  the  component  forces 
bears  to  the  corresponding  velocity.  Hence  it  follows,  that  the 
resultant  force  will  be  represented  by  the  diagonal  of  the  paral- 
lelogram having  for  sides  the  two  component  forces. 

§20.  Parallelogram  of  Forces:  Algebraic  Solution. 

Problem.  —  Given  two  forces  F  aftd  F,  acting  at  the  safne 
point  A  {Fig.  3),  and  inclined  to  each  other  at  an  angle  6  ;  required 
the  magnitude  and  direction  of  the  resultant 
force. 

Let  AC  represent  Fy  AB  represent  /^, 
and  let  angle  BAC=  0;  then  will  R  =  AD 
represent  in  magnitude  and  direction   the 
resultant  force.     Also  let  angle  DAC  =  a;  then  from  the  tri- 
angle DAC  we  have 

AI>  =  AC^  +  CJ>  -  2AC.  CDcosACD. 
But 

ACD  =  180**  —  e        .-.    cos  ACD  =  —  costf 

.•.    ^       =  F'  +  F,^  +  2FF,  cos  0 


R        =  V/^»  +  F,^  +  2FF,  cos  e. 
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This  determines  the  magnitude  of  R,  To  determine  it*  direc- 
tion, let  angle  CAD  =  a  .*.  angle  BAD  =  ^  —  «,  and  we 
shall  have  from  the  triangle  DAC 


or 


and  similarly 


CD  :  AD  =  sin  CAD  :  imACD, 

F^:  R  =i  sin  a  :  sin  9 

F,  .    /I 
sina     =  --isintf, 
R 

F        A 
sin(^  —  a)  =  -sin  A 


EXAMPLES. 


I**.  Given  F  =  47.34»  J^i  =  7546,  0  =    73**  14'  ai'' ;  find  ^  and  o. 

2®.  Given  F  =    5.36,  /",  =  4.27,  d  =    32**  lo'         ;  find  R  and  cu 

3°.  Given  /"  =  42.00,  F^  =  31.00,  ^  =  150**               ;  find  R  and  cu 

4"*.  Given  F  =  47.00,  F^  =  75.00,  ^  =  253**               ;  find  R  and  a. 

§21.  Parallelogram  of  Forces  when  ^=  go**.  —  When 
the  two  given  forces  are  at  right  angles  to  each  other,  the  for- 
mulae become  very  much  simplified,  since  the  parallelogram 
becomes  a  rectangle. 

From  Fig.  4  we  at  once  deduce 


=  V^mT^, 


F, 

sina=-, 

F 

cos  a  =  --. 
R 


EXAMPLES. 


i^  Given  F  =  3.0,  Ft  =  5.0 ;  find  R  and  a. 
2°.  Given  F  =  3.0,  F^  =  —5.0  ;  find  R  and  a. 
3^  Given  F  =  5.0,  F^  =  12.0  ;  find  R  and  a. 
4^  Given  F  =  23.2,  /^i  =s    21.3 ;  find  R  and  a. 
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§  22.  Triangle  of  Avces.  —  If  three  forces  be  represented^ 
in  magnitude  and  direction^  byi  the  three  sides  of  a  triangle  taken 
in  order,  then,  if  these  forces  be^  sitnultaneously  applied  at  one 
point,  they  will  balance  each  other 

Conversely,  three  forces  which,  when  simultaneously  applied 
at  one  point,  balance  each  other,  can  be  corr»Uly  represented  in 
magnitude  and  direction  by  the  three  sides  of  a  tri4m§le  taken  in 
order. 

These  propositions,  which  find  a  very  extensive  application, 
especially  in  the  determination  of  the  stresses  in  roof  and 
bridge  trusses,  are  proved  as  follows  :  — 

If  we  have  two  forces,  >4Cand  AB  (see  Fig.  3),  acting  at  the 
point  A,  their  resultant  is,  as  we  have  already  seen,  AD ;  and 
hence  a  force  equal  in  magnitude  and  opposite  in  direction  to 
i4j9  will  balance  the  two  forces  ylCand  AB,  Now,  the  sides  of 
the  triangle  A  CD  A,  if  taken  in  order,  represent  in  magnitude 
and  direction  the  force  AC,  the  force  CD  or  AB,  and  a  force 
equal  and  opposite  to  AD;  and  these  three  forces,  if  applied  at 
the  same  point,  would  balance  each  other.  Hence  follows  the 
proposition. 

Moreover,  we  have 

AC:  CD:  DA  ^  sin  ADC    :  sin  CAD  :  siaACD, 

or 

F :  Ft    :  R     =  sin(d  —  a)  :  sin  a         :  sin  Q  \ 

or  each  force  is,  in  this  case,  proportional  to  the  sine  of  the 
angle  between  the  other  two. 

§  23.  Decomposition  of  Forces  in  one  Plane.  —  It  is 
often  convenient  to  resolve  a  force  into  two  components,  in  two 
given  directions  in  a  plane  containing  the  force.  Thus,  suppose 
we  have  the  force  R  =  AD  (Fig.  3),  and  we  wish  to  resolve  it 
into  two  components  acting  respectively  in  the  directions  AC 
aad  AB;  i.e.,  we  wish  to  find  two  forces  acting  respectively  in 
these  directions,   of  which  AD  shall   be   the  resyltant :  we 
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determine  these  components  graphically  by  drawing  a  parallelo- 
gram, of  which  AD  shall  be  the  diagonal,  and  whose  sides  shall 
have  the  directions  AC  and  AB  respectively.  The  algebraic 
values  of  the  magnitudes  of  the  compo- 
nents can  be  determined  by  solving  the 
triangle  ADC.  In  the  case  when  the 
directions  of  the  components  are  at  right 
angles  to  each  other,  let  the  force  R 
(Fig-  S)»  applied  at  O,  make  an  angle  a 
with  OX.  We  may,  by  drawing  the  rect- 
angle shown  in  the  figure,  decompose  R 
into  two  components,  Fand  is,  along  OX  and  ^K  respectively ; 
and  we  shall  readily  obtain  from  the  figure, 


Fig.  5. 


F  =  -^cosa,     /\  =  ^sineu 


«"/ 


Fig.  6. 


EXAMPLES. 

I®.  The  force  exerted  by  the  steam  upon  the  piston  of  a  steam-engine 

at  the  moment  when  it  is  in  the  position  shown  in  the  figure  is  AB  = 

looo  lbs.      The  resistance  of  the  q 

guides  upon  the  cross-head  DE  is 

vertical.    Determine  the  force  acting 

along  the   connecting-rod  AC  and 

the   pressure  on  the  guides;    also 

resolve  the  force  acting  along  the  connecting-rod  into 
two  components,  one  along,  and  the 
other  at  right  angles  to,  the  crank  DC. 
2®.  A  load  of  500  lbs.  is  placed  at 
the  apex  C  of  the  frame  ACB:  find 

the  stresses  in  AC  and  CB  respectively. 

3**.  A  load  of  4000  lbs.  is  hung  at  C,  on  the  crane 

ABC:  find  the  pressure  in  the  boom  BC,  and  the  pull 

on  the  tie  AC,  where  BC  makes  an  angle  of  60°  with  the  horizontal, 

and  AC  an  angle  of  l5^ 


c 

Fig.  7. 


FiG.8. 
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4°.  A  force  whose  magnitude  is  7  is  resolved  into  two  forces  whose 
magnitudes  are  5  and  3 :  find  the  angles  they  make  with  the  given 
force. 

§24.  Composition  of  any  Number  of  Forces  in  One 
Plane,  all  applied  at  the  Same  Point. 

(tf).  Graphical  Solution.  —  Let  the  forces  be  represented 
(Fig.  2)  by  AB,  AC,  ADy  AEy  and  AF  respectively.  Draw  Be 
II  and  =  AC,  cd  ||  and  =  AD,  de  ||  and  =  AE,  and  ef  ||  and  = 
AF;  then  will  Af  represent  the  resultant  of  the  five  forces. 
This  solution  is  to  be  deduced  from 
§  17  in  the  same  way  as  §  19  is  deduced 
from  §  16. 

{b)  Algebraic  Solution.  —  Let 
the  given  forces  (Fig.  9),  of  which 
three  are  represented  in  the  figure,  be 
f,  /^,  F„  F^y  /%,  etc. ;  and  let  the  angles 
made  by  these  forces  with  the  axis  OX  1  o^^  q — b — J- 
be  a,  a„   oa,  oj,  a^,   etc,   respectively.  F1G.9. 

Resolve  each  of  these  forces  into  two  components,  in  the 
directions  OX  and  O  Y  respectively.  We  shall  obtain  for  the 
components  along  OX 

OA  =  F  cos  Of     OB  =  -^,  cosa,,     OC  ^  -^jcoso,,    etc.; 

and  for  those  along  O  Y 

OA^  =  Fsina,     OB  I  =:  Ft  sin  a^,     ^C  =  ^aSinaa,    etc. 

These  forces  are  equivalent  to  the  following  two ;  viz.,  a 
force  Fcos  a  •+■  F,  cos  a,  +  F^  cos  a,  +  i^j  cos  03  +  etc.  along  OX, 
and  a  force  Fsin  a  +  F,  sin  a,  +  F^  sin  a,  +  /^j  sin  a^  +  etc.  along 
OY.  The  first  may  be  represented  by  S^coso,  and  the  second 
by  SFsina,  where  S  stands  for  algebraic  sum.  There  remains 
only  to  find  the  resultant  of  these  two,  the  magnitude  of  which 
is  given  by  the  equation 

R  =  V(S/?'cosa)»+  (S/^sina)«; 
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and,  if  we  denote  by  or  the  angle  made  by  the  resultant  with 
OX^  we  shall  have 

^r^  S^cosa       .^  S/^sina 

cos  Or  =  n >      Smor  =  Zi • 


EXAMPLES, 


I**.  Given 


F  =  A1 

a  =     2i» 

^.=  73 

o.=    48* 

Fx=  43 

a,=    82" 

1^3=23 

a,  =  112° 

Find  the  result- 
ant force  and 
its  direction. 


Solution. 


F, 

*  = 

a. 

COS.. 

sin  a. 

Poos  a. 

/"sincu 

47 
73 
43 

23 

21° 

48° 

82° 

112° 

0.93358 

0.66913 

O.I39I7 

-0.37461 

0.35837 

0.74315 
0.99027 
0.92718 

43-87826 

48.84649 

5.98431 
-8.61603 

16.84339 

54.24995 
42.58161 

21.32414 

90.09303 

134.99909 

.'.     S/'cosa  =  90.09303,     S/^sina  =  134.99909, 

r.    R  =  V(2/*cosa)»  +  {XFsmay  =  162.2976. 

log  S^ cos  a   ss  I.954691 

log-^  =  2.210331 

log  COS  Or  =  9-744360 

Or  =  56"  r/- 

Observation.  —  It  would  be  perfectly  correct  to  use  the  minus  sign 
in  extracting  the  square  root,  or  to  call  R  =  —162.2976 ;  but  then  we 
should  have 


cos«v  =  -22:22i2i.,     and     sina,»    ^3499909  , 

—  162.2976  —162.2976 


or 


Or  =   180**  +  56**  17' 


236**  17'; 
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a  result  which,  if  plotted,  would  give  the  same  force  as  when  we  call 
R  =  162.2976    and    o^  =  56**  17'. 

Hence,  since  it  is  immaterial  whether  we  use  the  plus  or  the  minus  sign 
in  extracting  the  square  root  provided  the  rest  of  the  computation  be 
consistent  with  it^  we  shall^for  convenience ^  use  always  plus. 


F  = 

4, 

a=     If, 

F,= 

3> 

a.=    82% 

F,= 

10, 

«.  =  163°. 

F^  = 

5> 

«,  =  «7S°. 

F  ^ 

5» 

a  =  cos-'f. 

F.= 

4. 

a,  =  0, 

F,=> 

3. 

a,  =  90°. 

§25.  Polygon  of  Forces.  —  If  any  number  of  forces  be 
represented  in  magnitude  and  direction  by  the  sides  of  a  polygon 
taken  in  ordeVy  then,  if  these  forces  be  simultaneously  applied  at 
one  pointy  they  will  balance  each  other. 

Conversely  y  any  number  of  forces  which,  when  simultaneously 
applied  at  one  point ,  balance  each  other,  can  be  correctly  rep^-e- 
sented  in  magnitude  and  direction  by  the  sides  of  a  polygon  taken 
in  order. 

These  propositions  are  to  be  deduced  from  §  24  («)  in  the 
same  way  as  the  triangle  of  forces  is  deduced  from  the  parallelo- 
gram of  forces. 

§26.  Composition  of  Forces  all  applied  at  the  Same 
Point,  and  not  confined  to  One  Plane. — This  problem  can 
be  solved  by  the  polygon  of  forces,  since  there  is  nothing  in 
the  demonstration  of  that  proposition  that  limits  us  to  a  plane 
rather  than  to  ^gauche  polygon. 

The  following  method,  however,  enables  us  to  determine 
algebraic  values  for  the  magnitude  of  the  resultant  and  for  its 
direction. 
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Fig.  io. 


We  first  assume  a  system  of  three  rectangular  axes,  OX^ 

OY,  and  OZ  (Fig.  lo),  whose  origin 
is  at  the  common  point  of  the  given 
forces.  Now,  let  OE  =  P  he  one 
of  the  given  forces.  First  resolve 
it  into  two  forces,  OC  and  OD,  the 
first  of  which  lies  in  the  s  axis,  and 
the  second  perpendicular  to  OZ, 
or,  as  it  is  usually  called,  in  the  s 
plane ;  the  plane  perpendicular  to 
OX  being  the  x  plane,  and  that 
perpendicular  to  OY  the  ^  plane. 
Then  resolve  OD  into  two  com- 
ponents, OA  along  OX,  and  OB  along  OY  We  thus  obtain 
three  forces,  OA,  OB,  and  OC  respectively,  which  are  equivalent 
to  the  single  force  OE,  These  three  components  are  the  edges 
of  a  rectangular  parallelopiped,  of  which  OE  =  Fis  the  diagonal. 
Let,  now, 

angle  BOX  =  a,    EOY  =  p,    and     EOZ  =  y ; 

and  we  have,  from  the  right-angled  triangles  EOA,  EOB,  and 
EOC  respectively, 

OA  =  /'cos  a,     OB  =  Fcosp,     OC  =  -^cosy. 
Moreover, 

OA'  -h  OB'  =  OV  and  0I>    +  OC    =  OE' 
.',     OA'    +  OB^     -♦-  OC'    =  OE*, 

and  by  substituting  the  values  of  OA,  OB,  and  OC,  given  above, 
we  obtain 

cos>  a  -h  cos»  P  -h  cos'y  =  i  ; 

a  purely  geometrical  relation  existing  between  the  three  angles 
that  any  line  makes  with  three  rectangular  co-ordinate  axes. 

When  two  of  the  angles  a,  /?,  and  y  are  given,  the  third  can 
be  determined  from  the  above  equation. 
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T 
Resolve,  in  the  same  way,  each  of  the  given  forces  into 
three  components,  along  OX,  OY,  and  (9Z  respectively,  and  we 
shall  thus  reduce  our  entire  system 
of  forces  to  the  following  three 
forces :  —  / 


I**.  A  single  force  XFcos  a  along  OX, 
2**.  A  single  force  S/^cos  j8  along  OK 
3®.  A  single  force  S/'cos  y  along  OZ. 

We  next  proceed  to  find  a  sin- 
gle resultant  for  these  three  forces. 
Let  (Fig.  II) 

OA  =  S/^'cosa 
OB  =  JJ^cosP, 
OC  =  2/*  cosy. 


Fig.  XX. 


Compounding  OA  and  OB,  we  find  OD  to  be  their  resultant ; 
and  this,  compounded  with  OC,  gives  OE  as  the  resultant  of 
the  entire  system.     Moreover, 

0£»  =  on*  4-  0C»  =  OA*  +  OB^  +  OC*, 
or 

^      =  (X^cosa)'  -♦-  (Z^cosj8)»  -♦-  (^Fcosy)* 


.\    R       =  ^{%Fco%ay  +  (2^cosi8)»  •+•  (S/^cosy)»j 

and  if  we  let  EOX  =  Or,  EOY  =z  pr>  and  EOZ  =  y„  we  shall 

have 

OA       S/'cosa    ^^^^        XFcos  P    ^^A^r..  Si^cos  y 

=  -qJ^  =  — -^^ — »  ^QS^r  =  — -^-^,  and  cosyr  =  — ^— ^. 

This  gives  us  the  magnitude  and  direction  of  the  resultant. 

The  same  observation  applies  to  the  sign  of  the  radical  for 
^  as  in  the  case  of  forces  confined  to  one  plane. 
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DETERMINATION  OF  THE  THIRD  ANGLE  FOR  ANY  ONE  FORCE. 

When  two  of  the  angles  a,  j8,  and  y  are  given,  the  cosine  of 
the  third  may  be  determined  from  the  equation,  — 

COS»  a  +  COS'jS  +  cos*  y  sa:    I  ; 

but,  as  we  may  use  either  the  plus  or  the  minus  sign  in  extract- 
ing the  square  root,  we  have  no  means  of  knowing  which  of 
the  two  supplementary  angles  whose  cosine  has  been  deduced 
is  to  be  used. 

Thus,  suppose  o  =  45°,  ^  =  60°,  then 


cos7«  ±Vi  -  i  -  J  =  ±1 
/.    y  =s  60°,  or  1 20" ; 

but  which  of  the  two  to  use  we  have  no  means  of  deciding. 

This  indetermination  will  be  more  clearly  seen  from  the  fol- 
lowing geometrical  considerations :  — 

The  angle  o  (Fig.  12),  being  given  as  45°,  locates  the  line 

representing  the  force  on  a  right 

circular  cone,  whose  axis   is    OX^ 

and  whose   semi-vertical   angle   is 

•    AOX:=^BOX=Atl''>    On  the  other 

/^^^^.^  hand,  the  statement  that  ^  =  60° 

^^^'"''^^       !  X    locates  the  force  on  another  right 

^^*$,^^^^         I  circular  cone,  having  O  Y  for  axis, 

^"'***^  and  a  semi-vertical  angle  of  60°; 

both  cones,  of  course,  having  their 
,^  vertices  at  O.     Hence,  when  a  and 

/?  are  given,  we  know  that  the  line 
representing  the  force  is  an  element  of  both  cones  ;  and  this  is 
all  that  is  given. 

(fL)  Now,  if  the  sum  of  the  two  given  angles  is  less  than 
90^  the  cones  will  not  intersect,  and  the  data  are  consequently 
inconsistent. 
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(*)  If,  on  the  other  hand,  one  of  the  given  angles  being 
greater  than  90°,  their  difference  is  greater  than  90°,  the  cones 
will  not  intersect,  and  the  data  are  again  inconsistent. 

(f)  If  a  +  /5  =  90°,  the  cones  are  tangent  to  each  other, 
and  y  =  90"^. 

(d)  If  a  +  /5  >  90®,  and  a  —  jSoriS  —  a<  90"*,  the  cones 
intersect,  and  have  two  elements  in  common ;  and  we  have  no 
means  of  determining,  without  more  data,  which  intersection 
is  intended,  this  being  the  indetermination  that  arises  in  the 
algebraic  solution. 


I.  Given 


EXAMPLES, 


(F   =63     a=53- 
J   /T,  =  49     a  =  87° 

[  7?;  =    2    iS  =  70^ 


Find  the  magnitude 
and  direction  of 
'the  liesultant. 


Solution. 


'\  '■ 

p. 

y. 

COB  a. 

COB  p. 

COSy. 

/•cob*. 

Few  p. 

/•cOBy. 

i 

49    87<' 

2  1 

420 
700 

720 
45^ 

0.60182 
0.05234 
0.61888 

0.74314 
0.94961 
0.34202 

0.29250 
0.30902 
0.707 1 1 

37.91466 
2.56466 
1.23776 

46.81782 

46.53089 

0.68404 

1842750 
X5.I4198 
I.4I422 

41.71708 

S/^cos  a 

94.03275 
lFcos3 

34.98370 

IF  cosy 

R  =  ^{^Fcosay  +  {^co&py  -♦-  (i^cosy)'  =  108.6569. 
log  IFcosa  =  1.620314      log  S/'cos/?  =  1.973279      log  2/* cos  y  =  1.543866 
log  R  =r  2.036057       log  R  =  2.036057       log  R  =  2.036057 

logcosa^      =9-584257      logcosjS^      =9.937222      logcosy^      =9-507809 
«r  =  670  as' aC' /5^  =30O4'i4"    Yr  =7i*'i3'5" 
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F. 

a. 

*• 

p. 

«. 

*■ 

Y- 

2. 

4-3 

47°  2' 

65°  i 

3- 

S 

90° 

90° 

87-5 

88°  3' 

io°5' 

7 

0° 

6.4 

68°  4' 

83°  2' 

4 

75 

73° 

0° 

45° 

§  27.  Conditions  of  Equilibrium  for  Forces  applied  at  a 
Single  Point. 

1°.  When  the  forces  are  not  confined  to  one  plane,  we  have 
already  found,  for  the  square  of  the  resultant, 

E}  =  (S/'cosa)'  -♦-  (S/'cosjS)'  +  (2/*cos7)». 

But  this  expression  can  reduce  to  zero  only  when  we  have 

2/^ cos  a  =  o,     S/'cosjS  =  o,     and     ST^cosy  =  o; 

for  the  three  terms,  being  squares,  are  all  positive  quantities, 
and  hence  their  sum  can  reduce  to  zero  only  when  they  are 
separately  equal  to  zero. 

Hence  :  If  a  set  of  balanced  forces  applied  at  a  single  point 
be  resolved  into  components  along  three  directions  at  right  angles 
to  each  other,  the  algebraic  sum  of  the  components  of  the  forces 
along  each  of  the  three  directions  must  be  equal  to  zero,  and  con- 
versely, 

2°.  When  the  forces  are  all  confined  to  one  plane,  let  that 
plane  be  the  z  plane ;  then  y  =  90*^  in  each  case,  and 

/.    j8        =  90^  -  a 

/.     cos^  =  sina 

/.     R^       =  (X^cosa)»  4-  (S/^sina)«. 

Hence,  for  equilibrium  we  must  have 

(S/^cosa)»  +  (i^sina)*  =  o; 
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and,  since  this  is  the  sum  of  two  squares, 

Si^cosa  =  o,  and  S/'sina  =  o. 

Hence :  If  a  set  of  balanced  forces,  all  situated  in  one  plane , 
and  acting  at  one  pointy  be  resolved  into  components  along  two 
directions  at  right  angles  to  each  other,  and  in  their  own  plane, 
the  algebraic  sum  of  the  components  along  each  of  the  two  given 
directions  must  be  eqtial  to  zero  respectively;  and  conversely, 

§  28.  Statics  of  Rigid  Bodies.  —  A  rigid  body  is  one  that 
does  not  undergo  any  alteration  of  shape  when  subjected  to 
the  action  of  external  forces.  Strictly  speaking,  no  body  is 
absolutely  rigid ;  but  different  bodies  possess  a  greater  or  less 
degree  of  rigidity  according  to  the  material  of  which  they  are 
composed,  and  to  other  circumstances.  When  a  force  is  ap- 
plied to  a  rigid  body,  we  may  have  as  the  result,  not  merely  a 
rectilinear  motion  in  the  direction  of  the  force,  but,  as  will  be 
shown  later,  this  may  be  combined  with  a  rotary  motion ;  in 
short,  the  criterion  by  which  we  determine  the  ensuing  motion 
is,  that  the  effect  of  the  force  will  distribute  itself  through  the 
body  in  such  a  way  as  not  to  interfere  with  its  rigidity. 

What  this  mode  of  distribution  is,  we  shall  discuss  here- 
after; but  we  shall  first  proceed  to  some  propositions  which  can 
be  proved  independently  of  this  consideration. 

§  29.  Principle  of  Rectilinear  Transferrence  of  Force  in 
Rigid  Bodies.  —  If  a  force  be  applied  to  a  rigid  body  at  the 
point  A  (Fig.  13)  in  the  direction  AB^ 
whatever  be  the  motion  that  this  force 
would  produce,  it  will  be  prevented  from 
taking  place  if  an  equal  and  opposite 
force  be  applied  at  A^  B,  C,  or  D,  or  at  ^^-  '3* 

any  point  along  the  line  of  action  of  the  force :  hence  we  have 
the  principle  that  — 

The  point  of  application  of  a  force  acting  on  a  rigid  body, 
may  be  transferred  to  any  other  point  which  lies  in  the  line  of 
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action  of  the  force,  and  also  in  the  body,  without  altering  the 
resulting  motion  of  the  body,  although  it  does  alter  its  state  of 
stress. 

§  30.  Composition  of  two  Forces  in  a  Plane  acting  at 
Different  Points  of  a  Rigid  Body,  and  not  Parallel  to  Each 
Other.  —  Suppose  the  force  F  (Yig,  14)  to  be  applied  at  A,  and 
Ft  at  B,  both  in  the  plane  of  the  paper,  and  acting  on  the  rigid 
body  abcdef  Produce  the  lines  of  direction  of  the  forces  till 
they  meet  at  O,  and  suppose  both  F  and  F,  to  act  at  O,  Con- 
struct the  parallelogram  ODHE,  where  OD  =  F  and  OE  =  F, ; 

then  will  ON  =  R  rep- 
resent  the  resultant 
force  in  magnitude  and 
in  direction.  Its  point 
of  application  may  be 
conceived  at  any  point 
along  the  line  OH,  as 
at  C,  or  any  other 
point  ;  and  a  force 
equal  and  opposite  to 
Olf,  applied  at  any  point  of  the  line  OH,  will  balance  F  at  A, 
and  F,  at  B, 

The  above  reasoning  has  assumed  the  points  A,  By  C  and 
O,  all  within  the  body :  but,  since  we  have  shown,  that  when 
this  is  the  case,  a  force  equal  and  opposite  to  i?  at  C  will  bal- 
ance Fat  A,  and  F,  at  B,  it  follows,  that  were  these  three  forces 
applied,  equilibrium  would  still  subsist  if  we  were  to  remove 
the  part  bafegho  of  the  rigid  body ;  or,  in  other  words,  — 

The  same  construction  holds  even  when  the  point  O  falls  out- 
side the  rigid  body. 

§31.  Moment  of  a  Force  with  Respect  to  an  Axis  Per- 
pendicular to  the  Force. 

Definition.  —  The  moment  of  a  force  with  respect  to  an 
axis  perpendicular  to  the  force,  and  not  intersecting  it,  is  the 


Fig.  14 
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Fic.  15. 


product  of  the  force  by  the  common  perpendicular  to  (shortest 
distance  between)  the  force  and  the  axis. 

Thus,  in  Fig.  1 5  the  moment  of  F  about 
an  axis  through  O  and  perpendicular  to  the 
plane  of  the  paper  is  F{OA).  The  sign  of 
the  moment  will  depend  on  the  sign  attached 
to  the  force  and  that  attached  to  the  perpen- 
dicular. These  will  be  assumed  in  this  book 
in  such  a  manner  as  to  render  the  following  true ;  viz.,  — 

TAe  moment  of  a  force  with  respect  to  an  axis  is  called  posi- 
tive wheny  if  the  axis  were  supposed  fix ed^  the  force  would  cause 
the  body  on  which  it  acts  to  rotate  around  the  axis  in  the  direc- 
tion of  the  hands  of  a  watch  as 
seen  by  the  observer  looking  at 
the  face.  It  will  be  called  nega- 
tive when  the  rotation  would  take 
place  in  the  opposite  direction, 

§32.  Equilibrium  of  Three 
Parallel  Forces  applied  at 
Different  Points  of  a  Rigid 
Body.  —  Let  it  be  required  to 
find  a  force  (Fig.  16)  that  will 
balance  the  two  forces  F  at  A, 
and  F,  at  B,  Apply  at  A  and  B 
respectively,  and  in  the  line  AB, 
the  equal  and  opposite  forces  Aa 
and  Bb.  Their  introduction  will 
produce  no  alteration  in  the 
body's  motion. 

The  resultant  of  F  and  Aa 

is  Af  tKat  of  F,  and  Bb  is  Bg. 

Compound  these  by  the  method 

of  §  30,  and  we  obtain  as  result- 

A  force  equal  in  magnitude  and  opposite  in  direction 


l-M'-% 


Fig.  z6. 


antr^. 
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to  ce,  applied  at  any  point  of  the  line  cC,  will  be  the  force 
required  to  balance  F^X  A  and  F^  at  B ;  and,  as  is  evident  from 
the  construction,  this  line  is  in  the  plane  of  the  two  forces. 
Moreover,  by  drawing  triangle //T/ equal  to  Bbg^  we  can  readily 
prove  that  triangles  oce  and  Afl  are  equal :  hence  the  angle  oce 
equals  the  angle  fAl^  and  R  is  parallel  to  jFand  F,,     Also 

R^  ce^  ch^t  he^  AK  ^^  Kl^  F^-  F,, 


and 


a 

Cc       AK       F 
AC      fK       Aa 

1 

Cc  _6g^_F,, 
BC      Bb      Bb' 

since  Aa 

=  Bb, 

AC      /-, 
BC      F  ' 

.     F 
'  BC 

F,       F+F,  ,    F 
AC         AB      "  Cr 

F,  _ 
Cq 

F+F 
ir     ' 

where  qr  is  any  line  passing  through  C 

Hence  we  have  the  following  propositions ;  viz.,  — 
If  three  parallel  forces  balance  each  other ^  — 
1°.   They  must  lie  in  one  plane. 

2°.   The  middle  one  must  be  equal  in  magnitude  and  opposite 
p^  in  direction  to  the  sum   of  the  other 

two, 

3°.  Each  force  is  proportional  to  the 
Q    distance  between  the  lines  of  direction 
of  the  other  two  as  measured  on  any 
line  intersecting  all  of  them. 

The  third  of  the  above-stated  con- 
ditions may  be  otherwise  expressed, 
thus :  — 

Fig.  17.  The  algebraic  sum  of  the  moments 

of  the  three  forces  about  any  axis  perpendicular  to  the  forces 
must  be  zero. 


f-. 
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Proof.  —  Let  F,  F,,  and  R  (Fig.  17)  be  the  forces ;  and  let 
the  axis  referred  to  pass  through  0,  Draw  OA  perpendicular 
to  the  forces.     Then  we  have 

Fi^OA)  +  F,{0£)  =  F(OC+  CA)  +  F^OC  -  £C) 

=  {F+F,)OC    -^Fi^AC)  ^  F,(BC). 

But,  from  what  we  have  already  seen, 
^  +  y?;  =  -.^ 

and 

BC      AC 
.-.    F(AC)^F,(BC) 
.'.    F(OA)  -h  F,{OB)  ^  ^J^{OC)  -h  o 
.'.    F(OA)  +F,(OB)  -h^iOC)  =:o, 

or  the  algebraic  sum  of  the  moments  of  the  forces  about  the 
axis  through  O  is  equal  to  zero. 

§  33.  Resultant  of  a  Pair  of  Parallel  Forces.  —  In  the 
preceding  case,  the  resultant  of  any  two  of  the  three  forces 
F,  F^,  and  R,  in  Fig.  16  or  Fig.  17,  is  equal  and  opposite  to  the 
third  force.     Hence  follow  the  two  propositions  :  — 

I.  If  two  parallel  forces  act  in  the  same  direction,  their 
resultant  lies  in  the  plane  of  the  forces,  is  equal  to  their  sum, 
acts  in  the  same  direction,  and  cuts  the  line  joining  their  points 
of  application,  or  any  common  perpendicular  to  the  two  forces, 
at  a  point  which  divides  it  internally  into  two  segments  in- 
versely as  the  forces. 

II.  If  two  unequal  parallel  forces  act  in  opposite  directions, 
their  resultant  lies  in  the  plane  of  the  forces,  is  equal  to  their 
difference,  acts  in  the  direction  of  the  larger  force,  and  cuts  the 
line  joining  their  points  of  application,  or  any  common  perpen- 
dicular to  them,  at  a  point  which  (Jiying  nearer  the  larger  force) 
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divides  it  externally  into  two  segments  which  are  inversely  as 
the  forces. 

Another  mode  of  stating  the  above  is  as  follows :  — 

1°.  The  resultant  of  a  pair  of  parallel  forces  lies  in  the  plane 
of  the  forces. 

2**.  It  is  equal  in  magnitude  to  their  algebraic  sum,  and  coin- 
cides in  direction  with  the  larger  force. 

3°  The  moment  of  the  resultant  about  an  axis  perpendicu- 
lar to  the  plane  of  the  forces  is  equal  to  the  algebraic  sum  of 
the  moments  about  the  same  axis. 

EXAMPLES, 

1.  Find  the  length  of  each  arm  of  a  balance  such  that  i  ounce  at 
the  end  of  the  long-  arm  shall  balance  i  pound  at  the  end  of  the  short 
arm,  the  length  of  beam  being  2  feet,  and  the  balance  being  so  propor- 
tioned as  to  hang  horizontally  when  unloaded. 

2.  Given  beam  =28  inches,  3  ounces  to  balance  15. 

3.  Given  beam  =  36  inches,  5  ounces  to  balance  25  ounces. 


MODE  OF  DETERMINING  THE  RESULTANT  OF  A  PAIR  OF  PARALLEL 
FORCES  REFERRED  TO  A  SYSTEM  OF  THREE  RECTANGULAR 
AXES. 

Let  both  forces  (Fig.  18)  be  parallel  to  OZ ;  then  we  have, 
from  what  has  preceded, 

^  =  t^  =  L±^  =  :^,  where  R  ^  F  +  F,. 
be       ad  ac  ac 

But  from  the  figure 

be      _       ab         .    F      ^  F^ 

Xx  ^~  X2         X2  ^~  Xi  Xx   "~"  X2         «*a  ■""  Xi 

.'.  Fx-t  —  Fxi   =  FiX^  —  F1X2 

/.  {F+F,)x2  =  Fx,   +  F,x^, 
or 

Fx^  =  Fxt   +  FjX^  I 
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and  similarly  we  may  prove  that 

Ry^  ^  Fy,  +  F,y,, 


or 


i^  The  resultant  of  two  parallel  forces  is  parallel  to  the 
forces  and  equal  to  their  algebraic  sum. 


Fig.  i8. 

2^  The  moment  of  the  resultant  with  respect  to  OX  is 
equal  to  the  algebraic  sum  of  their  moments  with  respect  to 
OX;  and  likewise  when  the  moments  are  taken  With  respect 
to  OK 

§34.  Resultant  of  any  Number  of  Parallel  Forces. — 
Let  it  be  required  to  find  the  resultant  of  any  number  of  paral- 
lel forces. 

In  any  such  case,  we  might  begin  by  compounding  two  of 
them,  and  then  compounding  the  resultant  of  these  two  with  a 
third,  this  new  resultant  with  a  fourth,  and  so  on.  Hence,  for 
the  magnitude  of  any  one  of  these  resultants,  we  simply  add 
to  the  preceding  resultant  another  one  of  the  forces ;  and  for 
the  moment  about  any  axis  perpendicular  to  the  forces,  we .  add 
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to  the  moment  of  the  preceding  resultant  the  moment  of  the 
new  force. 

Hence  we  have  the  following  facts  in  regard  to  the  resultant 
of  the  entire  system :  — 

I  °.  The  resultant  will  bi  parallel  to  the  forces  and  equal  to 
their  algebraic  sum. 

2°.  The  moment  of  the  resultant  about  any  axis  perpendicular 
to  t/ie  forces  will  be  equal  to  the  algebraic  sum  of  the  moments 
of  the  forces  about  the  same  axis. 

The  above  principles  enable  us  to  determine  the  resultant 
in  all  cases,  except  when  the  algebraic  sum  of  the  forces  is 
equal  to  zero.     This  case  will  be  considered  later. 

§35.  Composition   of  any   System   of    Parallel   Forces 

Y    when  all  are  in  One  Plane 

Refer  the  forces  to  a  pair  of  rect^ 
angular  axes,  OX^  OY  (Fig.  19)^ 
and  assume  OY  parallel  to  the 
forces. 

The  forces  and  the  co-ordinates 
of  their  lines  of  direction  being  as 
indicated  in  the  figure,  if  we  denote 
by  R  the  resultant,  and  by  x^  the 
co-ordinate  of  its  line  of  direction,. 
we  shall  have,  from  the  preceding^ 

R^^IF:  (I) 

and  if  moments  be  taken  about  an 
axis  through  (9,  and  perpendicular 


F.       F. 


Fks.  19. 


to  the  plane  of  the  forces,  we  shall  also  have 

Hence 

^  t=  S/*     and    jCo  = 


(2) 


1^ 


determine  the  resultant  in  magnitude  and  in  line  of  action* 
Qxcept  when  %F  =?  o»  which  case  will  he  considered  lat^. 


Digitized  by 


Google 


EQUILIBRIUM  OF  ANY  SET  OF  PARALLEL  FORCES,       37 

§  36.  Composition  of  any  System  of  Parallel  Forces  not 
confined  to  One  Plane.  —  Refer  the  forces  to  a  set  of  rect- 
angular axes  so  chosen  that  OZ  is  parallel  to  their  direction. 
If  we  denote  the  forces  by  F^,  F^y  Fy  /%,  etc.,  and  the  co-ordinates 
of  their  lines  of  direction  by  (;r„  ^,),  (jr,,  y^,  etc.,  and  if  we 
denote  their  resultant  by  R,  and  the  co-ordinates  of  its  line  of 
direction  by  (Tq,  y^^  we  shall  have,  in  accordance  with  what  has 
been  proved  in  §  34,  — 

I**.  The  magnitude  of  the  resultant  is  equal  to  the  algebraic 
sum  of  the  forces ^  or 

R  ^^F. 

2^  The  moment  of  the  resultant  about  OY  is  equal  to  the 
sum  of  the  moments  of  the  forces  about  OY,  or 

Xo%F  =  XFx. 

3*^.  The  moment  of  the  resultant  about  OX  is  equal  to  the 
sum  of  the  moments  about  OX,  or 


Hence 


determine  the  resultant  in  all  cases,  except  when  l^F  =  o. 

§37.  Conditions  of  Equilibrium  of  any  Set  of  Parallel 
Forces.  —  If  the  axes  be  assumed  as  before,  so  that  OZ  is 
parallel  to  the  forces,  we  must  have 

S/"  =  o,    XFx  =  o,    and    S/>  =  o. 

To  prove  this,  compound  all  but  one  of  the  forces.  Then  equilib- 
rium will  subsist  only  when  the  resultant  thus  obtained  is  equal 
and  directly  opposed  to  the  remaining  force  ;  i.e,  it  must  be 
equal,  and  act  along  the  same  line  and  in  the  opposite  direction. 
Hence,  calling  Ra  the  resultant  above  referred  to,  and  {x^,  y^) 
the  co-ordinates  of  its  line  of  direction,  and  calling  F^  the 
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remaining  force,  and  (r^,  y^  the  co-ordinates  of  its  line  of  direc- 
tion, we  must  have 

.'.     Ba-^Fn^         O,         RaXa  +  F^n^  O,         J^^ya  -^  F^y^  ==  O, 

.-.    IF  =      o,      XFx  =  o,      IFy  =  o. 

When  the  forces  are  all  in  one  plane,  the  conditions  become 
XF  =  o,    IFx  =  o. 

§  38.  Centre   of   a    System   of  Parallel   Forces.  —  The 

resultant  of  the  two  parallel  forces  F  and  /^  (Fig.  20),  ap- 
plied at  A  and  B  respectively,  is  a  force  R  =  F  +  F„  whose 
line  of  action  cuts  the  line  AB  at  a  point  C, 
which  divides  it  into  two  segments  inversely  as 
the  forces.  If  the  forces  F  and  F,  are  turned 
through  the  same  angle,  and  assume  the  posi- 
tions AO  and  BO^  respectively,  the  line  of 
action  of  the  resultant  will  still  pass  through 
C,  which  is  called  the  centre  of  the  two  parallel 
forces  F  and  /^.  Inasmuch  as  a  similar  reasoning  will  apply 
in  the  case  of  any  number  of  parallel  forces,  we  may  give  the 
following  definition :  — 

TAe  centre  of  a  system  of  parallel  forces  is  the  point  through 
which  the  line  of  action  of  the  resultant  always  passes,  no  matter 
how  the  forces  are  turned,  provided  only  — 

1°.   Their  points  of  application  remain  tlie  same, 
2^,   Their  relative  magfiitudes  are  unchanged, 
3°.   They  remain  parallel  to  each  other 
Hence,  in  finding  the  centre  of  a  set  of  parallel  forces,  we 
may  suppose  the  forces  turned  through  any  angle  whatever,  and 
the  centre  of  the  set  is  the  point  through  which  the  line  of 
action  of  the  resultant  always  passes. 
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§39.  Co-ordinates  of  the  Centre  of  a  Set  of  Parallel 
Forces.  —  Let  F^  (Fig.  21)  be  one  of  the  forces,  and  (;r„^„  2,) 
the  co-ordinates  of  its  point 


of  application.  Let  F^  be 
another,  and  (at,,  ^„  z^  co- 
ordinates  of  its  point  of 
application.  Turn  all  the 
forces  around  till  they  are- 
parallel  to  OZy  and  find  the 
line  of  direction  of  the  re- 
sultant force  when  they  are 
in  this  position.  The  co- 
ordinates of  this  line  are 


z 

-^^ 

/ 

c 

^^ 

0 

. 

9 

FlG.  2X. 


_2^       „  3,25:. 


and,  since  the  centre  of  the  system  is  a  point  on  this  line,  the 
above  are  two  of  the  co-ordinates  of  the  centre.  Then  turn 
the  forces  parallel  to  OXy  and  determine  the  line  of  action  of 
the  resultant.     We  shall  have  for  its  co-ordmates 


2/7  _  'tFz 


Hence,  for  the  co-ordinates  of  the  centre  of  the  system,  we 
have 


«o   = 


^Fz 

%F' 


When  %F  =  o  the  co-ordinates  would  be  00,  therefore  such 
a  system  has  no  centre. 

§40.  Distributed  Forces While  we  have  thus  far  as- 
sumed our  forces  as  acting  at  single  points,  no  force  really  acts 
at  a  single  point,  but  all  are  distributed  over  a  certain  surface 
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or  through  a  certain  volume;  nevertheless,  the  propositions 
already  proved  are  all  applicable  to  the  resultants  of  these 
distributed  forces.  We  shall  proceed  to  discuss  distributed 
forces  only  when  all  the  elements  of  the  distributed  force  are 
parallel  to  each  other.  As  a  very  important  example  of  such  a 
distributed  force,  we  may  mention  the  force  of  gravity  which 
is  distributed  through  the  mass  of  the  body  on  which  it  acts. 
Thus,  tl\e  weight  of  a  body  is  the  resultant  of  the  weights  of 
the  separate  parts  or  particles  of  which  it  is  composed.  As 
another  example  we  have  the  following:  if  a  straight  rod  be 
subjected  to  a  direct  pull  in  the  direction  of  its  length,  and  if 
it  be  conceived  to  be  divided  into  two  parts  by  a  plane  cross- 
section,  the  stress  acting  at  this  section  is  distributed  over  the 
surface  of  the  section. 

§41.  Intensity  of  a  Distributed  Force.  —  Whenever  we 
have  a  force  uniformly  distributed  over  a  certain  area,  we  obtain 
its  intensity  by  dividing  its  total  amount  by  the  area  over  which 
It  acts,  thus  obtaining  the  amount  per  unit  of  area. 

If  the  force  be  not  uniformly  distributed,  or  if  the  intensity 
vary  at  different  points,  we  must  adopt  the  following  means 
for  finding  its  intensity.  Assume  a  small  area  containing  the 
point  under  consideration,  and  divide  the  total  amount  of  force 
that  acts  on  this  small  area  by  the  area,  thus  obtaining  the 
mectn  intensity  over  this  small  area :  this  will  be  an  approxima- 
tion to  the  intensity  at  the  given  point;  and  the  intensity  is  the 
limit  of  the  ratio  obtained  by  making  the  division,  as  the  area 
used  becomes  smaller  and  smaller. 

Thus,  also,  the  ifitensity,  at  a  given  point,  of  a  force  which 
is  distributed  through  ascertain  volume,  is  the  limit  of  the 
ratio  of  the  force  acting  on  a  small  volume  containing  the 
given  point,  to  the  volume,  as  the  latter  becomes  smaller  and 
smaller. 

§42.  Resultant  of  a  Distributed  Force. —  i^  Let  the 
force  be  distributed  over  the  straight  line  AB  (Fig.  22),  and 
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let  its  intensity  at  the  point  E  where  AE  =  ;r,  be  represented 
by  EF  =.  p  =  <^(r),  a  function  of  x  ; 
then  will  the  force  acting  on  the  por- 
tion Ee  =i  ^x  ol  the  line  be/A;r;  and 
if  we  denote  by  R  the  magnitude  of 
the  resultant  of  the  force  acting  on  the 
entire  line  AB^  and  by  x^  the  distance 
of  its  point  of  application  from  A,  we  shall  have 

E  =  2/Ajr  approximately^ 
or 

R  =  fpdx  exactly ; 

and,  by  taking  moments  about  an  axis  through  A  perpendicular 
to  the  plane  of  the  force,  we  shall  have 

XoR  =  %x(pC^)  approximately, 
or 

XoR  —  fpxdx  exactly ; 

whence  we  have  the  equations 

_  fpxdx 

""'  ~  fpdx  • 

Let  the  force  be  distributed  over  a  plane  area  EFGH 

(Fig.  23),  let  this  area  be  re- 


R  =  fpdx. 


ferred  to  a  pair  of  rectangular 
axes  OX  and  O  V,  in  its  own 
plane,  and  let  the  intensity 
of  the  force  per  unit  of  area 
at  the  point  P^  whose  co- 
ordinates are  x  and  ^,  be 
p  =  <l>{x,  y) ;  then  will  p^^y 
be  approximately  the  force  act- 
ing on  the  small  rectangular 
area  ArAy.  Then,  if  we  rep- 
resent by  R  the  magnitude  of 
the  resultant  of  the  distributed  force,  and  by  x^y^,  the  co-ordi- 
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nates  of  th.e  point  at  which  the  line  of  action  of  the  resultant 
cuts  the  plane  of  EFGH^  we  shall  have 

R  =  %p^x^y  approximately, 

j^oR  =  y^y{p^£s.y)      « 

or,  as  exact  equations,  we  shall  have 

R  =  SSpdxdyy 

^  SSpxdxdy  ^  SSpydxdy 

"*       SSpdxdy'  -^^       ffpdxdy' 

3°.  Let  the  force  be  distributed  through  a  volume,  let  this 
volume  be  referred  to  a  system  of  rectangular  axes,  OXy  OY, 
and  OZ,  let  A  F  represent  the  elementary  volume,  whose  co- 
ordinates are  jr,  y,  z,  and  let  p  =  <^(r,  y,  z)  be  the  intensity  of 
the  force  per  unit  of  volume  at  the  point  {x,  y,  z) ;  then,  if  we 
represent  by-^  the  magnitude  of  the  resultant,  and  hyxo^yo^  z„ 
the  co-ordinates  of  the  centre  of  the  distributed  force,  we  shall 
have,  from  the  principles  explained  in  §  38  and  §  39,  the  approx- 
imate equations 

and  these  give,  on  passing  to  the  limit,  the  exact  equations 

R^fpdv   x^lMK    y^lMl    .-^IP^ 

K  -  J  pay,    xo  -  ^^^^,    yo  -  ^^^^,     ^  -  ^^^^. 

§  43.  Centre  of  Gravity —  The  weight  of  a  body,  or  system 
of  bodies,  is  the  resultant  of  the  weight  of  the  separate  parts 
or  particles  into  which  it  may  be  conceived  to  be  divided  ;  and 
the  centre  of  gravity  of  the  body,  or  system  of  bodies,  is  the 
centre  of  the  above-stated  system  of  parallel  forces,  i.e.,  the 
point  through  which  the  resultant  always  passes,  no  matter  how 
the  forces  are  turned.  The  weight  of  any  one  particle  is  the 
force  which  gravity  exerts  on  that  particle :  hence,  if  we  repre- 
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sent  the  weight  per  unit  of  volume  of  a  body,  whether  it  be 
the  same  for  all  parts  or  not,  by  w^  we  shall  have,  as  an 
approximation, 

and  as  exact  equations, 

fwxdV  fwydV  fwzdV 

where  W  denotes  the  entire  weight  of  the  body,  and  x„  y^,  z^ 
the  co-ordinates  of  its  centre  of  gravity. 

If,  on  the  other  hand,  we  let  M  =  entire  mass  of  the  body, 
dM  =.  mass  of  volume  dV^  and  m  =  mas^  of  unit  of  volume, 
we  shall  have 

W  =  Mg^    w  =  mg^    wdV  =mgdV  =  gdM. 

Hence  the  above  equations  reduce  to 

nf       t^jLT  SxdM  SydM  fzdM        .  . 

M^fdM,    ^^  =  __,    y.^j^,     '^--JdM'       ^^> 

Equations  (i)  and  (2)  are  both  suitable  for  determining  the 
centre  of  gravity ;  one  of  the  sets  being  sometimes  most  con- 
venient, and  sometimes  the  other. 

§44  Centre  of  Gravity  of  Homogeneous  Bodies.  —  If 
the  body  whose  centre  of  gravity  we  are  seeking  is  homogeneous, 
or  of  the  same  weight  per  unit  of  volume  throughout,  we  shall 
have,  that  w  =  a  constant  in  equations  (i) ;  and  hence  these 
reduce  to 

§45.  Effect  of  a  Single  Force  applied  at  the  Centre  of 
a  Straight  Rod  of  Uniform  Section  and  Material.  —  If  a 
straight  rod  of  uniform  section  and  material  have  imparted  to  it 
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a  motion,  such  that  the  velocity  imparted  in  a  unit  of  time  to 
each  particle  of  the  rod  is  the  same,  and  if  we  represent  this 
velocity  byyj  then  if  at  each  point  of  the  rod,  we  lay  off  a  line 
xy  (Fig.  24)  in  the  direction  of  the  motion, 
o^„^>^  ^"d  representing  the  velocity  imparted  to  that 
^^-¥--'^  point,  the  line  bounding  the  other  ends   of 

J ^:^ — -^    the  lines  x;/ will  be  straight,  and  parallel  to  the 

^  rod.     If  we  conceive  the  rod  to   be  divided 

into  any  number  of  small  equal  parts,  and 
denote  the  mass  of  one  of  these  parts  by  ^M,  then  will  /AAf 
contain  as  many  units  of  momentum  as  there  are  units  of  force 
in  the  force  required  to  impart  to  this  particle  the  velocity 
/  in  a  unit  of  time ;  and  hence  /aJ/  is  the  measure  of  this 
force. 

Hence  the  resultant  of  the  forces  which  impart  the  velocity 
/  to  every  particle  of  the  rod  will  have  for  its  measure 

where  M  is  the  entire  mass  of  the  rod  ;  and  its  point  of  applica- 
tion will  evidently  be  at  the  middle  of  the  rod. 

It  therefore  follows  that  — 

The  effect  of  a  single  force  applied  at  the  middle  of  a  straight 
rod  of  uniform  section  and  material  is  to  impart  to  the  rod  a 
motion  of  translation  in  the  direction  of  the  force ^  all  points  of 
the  rod  acquiring  equal  velocities  in  equal  times. 

§  46.  Translation  and  Rotation  combined —  Suppose  that 
we  have  a  straight  rod  AB  (Fig.  25),  and  suppose  that  such  a 
force  or  such  forces  are  applied  to  it  as  will  impart  to  the  point 
^  in  a  unit  of  time  the  velocity  Aa,  and  to  the  point  B  the 
(different)  velocity  5A  in  a  unit  of  time,  both  being  perpendicu- 
lar to  the  length  of  the  rod.  It  is  required  to  determine  the 
motion  of  any  other  point  of  the  rod  and  that  of  the  entire 
rod. 
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Fig.  a$. 


Lay  oif  Aa  and  Bb  (Fig.  25),  and  draw  the  line  aby  and  pro- 
duce it  till  it  meets  AB  produced 
m  0:  then,  when  these  velocities 
Aa  and  Bb  are  imparted  to  the 
points  A  and  B^  the  rod  is  in  the 
act  of  rotating  around  an  axis 
through  O  perpendicular  to  the  plane  of  the  paper ;  for  when  a 
body  is  rotating  around  an  axis,  the  linear  velocity  of  any  point 
of  the  body  is  perpendicular  to  the  line  joining  the  point  in 
question  with  the  axis  (i.e.,  the  perpendicular  dropped  from  the 
point  in  question  upon  the  axis),  and  proportional  to  the  dis- 
tance of  the  point  from  the  axis. 

Hence  :  If  the  velocities  of  two  of  the  points  in  the  rod  are 
given^  and  if  these  are  perpendicular  to  the  rod,  the  motion 
of  the  rod  is  fixed,  and  consists  of  a  rotation  about  some  axis 
at  right  angles  to  the  rod. 

Another  way  of  considering  this  motion  is  as  follows  :  Sup- 
pose, as  before,  the  velocities  of  the  points  A  and  ^  to  be 

represented  by  Aa  and  Bb  respec- 
tively, and  hence  the  velocity  of 
any  other  point,  as  x  (Fig.  26),  to 
be  represented  by  xy,  or  the  length 
of  the  line  drawn  perpendicular  to 
AB,  and  limited  by  AB  and  ab. 
Then,  if  we  lay  off  Aa^  =  Bb^  =  ^{Aa  +  Bb)  =  Cc,  and  draw 
^A,  and  if  we  also  lay  off  Aa^  =  a^a,  and  Bb^  =  b^b,  we  shall 
have  the  following  relations ;  viz.,  — 

Aa  =  Aai  —  Aat, 
Bb  ==  Bb,  4-  Bb^y 
xy    =  xy,   —  xy^,     etc., 

or  we  may  say  that  the  actual  motion  imparted  to  the  rod  in  a 
unit  of  time  may  be  considered  to  consist  of  the  following  two 
parts:  — 


Fig.  a6. 
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1°.  A  velocity  of  translation  represented  by  Aa^^  the  mean 
velocity  of  the  rod ;  all  points  moving  with  this  velocity. 

2°.  A  varying  velocity,  different  for  every  different  point, 
and  such  that  its  amount  is  proportional  to  its  distance  from 
C,  the  centre  of  the  rod,  as  graphically  shown  in  the  triangles 
Aa^CBb^,  In  other  words,  the  rod  has  imparted  to  it  two 
motions :  — 

I®.  A  translation  with  the  mean  velocity  of  the  rod. 

2®.  A  rotation  of  the  rod  about  its  centre. 

§47.  Effect  of  a  Force  applied  to  a  Straight  Rod  of 
Uniform  Section  and  Material,  not  at  its  Centre.  —  If  the 
force  be  not  at  right  angles  to  the  rod,  resolve  it  into  two  com- 
ponents, one  acting  along  the  rod,  and  the  other  at  right  angles 
to  it.  The  first  component  evidently  produces  merely  a  trans- 
lation of  the  rod  in  the  direction  of  its  length  :  hence  the  second 
component  is  the  only  one  whose  effect  we  need  to  study. 

To  do  this  we  shall  proceed  to  show,  that,  when  such  a  rod 
has  imparted  to  it  the  motion  described  in  §  46,  the  single  re- 
sultant force  which  is  required  to  impart 
this  motion  in  a  unit  of  time  is  a  force 
acting  at  right  angles  to  the  rod,  at  a  point 
different  from  its  centre;  and  we  shall  de- 
FiG.  VI,  termine  the  relation  between  the  force  and 

the  motion  imparted,  so  that  one  may  be  deduced  from  the 
other. 

Let  A  be  the  origin  (Fig.  27),  and  let 

Ac   =  ;r,  r</  =  dx. 

AB  =  1  =  length  of  the  rod. 

ce  =/=  velocity  imparted  per  unit  of  time  at  distance  ;r 
from  A, 

Aa  =f,,Bb=f,. 

w     =.  weight  per  unit  of  length. 

m     —  mass  per  unit  of  length  z=  — . 
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W  =  entire  weight  of  rod. 

W 
M   =  entire  mass  of  rod  =  — . 

g 

R    =  single  resultant  force  acting  for  a  unit  of  time  to 

produce  the  motion. 
x^    =  distance  from  A  to  point  of  application  of  H. 

Then  we  shall  have, 

Hence,  from  §  42, 
R=vif/dx=  «(a«5a  AabB)  =  5(/.  +/,)/  =  ^(/.  +/.).  (i) 

t/o  2  2 

a  =  mj/xdx  =  ^(/.  +  2/,)/'  =  ^(/.  +  2/,)/.  (2) 

3  /i  -r/a 

We  thus  have  a  force  /?,  perpendicular  to  AB,  whose  mag- 
nitude is  given  by  equation  (i),  and  whose  point  of  application 
is  given  by  equation  (3) ;  the  respective  velocities  imparted  by 
the  force  being  shown  graphically  in  Fig.  27. 

EXAMPLES. 

I.  Given  Weight  of  rod  =  fV  =  100  lbs., 
Length  of  rod  =  3  feet, 

Assume  g         =  32  feet  per  second, 

Force  applied  =  ^  =      5  lbs.. 
Point  of  application  to  be  2.5  feet  from  one  end ; 

detenmne  the  motion  imparted  to  the  rod  by  the  action  of  the  force  for 
ODe  second. 
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Solution, 
Equation  (i)  gives  us, 

^ioo\/,  +/, 


5  -  (f  )• 


-»or/  +/,  =  3.2. 
Equation  (2)  gives, 

(2.5)  (5)  =  ('-f  )  Q)  (3)(/  +  2/a)>  or/  +  2/  =  8 

.'.     /a  =  4.8,  /,  =    -1.6. 

Hence  the  rod  at  the  end  nearest  the  force  acquires  a  velocity  of  4.8 
feet  per  second,  and  at  the  other  end  a  velocity  of  —1.6  feet  per 
second.  The  mean  velocity  is,  therefore,  1.6  feet  per  second;  and  we 
may  consider  the  rod  as  having  a  motion  of  translation  in  the  direc- 
tion of  the  force  with  a  velocity  of  1.6  feet  per  second,  and  a  rotation 
about  its  centre  with  such  a  speed  that  the  extreme  end  (i.e.,  a  point 
I  feet  from  the  centre)  moves  at  a  velocity  4.8  —  1.6  =  3.2  feet  per 

second.    Hence  angular  velocity  =  ^  =  2.14  per  second  =  i22°.6 

per  second. 

2.  Given  fF  =  50  lbs.,  /  =  5  feet.  It  is  desired  to  impart  to  it^ 
in  one  second,  a  velocity  of  translation  at  right  angles  to  its  length,  of  5 
feet  per  second,  together  with  a  rotation  of  4  turns  per  second :  find  the 
force  required,  and  its  point  of  application. 

3.  Assume  in  example  2  that  the  velocity  of  translation  is  in  a 
direction  inclined  45°  to  the  length  of  the  rod,  instead  of  90°.  Solve 
the  problem. 

4.  Given  a  force  of  3  lbs.  acting  for  one-half  a  second  at  a  distance 
of  4  feet  from  one  end  of  the  rod,  and  inclined  at  30°  to  the  rod : 
determine  its  motion. 

5.  Given  the  same  conditions  as  in  example  4,  and  also  a  force 
of  4  lbs.,  parallel  and  opposite  in  direction  to  the  3-lb.  force,  and  acting 
also  for  one-half  a  second,  and  applied  at  3  feet  from  the  other  end : 
determine  the  resulting  motion. 
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6.  Given  two  equal  and  opposite  parallel  forces,  each  acting  at  right 
angles  to  the  length  of  the  rod,  and  each  equai  to  4  lbs.,  one  being 
applied  at  i  foot  from  one  end,  and  the  other  at  the  middle  of  the  rod ; 
find  the  motion  imparted  to  the  rod  through  the  joint  action  of  these 
forces  for  one-third  of  a  second. 

§  48.  Moment  of  the  Forces  causing  Rotation.  —  Re- 
ferring again  to  Fig.  26,  and  considering  the  motion  of  the 
rod  as  a  combination  of  translation  and  rotation,  if  we  take 
moments  about  the  centre  C,  and  compare  the  total  m'oment 
of  the  forces  causing  the  rotation  alone,  whose  accelerations 
are  represented  by  the  triangles  aa^bjby  with  the  total  moment 
of  the  actual  forces  acting,  whose  accelerations  are  represented 
by  the  trapezoid  AabB,  we  shall  find  these  moments  equal  to 
each  other ;  for,  as  far  as  the  forces  represented  by  the  rectangle 
are  concerned,  every  elementary  force  m{xy^dx  on  one  side  of 
the  centre  C  has  its  moment  {Cx)\m{xy^dx\  equal  and  opposite 
to  that  of  the  elementary  force  at  the  same  distance  on  the  other 
side  of  C:  hence  the  total  moment  of  the  forces  represented 
graphically  by  the  rectangle  AaJb^B  is  zero,  and  hence  — 

The  moment  about  C  of  those  represented  by  the  trapezoid 
equals  the  moment  of  tJiose  represented  by  the  triangles. 

Hence,  from  the  preceding,  and  from  what  has  been  pre- 
viously proved,  we  may  draw  the  following  conclusions :  — 

i"*.  If  a  force  be  applied  at  the  centre  of  the  rod,  it  will 
impart  the  same  velocity  to  each  particle. 

i*.  If  a  force  be  applied  at  a  point  different  from  the  centre, 
and  act  at  right  angles  to  its  length,  it  will  cause  a  translation 
of  the  rod,  together  with  a  rotation  about  the  centre  of  the  rod. 

3®.  In  this  latter  case,  the  moment  of  the  forces  imparting 
the  rotation  alone  is  equal  to  the  moment  of  the  single  resultant 
force  about  the  centre  of  the  rod,  and  the  velocity  of  translation 
imparted  in  a  unit  of  time  is  equal  to  the  number  of  units  of 
force  in  the  force,  divided  by  the  entire  mass  of  the  rod. 
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§49.  Effect  of  a   Pair  of  Equal  and  Opposite   Parallel 
Forces  applied  to  a  Straight  Rod  of  Uniform  Section  and 

Material.  —  Suppose  the  rod  to  be  AB  (Fig.  28),  and  let  the 
two  equal  and  opposite  parallel  forces  be  Dd  and  Ee,  each  equal 
to  7%  applied  at  D  and  E  respectively. 
The  mean  velocity  imparted  in  a  unit 


of 


time  by  either  force  will  be  --- ;  and, 

M 


Fig.  98. 


from  what  we  have  already  seen,  the  trap- 
ezoid AabB  will  furnish  us  the  means  of 
representing  the  actual  velocity  imparted 
to  any  point  of  the  rod  by  the  force  Dd, 
The  relative  magnitudes  of  Aa  and  Bby  the 
accelerations  at  the  ends,  will  depend,  of 

course,  on  the  position  of  D ;  but  we  shall 

p 
always   have    Cc  =  l(Aa  +  Bb)  =  --- ,   a 

quantity  depending  only  on  the  magnitude 

of  the  force.     So,  likewise,  the  trapezoid  AaJb^B  will  represent 

the  velocities  imparted  by  the  force  Ee;  and  while  the  relative 

magnitude  of  Aa^  and  Bb^  will  depend  upon  the  position  of  -f, 

p 
we  shall  always  have  Cc^  =  \iAa^  +  Bb^  =  — .     Hence,  since 

Cc  =.  Cc„  the  centre  C  of  the  rod  has  no  motion  imparted  to  it 
by  the  given  pair  of  forces,  hence  the  motion  of  the  rod  is  one 
of  rotation  about  its  centre  C, 

The  resulting  velocity  of  any  point  of  the  rod  will  be  the 
difference  between  the  velocities  imparted  by  the  two  forces ; 
and  if  these  be  laid  off  to  scale,  we  shall  have  the  second 
figure.     Hence  — 

A  pair  of  equal  and  opposite  parallel  forces^  applied  to  a 
straight  rod  of  uniform  section  and  material^  produce  a  rota- 
tion of  the  rod  about  its  centre.     Also,  — 

Such  a  rotation  about  the  centre  of  the  rod  cannot  be  pro- 
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duced  by  a  single  force,  but  requires  a  pair  of  equal  and  op- 
posite parallel  forces, 

§  50.  Statical  Couple.  —  A  pair  of  equal  and  opposite 
parallel  forces  is  called  a  statical  couple. 

§51.  Effect  of  a  Single  Force  applied  at  the  Centre  of 
Gravity  of  a  Straight  Rod  of  Non-Uniform  Section  and 
Material.  —  In  the  case  of  a  straight  rod  of  non-uniform  sec- 
tion and  material,  we  may  consider  the  rod  as  Composed  of  a 
set  of  particles  of  unequal  mass :  and  if  we  imagine  each  par- 
ticle to  have  imparted  to  it  the  same  velocity  in  a  unit  of  time, 
then,  using  the  same  method  of  graphical  representation  as 
before  (Fig.  24),  the  line  ab,  bounding  the  other  ends  of  the 
lines  representing  velocities,  will  be  parallel  to  AB;  but  if  we 
were  to  represent  by  the  lines  xy,  not  the  velocities  imparted, 
but  the  forces  per  unit  of  length,  the  line  bounding  the  other 
ends  of  these  forces  would  not,  in  this  case,  be  parallel  to  AB. 
Moreover,  since  these  forces  are  proportional  to  the  masses,  and 
hence  to  the  weights  of  the  several  particles,  their  resultant 
would  act  at  the  centre  of  gravity  of  the  rod.     Hence  — 

A  force  applied  at  the  centre  of  gravity  of  a  straight  rod  will 
impart  the  same  velocity  to  each  point  of  the  rod;  i.e.,  will  im- 
part to  it  a  motion  of  translation  only. 

§52.  Effect  of  a  Statical  Couple  on  a  Straight  Rod  of 
Non-Uniform  Section  and  Material.  —  Let  such  a  rod  have 
imparted  to  it  only  a  motion  of  rotation  about  its  centre  of 
gravity,  and  let  us  adopt  the  same  modes  of  graphical  repre- 
sentation as  before. 

Let  the  origin  be  taken  at  O  (Fig.  29), 
the  centre  of  gravity  of  the  rod. 

Let  Aa   =  /  =  velocity  imparted  to  A. 
Bb    =  /j  =  velocity  imparted  to  B. 
OA  ^  a,  OB  ^  b,  OC  =  x. 
CD  =  /  =  velocity  imparted  to  C. 
dM  =  elementary  mass  at  C  Fw.  a©. 
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Then«  from  similar  triangles,  we  have 

and  hence  for  the  force  acting  on  dM  we  have 

dF^{CE)dx  ^^^xdM, 
a 

Hence  the  whole  force  acting  on  AO^  and  represented  graph- 
ically by  Aafi,  is 

•^"  {'xdM, 

and  that  acting  on  OB^  and  represented  by  BOb^  is 
4'  /    xdAf^-^l   xdAf. 

Hence  for  the  resultant,  or  the  algebrarc  sura,  of  the  two,  we 

have 

R^-^  f'xdM. 

But  from  §  43  we  have  for  the  co-ordinate  Xo  of  the  centre  of 

gravity  of  the  rod 

X'xdM 

but,  since  the  origin  is  at  the  centre  of  gravity,  we  have 

Xo  =  o, 
and  hence 

O  .'.      ^  =  O. 


f    xdM  = 


Hence  the  two  forces  represented  by  Aa^O  and  Bi^O  are  equal 
in  magnitude  and  opposite  in  direction :  hence  the  rotation 
about  the  centre  of  gravity  is  produced  by  a  Statical  Couple. 
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Noiv,  a  train  of  reasoning  similar  to  that  adopted  in  the  case 
of  a  rod  of  uniform  section  and  material  will  show  that  a  single 
force  applied  at  some  point  which  is  not  the  centre  of  gravity 
of  the  rod  will  produce  a  motion  which  consists  of  two  parts ; 
viz.,  a  motion  of  translation,  where  all  points  of  the  rod  have 
equal  velocities,  and  a  motion  of  rotation  around  the  centre  of 
gravity  of  the  rod, 

§53.  Moment  of  a  Couple.  —  The  moment  of  a  statical 
couple  is  the  product  of  either  force  by  the  perpendicular  dis- 
tance between  the  two  forces,  this  perpendicular  distance  being 
called  the  arm  of  the  couple. 

§54.  Measure  of  the  Rotatory  Effect.  —  Before  proceed- 
ing to  examine  the  effect  of  a  statical  couple  upon  any  rigid 
body  whatever,  we  will  seek  a  means  of  measuring  its  effect  in 
the  cases  already  considered. 

The  measure  adopted  is  the  moment  of  the  couple ;  and,  in 
order  to  show  that  it  is  proper  to  adopt  this  measure,  it  will  be 
necessary  to  show  — 

That  the  moment  of  the  couple  is  proportional  to  the  angu- 
lar velocity  imparted  to  the  same  rod  in  a  unit  of  time ;  and 
from  this  it  will  follow  — 

That  two  couples  in  the  same  plane  with  equal  moments  will 
balance  each  other  if  one  is  right-handed  and  the  other  left-handed. 

If  we  assume  the  origin  of  co-ordinates  at  C  (Fig.  30),  the 
centre  of  gravity  of  the  rod,  and  if  we 
denote  by  a  the  angular  velocity  imparted 
in  a  unit  of  time  by  the  forces  F  and  — /; 
and  let  CD  =  ;r„  CE  =  ;r„  then  we  have 
for  the  linear  velocity  of  a  particle  situated 
at  a  distance  x  from  C  the  value 

or.  FkG.  30. 

The  force  which  will  impart  this  velocity  in  a  unit  of  time  to 
the  mass  dM  is  ^,- 
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The  total  resultant  force  is 

afxdM, 

which,  as  we  have  seen,  is  equal  to  zero.  The  moment  of  the 
elementary  force  about  C  is 

x{axdM)  =  ojd^dMy 
and  the  sum  of  the  moments  for  the  whole  rod  is 

afx^dM, 

and  this,  as  is  evident  if  we  take  moments  about  C,  is  equal  tc 

Fx^  -  Fx^  =  F{x,  -  x^)  =  F{DE). 

Now,  fx^dM  is  a  constant  for  the  same  rod  :  hence  any  quan- 
tity proportional  to  F{DE)  is  also  proportional  to  eu 

The  above  proves  the  proposition. 

Moreover,  we  have 

F{DE)  =  afx^dM 

fx^dM 

whence  it  follows,  that  when  the  moment  of  the  couple  is  given, 
and  also  the  rod,  we  can  find  the  angular  velocity  imparted  in 
a  unit  of  time  by  dividing  the  former  by  Jx^dM, 

§  55.  Effect  of  a  Couple  on  a  Straight  Rod  when  the 
Forces  are  inclined  to  the  Rod.  —  We  shall  next  show  that 
the  effect  of  such  a  couple  is  the  same  as  that  of  a  couple  of 
equal  moment  whose  forces  are  perpen- 
^'■^■^^^--  dicular  to  the  rod. 

this  case  let  AD  and  BC  be  the 
forces  (Fig.  31).  The  moment  of  this 
couple  is  the  product  of  AD  by  the  per- 
pendicular distance  between  AD  and  BQ 


^---^--^  dicular 


Fto.  31. 


the  graphical  representation  of  this  being 
the  area  of  the  parallelogram  ADBC. 
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Resolve  the  two  forces  into  components  along  and  at  right 
angles  to  the  rod.  The  former  have  no  effect  upon  the  motion 
of  the  rod :  the  latter  are  the  only  ones  that  have  any  effect 
upon  its  motion.  The  moment  of  the  couple  which  they  form 
is  the  product  of  Ad  by  AB,  graphically  represented  by  paral- 
lelogram AdBb;  and  we  can  readily  show  that 

ADBC  =  AdBb. 

Hence  follows  the  proposition. 

§  56.  Effect  of  a  Statical  Couple  on  any  Rigid  Body.  — 

Refer  the  body  (Fig.  32)  to  three  rectan- 
gular axes,  OX,  OV,  and  OZ,  assuming 
the  origin  at  the  centre  of  gravity  of  the 
body,  and  OZ  as  the  axis  about  which 
the  body  is  rotating.  Let  the  mass  of  the 
particle  P  be  aJ/,  and  its  co-ordinates  be 

x^y^s.  

Then  will  the  force  that  would  impart  fig.  3a. 

to  the  mass  A-Af  the  angular  velocity  a  in  a  unit  of  time  be 

where  r  =  perpendicular  from  P  on  OZ,  or 

r  =  ^x*  -h^. 

This  force  may  be  resolved  into  two,  one  parallel  to  OY  and 
the  other  to  OX;  the  first  component  being  ax^M,  and  the 
second  ay^M. 

Proceeding  in  the  same  way  with  each  particle,  and  finding 
the  resultant  of  each  of  these  two  sets  of  parallel  forces,  we 
shall  obtain,  finally,  a  single  force  parallel  to  OY  and  equal  to 

and  another  parallel  to  OX,  equal  to 
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But,  since  OZ  passes  through  the  centre  of  gravity  of  the  body, 
we  shall  have 

2rA J/  =5  o     and     ^yC^M  =  o. 

Hence  the  resultant  is  in  each  case,  not  a  single  force,  but  a 
statical  couple ;  the  moment  of  the  first  couple  being 

aXc^Ail/; 

and  that  of  the  second 

These  couples  produce  the  same  effect  in  whatever  plane  per- 
pendicular to  OZ  they  are  situated.  Hence,  suppose  them  both 
in  the  plane  XOY,  then  representing  them  as  in  (Fig.  33),  we 
make 

F,{AB)  =  aZr'AJ/    and     F^{CD)  =  aly^tsJf. 

Now,  compound  the  force  at  D  with  that  at  B,  and  the  force  at 

^_c ,  C  with  that  at  A,  and  we  obtain  as  a 

'^*  {         tFi  result  two  equal  and  opposite  parallel 

Ap o,^        JB X    forces,  or  one  statical  couple,  whose 

moment  will   be  shown  to   be   equal 
to 


a2(;c>  -f  y*)^Jf  =  aSr'Ail/. 

To  show  this,  let 

OB  =  p^^  one-half  the  arm  of  aix^^M, 
OD  =  /a  ==  one-half  the  arm  of  aSj^'AJbT, 
Oe    ^  p  ^  one-half  the  arm  of  the  resultant  couple. 

Let  angle  DOe  =  ^  =  GEK:  we  shall  then  have 
p  z=:  Oe  ^  Of  +fe  ^  p^cosO  -j-  p.smO; 
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.-.  Rp    =  F^p,  +  /;/,. 

Hence  the  moment  of  the  resultant  couple  is  equal  to  the  sum 
of  the  moments  of  the  separate  couples,  or 

Hence :  To  impart  to  a  body  a  rotation  about  an  axis  passing 
through  its  centre  of  gravity  requires  the  action  of  a  statical 
ample,  and  cottversely  a  statical  couple  so  applied  will  cause  such 
a  rotation  as  that  described. 

Hence  we  may  generalize  all  our  propositions  in  regard  to 
the  effect  of  statical  couples  and  wte  may  conclude  that  — 

In  order  that  two  couples  may  have  the  same  effect^  it  is 
necessary  — 

1°.   Thai  they  be  in  the  same  or  parallel  planes, 

2°.  That  they  have  the  same  moment 

3°.  That  they  tend  to  cause  rotation  in  the  same  direction 
{ue.,  both  right-handed  or  both  left-handed  when  looked  at  from 
the  same  side). 

It  also  follows,  that,  for  a  given  statical  couple,  we  may  sub- 
stitute another  having  the  magnitudes  of  its  forces  different, 
provided  only  the  moment  of  the  couple  remains  the  same. 

§57.  Composition  of  Couples  in  the  Same  or  Parallel 
Planes.  —  If  the  forces  of  the  couples  are  not 
the  same,  reduce  them  to  equivalent  couples     L 
having  the  same  force,  transfer  them  to  the     [_. 
same  plane,  and  turn  them  so  that  their  arms 
shall  lie  in  the  same  straight  line,  as  in  Fig. 
34;  the  first  couple  consisting  of  the  force  F  ^^^'^^ 

at  A  and  — F  at  B,  and  the  second  oi  F  2X  B  and  -/^  at  C. 


\ 
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The  two  equal  and  opposite  forces  counterbalance  each  other, 
and  we  have  left  a  couple  with  force  F  and  arm 

AC^AB^-BC 

.\    Resultant  moment  =  F,  AC  ^  F{AB)  -f  F(BC). 

Hence :  TAe  moment  of  the  couple  which  is  the  resultant  of 
two  or  more  couples  in  the  same  or  parallel  planes  is  equal  to 
the  algebraic  sum  of  the  moments  of  the  component  couples, 

EXAMPLES, 

1.  Convert  a  couple  whose  force  is  5  and  arm  6  to  an  equivalent 
couple  whose  arm  is  3.  Find  the  resultant  of  this  and  another  couple 
in  the  same  plane  and  sense  whose  force  is  7  and  arm  8 ;  also  find  the 
force  of  the  resultant  couple  when  the  arm  is  taken  as  5. 

Solution, 

Moment  of  first  couple  =    5  x    6  =  30 

When  arm  is  3,  force  =    ^  =10 

Moment  of  second  couple  =  7  X  8  =  56 
Moment  of  resultant  couple  =  30  -h  56  c=  86 
When  arm  is  5,  force  =  ^  =  '  7i 

2.  Given  the  following  couples  in  one  plane  :  — 

Force.  Arm.  Force  Arm. 

12        17'^  rs 


3 

S 

6 

12 

10 

14 


8 

7 

9 

12 

9 
6 


Convert  to  equivalent 
couples  having  the 
following :  — 


20 


The  first  and  the  last  three  are  right-handed ;  the  second,  third,  and 
fourth  are  left-handed.  Find  the  moment  of  the  resultant  couple,  and 
also  its  force  when  it  has  an  arm  1 1. 
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§58.  Representation  of  a  Couple  by  a  Line.  —  From  the 
preceding  we  see  that  the  effect  of  a  couplQ  remains  the  same 
as  long  as  — 

1°.  Its  moment  does  not  change, 

2°.  The  direction  of  its  axis  {i.e.,  of  the  line  drawn  perpen- 
dicular to  the  plane  of  the  couple)  does  not  change. 

3°.  The  direction  in  which  it  tends  to  make  the  body  turn 
{right-handed  or  left-handed)  remains  the  same. 

Hence  a  couple  may  be  represented  by  drawing  a  line  in 
the  direction  of  its  axis  (perpendicular  to  its  plane),  and  laying 
off  on  this  line  a  distance  containing  as  many  units  of  length 
as  there  are  units  of  moment  in  the  couple,  and  indicating  by  a 
dot,  an  arrow-head,  or  some  other  means,  in  what  direction  one 
must  look  along  the  line  in  order  that  the  rotation  may  appear 
right-handed. 

This  line  is  called  the  Moment  Axis  of  the  couple. 

§  59.  Composition  of  Couples  situated  in  Planes  inclined 
to  Each  Other.  —  Suppose  we  have  two  couples  situated 
neither  in  the  same  plane  nor  in  parallel  planes,  and  that  we 
wish  to  find  their  resultant^  couple.  We  may  proceed  as  fol- 
lows :  Substitute  for  them  equivalent  couples  with  equal  arms, 
then  transfer  them  in  their  own  plane  respectively  to  such  posi- 
tions that  their  arms  shall 
coincide,  and  lie  in  the 
line  of  intersection  of  the 
two  planes. 

This  having  been  done, 
let  00,  (Fig.  35)  be  the 
common  arm,  F  and  —F 
the  forces  of  one  couple, 
F^  and  — /^  those  of  the 
other.  The  forces  F  and 
F^  have  for  their  resultant  R,  and  — -F  and  — /^  have  — -^,. 
Moreover,  we  may  readily  show  that  R  and  — -^x  are  equal  and 
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parallel,  both  being  perpendicular  to  00^,  The  resultant  of 
the  two  couples  is,  therefore,  a  couple  whose  arm  is  00^  and 
force  R^  the  diagonal  of  the  parallelogram  on  F  and  F„  so  that 


R  =  slF^  -f  /S*  +  2FF,  cos  B, 

where  B  is  the  angle  between  the  planes  of  the  couples.  Now, 
if  we  draw  from  O  the  line  Oa  perpendicular  to  00^  and  to  /% 
and  hence  perpendicular  to  the  plane  of  the  first  couple,  and  if 
we  draw  in  the  same  manner  Ob  perpendicular  to  the  plane  of 
the  second  couple,  so  that  there  shall  be  in  Oa  as  many  units 
of  length  as  there  are  units  of  moment  in  the  first  couple,  and 
in  Ob  as  many  units  of  length  as  there  are  units  of  moment  in 
the  second  couple,  we  shall  have  — 

1°.  The  lines  Oa  and  Ob  are  the  moment  axes  of  the  two 
given  couples  respectively. 

2^  The  lines  Oa  and  Ob  lie  in  the  same  plane  with  F  and 
F^,  this  plane  being  perpendicular  to  00^. 

3°.  We  have  the  proportion 

Oa\Ob  ^  F.  00,  '.F^.OOr^F:  F^. 

4®.  If  on  Oa  and  Ob  as  sides  we  construct  a  parallelogram, 
it  will  be  similar  to  the  parallelogram  on  F  and  F,.  We  shall 
have  the  proportion 

Oc\  R  ^  Oa:  F=^  Ob\F^\ 

and  since  the  sides  of  the  two  parallelograms  are  respectively 
perpendicular  to  each  other,  the  diagonals  are  perpendicular  to 
each  other ;  and  since  we  have  also 

Oc  =  ^-^     and     Oa  =  F.  00,        .-.     Oc  ^  R  .  00,, 
F 

it  follows  that  Oc  is  perpendicular  to  the  plane  of  the  resultant 
couple,  and  contains  as  many  units  of  length  as  there  are  units 
of  moment  in  the  moment  of  the  resultant  couple;  in  other 
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words,  Oc  will  represent   the  moment  axis  of  the  resultant 
couple,  and  we  shall  have 


Oc  =  ^Oa^  -H  01^  -^^  20a  .  Obco%aOb; 


or,  if  we  let 


Oa  «s  Z,     Ob  ^  My     Oc  «  G,    aOb  «  tf, 

G  =  VZ»  ^-  M^  ^-  2LMco%tf. 

This  determines  the  moment  of  the  resultant  couple ;  and,  for 
the  direction  of  its  moment  axis,  we  have 


and 


M 
miaOc  SB  --  sin^ 


%\XibOc  =  —  sintf. 
G 


Hence  we  can  compound  and  resolve  couples  just  as  we  do 
forces,  provided  we  represent  the  couples  by  their  moment  axes 

EXAMPLES, 

1.  Given     Z  =  43,     M  =:  1$,    ^  =  65°  ;  find  resultant  couple. 

2.  Given    Z  =s  40,    ^  =s  30,    ^  ==  30° ;  find  resultant  couple. 

3.  Given    Z  =    i,    Af  =    5,    ^  =  45° ;  find  resultant  couple. 

§60.  Resultant  of  a  Couple  and  a  Single  Force  in  the 
Same  Plane.  —  Let  M  (Fig.  56  or  37)  be  the  moment  of  the 


r--i 


.1 


Fig.  36. 


Fig.  37. 


given  couple,  and  let  OF  =  F  he  the  single  force.  For  the 
given  couple  substitute  an  equivalent  couple,  one  of  whose 
forces  is  —F  at  O,  equal  and  directly  opposed  to  the  single 


Digitized  by 


Google 


62 


APPLIED  MECHANICS. 


force  F,  these  two  counterbalancing  each  other,  and  leaving 
only  the  other  force  of  the  couple,  which  is  equal  and  parallel 
to  the  original  single  force  F^  and  acts  along  a  line  whose 

M 


distance  from  O  is  OA  = 


Hence  — 


The  resultant  of  a  single  force  and  a  couple  in  the  same  plane 
is  a  force  equal  and  parallel  to  the  original  force^  having  its 
line  of  direction  at  a  perpendicular  distance  from  the  original 
force  equal  to  the  moment  of  the  couple  divided  by  the  force. 

Fig.  36  shows  the  case  when  the  couple  is  right-handed,  and 
Fig.  37  when  it  is  left-handed. 

§61.  Composition  of  Parallel  Forces  in  General.  —  In 
each  case  of  composition  of  parallel  forces  (§§  34,  35,  and  36) 
it  was  stated  that  the  method  pursued  was  applicable  to  all 
cases  except  those  where 

2-F=  o. 

We  were  obliged,  at  that  time,  to  reserve  this  case,  because  we 
had  not  studied  the  action  of  a  statical  couple ;  but  now  we  will 
adopt  a  method  for  the  composition  of  parallel  forces  which  will 
apply  in  all  cases. 

{a)  When  all  the  forces  are  in  one  plane.  Assume,  as  we  did 
in  §35,  the  axis  OY  to  be  parallel  to 
the  forces ;  assume  the  forces  and  the 
co-ordinates  of  their  lines  of  direction, 
as  shown  in  the  figure  (Fig.  38).  Now 
place  at  the  origin  O,  along  OY,  two 
equal  and  opposite  forces,  each  equal  to 
F^ ;  then  these  three  forces,  viz.,  F^  at 
A  OA,  and  OB,  produce  the  same  effect 
as  F^  at  D  alone ;  but  F,  at  D  and  OB 
form  a  couple  (left-handed  in  the  figure) 
^*^'^*'  whose  moment  is  — /v«^,.      Hence   the 

force  F^  is  equivalent  to  — 


Y 

F. 

^ 

' 

F. 

F, 

F4 

C 

a 

^ 

- 

■ 
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I**.  An  equal  and  parallel  force  at  the  origin,  ana 

2°.  A  statical  couple  whose  moment  is  — /v«^,. 

Likewise  the  force  F^  is  equivalent' to  (i®)  an  equal  and  par- 
aljel  force  at  the  origin,  and  (2®)  a  couple  whose  moment  is 
-/vr„  etc. 

Hence  we  shall  have,  if  we  proceed  in  the  same  way  with 
all  the  forces,  for  resultant  of  the  entire  system  a  single  force 

R^^F  along  OY, 

and  a  single  resultant  couple 

M^  -liFx. 

(Observe  that  downward  forces  and  left-handed  couples  are 
to  be  accounted  negative.) 

Now,  there  may  arise  two  cases, 
i^  When  SF  =  o,  and 
2^  When  V^Xo. 

Case  I.  When  XF  =  o,  the  resultant  force  along  0  Y  van- 
ishes, and  the  resultant  of  the  entire  system  is 
a  statical  couple  whose  moment  is 


B'^ 


M^  -%Fx. 

Case  II.  When  2/^  >  <  o,  we  can  reduce 
the  resultant  to  a  single  force. 

Let  (Fig.  39)  OB  represent  the  resultant 
force  along  OY,  R  =  ^F.  With  this,  compound 
the  couple  whose  moment  \s  M  =.  —2/^,  and 
we  obtain  as  resultant  (§«6o)  a  single  force 

whose  line  of  action  is  at  a  perpendicular  distance  from  OY 
equal  to 

AU  ^  Xr^  -^. 


Pic.  39. 
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(p)    When  the  forces  are  not  confined  to  one  plane.     Assume^ 
as  before  (Fig.  40),  OZ  parallel  to  the  forces,  and  let  F  acting^ 

through  A  be  one  of  the  given 
forces,  the  co-ordinates  of  A  ^e- 
ing  X  and  y.  Place  at  O  two  equal 
and  opposite  forces,  each  equal  to 
F^  and  also  at  B  two  equal  and 
opposite  forces,  each  equal  to  R 
These  five  forces  produce  the 
same  effect  as  F  alone  at  A^  and 
they  may  be  considered  to  con- 
sist of  — 
I®.  A  single  force  F  at  the  origin. 

2^,  A  couple  whose  forces  are  F  zt  B  and  — -F  at  O,  and 
whose  moment  is  —Fx  acting  in  the  y  plane. 

3°.     A  couple  whose  forces  are  F  at  A  and  ^F  at  S,  and 
whose  moment  is  Fy  acting  in  the  x  plane.     Treating  each  of 
the  forces  in  the  same  way,  we  shall  have,  in  place  of  the  entire 
system  of  parallel  forces,  the  following  forces  and  couples  :  — 
i^  A  single  force  R  =  IR  along  OZ, 
2**.  A  couple  My  =  —%Fx  in  the  jy  plane. 
3^  A  couple  Mjr  =  +ljy  in  the  x  plane. 
Now,  there  may  be  1^ 

two  cases  : —  ^\ 

1°.  When  2/^X0.  R-.SF 

2*".  When  %F=o, 


Case  I.  WhenS/^> 
<  o,  we  can  reduce  to  a 
single  resultant  force 
having  a  fixed  line  of 
direction.  Lay  off  (Fig. 
41)  along  OZ,  OH  =  %F. 


Combining  this  with  the  first  of  the  above-stated  couples,  we 
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obtain  a  force  R  =  %F  ^K  A,  where  OA  =  -—  =  Xr^     Then 

combine  with  this  resultant  force  R  ^tF  2X  A,  the  second 
couple,  and  we  shall  have  as  single  resultant  of  the  entire: 
system  a  single  force 

R^%F 
acting  through  B^  where 

Hence  the  resultant  is  a  force  whose  magnitude  is 

the  co-ordinates  of  its  line  of  direction  being 

Case  II.  When  SF=  o,  there  is  no  single  resultant  force ; 
but  the  system  reduces  to  two  couples,  one  in  the  x  plane  and 
one  in  the  y  plane,  and  these  two  can  be  induced  to  one  single 
resultant  couple.  (Observe  that  couples  are  to  be  accounted 
positive  when,  on  being  looked  at  by  the  observer  from  the  posi- 
tive part  of  the  axis  towards 
the  origin,  they  are  right- 
handed  ;  otherwise  they  are 
negative.) 

The  moment  axis  of  the 
couple  in  the  x  plane  will 
be  laid  off  on  the  axis  OiC 
from  the  origin  towards  the 
positive  side  if  the  moment 
is  positive,  or  towards  the 
negative  side  if  it  is  nega- 
tive, and  likewise  for  the  couple  in  the  y  plane; 


Fte.43. 
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Hence  lay  off  (Fig.  42)  OB  =  M^n  OA  =:  M^  and  by 
completing  the  rectangle  we  shall  have  OD  as  the  moment 
axis  of  the  resultant  couple;  hence  the  resultant  couple  lies 
in  a  plane  perpendicular  to  OD,  and  its  moment  bears  to 
OD  the  same  ratio  as  Mj^  bears  to  OB. 

Hence  we  may  write 

co^DOX    =:^  =  cos^. 

Mr 

If  Af,  had  been  negative,  we  should  have  OB  as  the  moment 
axis  of  the  resultant  couple. 

EXAMPLES. 
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Find  the  resultant  in  each  example. 

§62.  Resultant  of  any  System  of  Forces  acting  at  Dif- 

ferent  Points  of  a  Rigid 
Body,  all  situated  in  One 
Plane.  —  Let  CF  =  F  (Fig. 
43)  be  one  of  the  given  forces. 
IfBt  all  the  forces  be  referred 
to  a  system  of  rectangular 
X  axes,  as  in  the  figure,  and  let 
a  =  angle  made  by  F  with 
OXf  etc.      Let  the  co-ordi- 


M 


fte.43. 


nates  of  the  point  of  application  ol  F  b&  AO  ^  x,  BO  =  y. 
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We  first  decompose  CF  =  F  into  two  components,  parallel 
respectively  to  OX  and  0  Y.     These  components  are 

CI?  =  /'coso,     C£  =  Fsina. 

Apply  at  O  in  the  line  O  Y  two  equal  and  opposite  forces,  each 
equal  to  Fsin  a,  and  at  O  in  the  line  OX  two  equal  and  opposite 
forces,  each  equal  to  /^cosa.  Since  these  four  are  mutually 
balanced,  they  do  not  alter  the  effect  of  the  single  force ;  and 
hence  we  have,  in  place  of  Fsit  C,  the  six  forces  CD,  OM,  OK^ 
CE,  ON,  OG,  Of  these  six,  CE  and  OG  form  a  couple  whose 
moment  is 

--{Fs\na)x  ^  ^Fx^ina^ 

CD  and  OK  form  a  couple  whose  moment  is 

(-^COSa)j^  =  Fycoscu 

These  two  couples,  being  in  the  same  plane,  give  as  result- 
ant moment  their  algebraic  sum,  or 

F(jcosa  —  ;;if  sina). 

We  have,  therefore,  instead  of  the  single  force  at  C,  the  follow- 
ing:— 

i^  OM  =  Fcos  a  along  OX. 

2^.  ON  =  Fsina  along  O Y 

3°.  The  couple  M  =  F(j  cos  a  —  ^  sin  a)  in  the  g^ven  plane. 

Decompose  in  the  same  way  each  of  the  given  forces ;  and 
we  have,  on  uniting  the  components  along  OX,  those  along  OY, 
and  the  statical  couples  respectively,  the  following :  — 

I®.  A  resultant  force  along  OX,  R^  =  2/^ cos  a. 

2*.  A  resultant  force  along  OY,  Ry=^  2/^  sin  a. 

3^  A  resultant  couple  in  the  plane,  whose  moment  is 

M  *5  lF{y  cos  a  —  a: sin  a). 
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This  entire  system,  on   compounding  the  two  forces  at   O^ 
reduces  to 


i^       R  =  V^x»  +  R/  =  V'CXFcosa)'  -h  (2/^sina)«; 

making  with  OX  an  angle  a^  where 

S^cosa 
cos  Or  =  — - — . 

2°.  A  resultant  couple  in  the  same  plane»  whose  moment  is 
M^  X^(jfCOSa  —  jtsina). 

Now  compound  this  resultant  force  and  couple,  and  we  have, 
lY  for  final  resultant,  a  single 

force  equal  and  parallel  to 
F    R,  and  acting  along  a  line 
whose    perpendicular    dis- 
tance from  O  is  equal  to 

M 

R' 

'"^    The  equation  of  this  line 
Fic.44.  may  be  found  as  follows: 

Suppose  (Fig.  44)  the  force 

OB  =  S/'cosa, 

OA  =  S^sina, 


OR  ==  V(S^cosa)»-h  (S/'sina)*; 

and  let  us  suppose  the  resultant  couple  to  be  right-handed,  and 
let 

OM^^i 
R 

then  will  the  line  ME  parallel  to  OR  be  the  line  of  direction 
of  the  single  resultant  force.  * 
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Assuming  the  force  R  to  act  at  any  point  C{Xr^y^  of  this 
line,  if  we  decompose  it  in  the  same  way  as  we  did  the  single 
forces  previously,  we  obtain  — 

1°.  The  force  /?  cosa^  =  SFcosa  along  OX. 

2°.  The  force  i?  sin  a^  =  2/^sin  a  along  OY. 

3°.  The  couple  R{yr cos or—Xr sin a^). 

Hence  we  must  have 

-^Cyrcosor  —  ^sinor)  =  Z^(^cosa  —  ^sina)  =a  M. 

Hence  for  the  equation  of  the  line  of  direction  we  have 

M 

yr  cos  Or  -' Xr  sin  Or  =    — .  (l) 

R 

Another  form  for  the  same  equation  is 

yr  (U^ cos  a) -^  Xr(XF sin  a)  =  Af.  (2) 

§  63.  Conditions  of  Equilibrium.  —  If  such  a  set  of  forces 
be  in  equilibrium,  there  must  evidently  be  no  tendency  to  trans- 
lation and  none  to  rotation.     Hence  we  must  have 

jR  =s  o    and    Af  ^  o. 

Hence  the  conditions  of  equilibrium  for  any  system  of  forces 
in  a  plane  are  three ;  viz.,  — 

2/^cosa  =  o,     XFsina  =  o,     S^(j'C0Sa  —  orsina)  =  o. 

Another  and  a  very  convenient  way  to  state  the  conditions  of 
equilibrium  for  this  case  is  as  follows  :  — 

If  tfu  forces  ie  resolved  into  components  along  two  directions 
at  right  angles  to  each  other,  then  the  algebraic  sum  of  the  com- 
ponents along  each  of  these  directions  must  be  zero,  and  the 
algebraic  sum  of  the  moments  of  the  forces  about  any  axis  per- 
pendicular to  the  plane  of  the  forces  must  equal  zero. 
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I.  Given 


2.  Given 


p. 

X, 

^• 

«. 

s 

3 

2 

31" 

lO 

I 

3 

40' 

-7 

4 

2 

54' 

P, 

X. 

y- 

O. 

12 

27 

3 

15" 

4 

13 

-5 

30' 

8 

-5 

-4 

45* 

Find  the  resultant,  and 
the  equation  of  its 
line  of  direction. 

Find  the  resultant,  and 
the  equation  of  its 
line  of  direction. 


§64  Resultant  of  any  System  of  Forces  not  confined 

to  One  Plane.  —  Suppose  we 
have  a  number  of  forces  applied 
at  different  points  of  a  rigid 
body,  and  acting  in  different 
directions,  of  which  we  wish  to 
find  the  resultant.  Refer  them 
all  to  a  system  of  three  rect- 
angular axes,  OX^  OY,  OZ 
(Fig-  45).  \jt\.  PR  =  F  be 
one  of  the  given  forces.  Re- 
solve it  into  three  components, 
PK,  PH,  and  PG,  parallel 
Let 


P1G.45. 
respectively  to  the  three  axes. 


RPK  =  a,     RPH  =  ^,     RPG  =  y. 

Let  OA  =  X,  OB  =  y,  OC  =  Zy  be  the  co-ordinates  of  the 
point  of  application  of  the  force  F,  Now  introduce  at  B  and 
also  at  O  two  forces,  opposite  in  direction,  and  each  equal  to  PK. 
We  now  have,  instead  of  the  force  PK^  the  five  forces  PAT,  BM^ 
BNy  OS,  and  OT,  The  two  forces  PK  and  BN  form  a  couple 
in  the  y  plane,  whose  axis  is  a  line  parallel  to  the  axis  OY,  and 
whose  moment  is  {PK){EB)  =  {Fcos&)s  =  Fzcosa,     The 
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)T  form  a  couple  in  the  b  plane,  whose  moment 

{BM){OB)  =  --^cosa. 

•  *• 

e  for  the  other  forces  PH  and  PG,  and  we  shall 
lead  of  the  force  PR,  three  forces, 

Fcosa,    Fcosfi,    -Fcosy, 

the  directions  OX,  OY,  and  OZ  respectively, 
X  couples,  two  of  which  are  in  the  x  plane,  two 
ind  two  in  the  z  plane. 
■■'   .'  orm  three  couples,  whose  moments  are  as  fol- 

Around  OX,  F{y  cos  y  —  zcosfi); 

•    *  Around  d?F, -F(0cosa  —  orcosy); 

Around  OZ,  F{x  cos  P  '^y  cos  a) . 

he  given  forces  in  the  same  way,  and  we  shall 
)f  all  the  forces  of  the  system,  three  forces, 

2/^  cos  a  along  OX, 
S/'cos/S  along  C^r, 
i^cosy  along  OZ; 

es,  whose  moments  are  as  follows :  — 

)und  OX,  Mx  =  2F(j^cosy  —  a;cos)9) ; 
)und  OY,  My  =  2/^(2  cos  a  —  jccosy); 
3und  OZ,  Mz  =  iF(jPCOs)9  —  j'cosa). 

2s  give  a  resultant  at  O  equal  to 

V^(S/^cosa)«  -h  (S^cos^S)*  -h  (2i^cosy)%  (i) 

-— -=r=r_-,-_ _-^ -.    COS g       ^^^/>         ^FcosB      ^^^  S/'cosy     ^^v 

--^Jp ,       COSfir  =  ■^-^,      COSyr  =  ^^.      (2) 
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For  the  three  couples  we  have  as  resultant 
■«■=  >iM,*  +  My*  +  M,\ 


cosX  =  f . 


cos  /a  =  ^,      COS  V  =  -r4 ; 


^ 
i/-' 


M' 


(3) 
(4) 


X,  /A,  and  V  being  the  angles  made  by  the  moment  axis  of  the 
resultant  couple  with  OXy  O  K,  and  OZ  respectively. 

Thus  far  we  have  reduced  the  whole  system  to  a  single  result- 
ant force  at  the  origin^  and  a  couple.     Sometimes  we  can  reduce 

the  system  still  farther, 
and  sometimes  not.  The 
following  investigation  will 
show  when  we  can  do  so. 
Let  (Fig.  46)  OP  —  R  h^ 
the  resultant  force,  and 
OC  =:M  the  moment  axis 
of  the  resultant  couple. 
Denote  the  angle  between 
them  by  0  (a  quantity  thus 
far  undetermined).  Pro- 
ject OP  =  R  on  OC.  Its 
projection  will  be  OD  =  -^cos^;  then  project,  in  its  stead,  the 
broken  line  OABP  on  OC,  By  the  principles  of  projections, 
the  projection  of  this  broken  line  will  equal  OD. 

Now  OA,  ABy  and  BP  are  the  co-ordinates  of  P,  and  make 
with  OC  the  same  angle  as  the  axes  OX^  OY,  and  OZ;  i.e., 
X,  /A,  and  V  respectively :  hence  the  length  of  the  projection  is 


Fig.  46. 


But 


Hence 


OA  cos  X  +  ABcoSfji  -H  BPcosv. 


OA  =  -^cosor,    AB  =  RcosPr,     BP  =  i?cosyr 


i?COS^  =  ^COSa^COSX  +  RcOsfirCOSfi  +  -^COSyrCOSV 
COS^        =  COS  Or  COS  X        +  COS  fir  COS  fi        +  COS  yr  COS  F.         (5) 
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This  enables  us  to  find  the  angle  between  the  resultant  force 
and  the  moment  axis  of  the  resultant  couple. 

The  following  cases  may  arise :  — 

1°.  When  cos  ^  =  o,  or  ^  =  90*^,  the  force  lies  in  the  plane 

of  the  couple,  and  we  can  reduce  to  a  single  force  acting  at  a 

M 
distance  from  O  equal  to  — ,  and  parallel  to  R  at  O. 

R 

2°.  When  cos^  =  I,  or  ^  =  o,  the  moment  axis  of  the 
couple  coincides  in  direction  with  the  force :  hence  the  plane 
of  the  couple  is  perpendicular  to  the  force,  and  no  farther 
reduction  is  possible. 

3°  When  6  is  neither  o*^  nor  90°,  we  can  resolve  the  couple 
M  into  two  component  couples,  one  of  which,  McosO,  acts  in  a 
plane  perpendicular  to  the  direction  of  R,  and  the  other,  Msin  0, 
acts  in  a  plane  containing  R.  The  latter,  on  being  combined 
with  the  force  R  at  the  origin,  gives  an  equal  and  parallel  force 
whose  line  of  action  is  at  a  distance  from  that  of  R  at  0,  equal 
to 

il/'sintf 


4®.  When  M=:  o,  the  resultant  is  a  single  force  at  O. 

5°.  When  ^  =  o,  the  resultant  is  a  couple. 

§65.  Conditions  of  Equilibrium. — To  produce  equilibrium, 
we  must  have  no  tendency  to  translation  and  none  to  rotation. 
Hence  we  must  have 

R  =  o    and    J/  =  o. 

Hence  we  have,  in  general,  six  conditions  of  equilibrium  ;  viz., — 

S/^cosa  =  o,    S/^cos^  =  o,    S-Fcosy  =  o. 
Afx  =  o,    My  =^  Of    Mz  =  o. 
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EXAMPLES, 

I.  Prove  that,  whenever  three  forces  balance  each  other,  they  must 
lie  in  one  plane. 

'2.  Show  how  to  resolve  a  given  force  into  two  whose  sum  is  given, 
the  direction  of  one  being  also  given. 

3.  A  straight  rod  of  uniform  section  and  material  is  suspended  by  two 
strings  attached  to  its  ends,  the  strings  being  of  given  length,  and  attached 
to  the  same  fixed  point :  find  the  position  of  equilibrium  of  the  rod. 

4.  Two  spheres  are  supported  by  strings  attached  to  a  given  point, 
and  rest  against  each  other :  find  the  tensions  of  the  strings. 

5.  A  straight  rod  of  uniform  section  and  material  has  its  ends  resting 
against  two  inclined  planes  at  right  angles  to  each  other,  the  vertical 
plane  which  passes  through  the  rod  being  at  right  angles  to  the  line  of 
intersection  of  the  two  planes :  find  the  position  of  equilibrium  of  the 
rod,  and  the  pressure  on  each  plane,  disregarding  friction. 

6.  A  certain  body  weighs  8  lbs.  when  placed  in  one  pan  of  a  false 
balance  of  equal  arms,  and  10  lbs.  in  the  other :  find  the  true  weight  of 
the  body. 

7.  The  points  of  attachment  of  the  three  legs  of  a  three-legged  table 
are  the  vertices  of  an  isosceles  right-angled  triangle ;  a  weight  of  100  lbs. 
is  supported  at  the  middle  of  a  line  joining  the  vertex  of  one  of  the  acute 
angles  with  the  middle  of  the  opposite  side :  find  the  pressure  upon 
each  leg. 

8.  A  heavy  body  rests  upon  an  inclined  plane  without  friction  :  find 
the  horizontal  force  necessary  to  apply,  to  prevent  it  fi-om  falling. 

9.  A  rectangular  picture  is  supported  by  a  string  passing  over  a 
smooth  peg,  the  string  being  attached  in  the  usual  way  at  the  sides,  but 
one-fourth  the  distance  fi-om  the  top  :  find  how  many  and  what  are  the 
positions  of  equilibrium,  assuming  the  absence  of  friction. 

10.  Two  equal  and  weighdess  rods  are  jointed  together,  and  form  a 
right  angle;  they  move  freely  about  their  common  point:  find  the 
ratio  of  the  weights  that  must  be  suspended  from  their  extremities,  that 
one  of  them  may  be  inclined  to  the  horizon  at  sixty  degrees. 

II.  A  weight  of  100  lbs.  is  suspended  by  two  flexible  strings,  one 
of  which  is  horizontal,  and  the  other  is  inclined  at  an  angle  of  thirty 
degrees  to  the  vertical :  find  the  tension  in  each  string. 
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CHAPTER  II. 

DYNAMICS.  , 

§66.  Definitions.  —  Dynamics  is  that  part  of  mechanics 
which  discusses  the  forces  acting,  when  motion  is  the  result. 

Velocity,  in  the  case  of  uniform  motion,  is  the  space  passed 
over  by  the  moving  body  in  a  unit  of  time ;  so  that,  if  s  repre- 
sent the  space  passed  over  in  time  t,  and  v  represent  the  velocity, 
then 

t 

Velocity,  in  variable  motion,  is  the  limit  of  the  ratio  of  the 
space  (Ai")  passed  over  in  a  short  time  (A/),  to  the  time,  as  the 
latter  approaches  zero :  hence 

-  =  f- 

dt 

Acceleration  is  the  limit  of  the  ratio  of  the  velocity  {t^v)  im- 
parted to  the  moving  body  in  a  short  time  (A/),  to  the  time,  as 
the  time  approaches  zero.  Hence,  if  a  represent  the  accelera- 
tion, 


_dv  _  ^\dt)  _  d^ 
dt  dt         dt* 
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§67.  Uniform  Motion In  this  case  the  acceleration  is 

zero,  and  the  velocity  is  constant ;  and  we  have  the  equation 

s  s=  vt 

§  68.  Uniformly  Varying  Motion.  —  In  this  case  the  ac- 
celeration is  constant :  hence  ^i  is  a  constant  in  the  equation 

and  we  obtain  by  one  integration 

where  c  is  an  arbitrary  constant :  to  determine  it  we  observe, 
that,  if  Vq  represent  the  value  of  v  when  /  =:  o,  we  shall  have 

2^0  =  0  +  ^ 

/.      C    ^  Vq 

(is         .  , 
•"•    V  ^  —  ^  at  -k-v^ 
at 

and  by  another  integration 

s  =  \af^  +  vj, 

where  s  is  the  space  passed  over  in  time  /;  the  arbitrary  con- 
stant vanishing,  because,  when  /  =  o,  j  is  also  zero. 

§  69.  Measure  of  Force.  —  It  has  already  been  seen,  that, 
when  a  body  is  either  at  rest  or  moving  uniformly  in  a  straight 
line,  there  are  either  no  forces  acting  upon  it,  or  else  the  forces 
acting  upon  it  are  balanced.  If,  on  the  other  hand,  the  motion 
of  the  body  is  rectilinear,  but  not  uniform,  the  only  unbalanced 
force  acting  is  in  the  direction  of  the  motion,  and  equal  in  mag- 
nitude to  the  momentum  imparted  in  a  unit  of  time  in  the  direc- 
tion of  the  motion,  or,  in  other  words,  to  the  limit  of  the  ratio 
of  the  momentum  imparted  in  a  short  time  (A/),  to  the  time,  as 
the  latter  approaches  zero. 
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Thus,  if  F  denote  the  force  acting  in  the  direction  of  the 
motion,  m  the  mass,  and  a  the  acceleration,  we  shall  have 

£*  =s  ma  ^  m  --'  ^=  M  — — .  ^  ^ 

From  (i)  we  derive 

mdv  =  Fdf;  (2) 

and,  if  Vo  be  the  velocity  of  the  moving  body  at  the  time  when 
/  =  /o»  and  Vt  its  velocity  when  /  =  /„  we  shall  have 

Fd/ 
or 


Jrvx  nt 

I  mdv  =  I  u 

(Vr  -  Vo)   =    r>^//  (3) 


or,  in  words,  the  momentum  imparted  to  the  body  during  the 
time  /=(/,  —  /o)  by  the  force  F,  will  be  found  by  integrating 
the  quantity  Fdt  between  the  limits  /,  and  /o. 

§  70.  Mechanical  Work.  —  Whenever  a  force  is  applied  to 
a  moving  body,  the  force  is  either  used  in  overcoming  resist- 
ances (i.e.,  opposing  forces,  such  as  gravity  or  friction),  and 
leaving  the  body  free  to  continue  its  original  motion  undis- 
turbed, or  else  it  has  its  effect  in  altering  the  velocity  of  the 
body.  In  either  case,  the  work  done  by  the  force  is  the  prod- 
uct of  the  force,  by  the  space  passed  through  by  the  body  in 
the  direction  of  the  force. 

Unit  of  Work, — The  unit  of  work  is  that  work  which  is 
done  when  a  unit  of  force  acts  through  a  unit  of  distance  in 
the  same  direction  as  the  force ;  thus,  if  one  pound  and  one 
foot  are  our  units  of  force  and  length  respectively,  the  unit  of 
work  will  be  one  foot-pound. 

If  a  constant  force  act  upon  a  moving  body  in  the  direction 
of  its  motion  while  the  body  moves  through  the  space  J,  the 
work  done  by  the  force  is 

Fs: 
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and  this,  if  the  force  is  unresisted,  is  the  energy,  or  capacity  for 
performing  work,  which  is  imparted  to  the  body  upon  which  the 
force  acts  while  it  moves  through  the  space  x. 

Thus,  if  a  lo-pound  weight  fall  freely  through  a  height  of 
5  feet,  the  energy  imparted  to  it  by  the  force  of  gravity  during 
this  fall  is  lo  X  5  =  50  foot-pounds,  and  it  would  be  necessary 
to  do  upon  it  50  foot-pounds  of  work  in  order  to  destroy  the 
velocity  acquired  by  it  during  its  fall.  If,  on  the  other  hand, 
the  force  is  a  variable,  the  amount  of  work  done  in  passing 
over  any  finite  space  in  its  own  direction  will  be  found  by  in- 
tegrating, between  the  proper  limits,  the  expression 

SFds. 

The  power  which  a  machine  exerts  is  the  work  which  it 
performs  in  a  unit  of  time. 

The  unit  of  power  commonly  employed  is  the  /torse-power^ 
which  in  English  units  is  equal  to  330CX>  foot-pounds  per 
minute,  or  550  foot-pounds  per  second. 

§71.  Energy.  —  The  energy  of  a  body  is  its  capacity  for 
performing  work. 

Kinetic  or  Actual  Energy  is  the  energy  which  a  body  pos- 
sesses in  virtue  of  its  velocity ;  in  other  words,  it  is  the  work 
necessary  to  be  done  upon  the  body  in  order  to  destroy  its 
velocity.  This  is  equal  to  the  work  which  would  have  to  be 
done  to  bring  the  body  from  a  state  of  rest  to  the  velocity  with 
which  it  is  moving.  Assume  a  body  whose  mass  is  w,  and  sup- 
pose that  its  velocity  has  been  changed  from  Vo  to  «;,.  Then  if 
F  be  the  force  acting  in  the  direction  of  the  motion,  we  shall 
have,  from  equation  (2),  §  69,  that 

Fvdt  —  tnvdv:  (i) 

but 

vdt    =  ds 

•'.    Fds   aa  tnvdv.  (2) 
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Hence,  by  integration, 

I  mvdv  =    I  Fds 

.-.    \fn{v^  -  z^oO  =  fFds:  (3) 

but  //a[f  is  the  work  that  has  been  done  on  the  body  by  the 
force,  and  the  result  of  doing  this  work  has  been  to  increase 
its  velocity  from  v^  to  v,.  It  follows,  that,  in  order  to  change 
the  velocity  from  v^  to  z^„  the  amount  of  work  necessary  to  per- 
form lipon  the  body  is 

\m{v^  ~  v.^)  =  \  —{v,-  -  v^).  (4) 

S 

If  Vo  =  o,  this  expression  becomes 

\mv-,ox^^,  (S) 

which  is  the  expression  for  the  kinetic  energy  of  a  body  of  mass 
m  moving  with  a  velocity  v,. 

§  72.  Atwood's  Machine.  —  A  particular  case  of  uniformly 
accelerated  motion  is  to  be  found  in  Atwood's  machine,  in  which 
a  cord  is  passed  over  a  pulley,  and  is  loaded  with  unequal  weights 
on  the  two  sides.  Were  the  weights  equal,  there  would  be  no 
unbalanced  force  acting,  and  no  motion  would  ensue ;  but  when 
they  are  unequal,  we  obtain  as  a  result  a  uniformly  accelerated 
motion  (if  we  disregard  the  action  of  the  pulley),  because  we 
have  a  constant  force  equal  to  the  difference  of  the  two  weights 
acting  on  a  mass  whose  weight  is  the  sum  of  the  two  weights. 
Thus,  if  we  have  a  lo-pound  weight  on  one  side  and  a  5 -pound 
weight  on  the  other,  the  unbalanced  force  acting  is 

F^  10  -  S  =  Slbs. 
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The  mass  moved  is  Af  =  — ^t-i :  hence  the  resulting  ac- 
celeration is 

§  73.  Normal  and  Tangential  Components  of  the  Forces 

acting  on  a  Heavy  Particle If  a  body  be  in  motion,  either 

in  a  straight  or  in  a  curved  line,  and  if  at  a  certain  instant  all 
forces  cease  acting  on  it,  the  body  will  continue  to  move  at  a 
uniform  rate  in  a  straight  line  tangent  to  its  path  at  that"  point 
where  the  body  was  situated  when  the  forces  ceased  acting. 

If  an  unresisted  force  be  applied  in  the  direction  of  the 
body's  motion,  the  motion  will  still  take  place  in  the  same 
straight  line;  but  the  velocity  will  vary  as  long  as  the  force 
acts,  and,  from  what  we  have  seen,  the  equation 

will  hold. 

If  an  unresisted  force  act  in  a  direction  inclined  to  the 
body's  motion,  it  will  cause  the  body  to  change  its  speed,  and 
also  its  course,  and  hence  to  move  in  a  curved  line.  Indeed, 
if  a  force  acting  on  a  body  which  is  in  motion  be  resolved  into 
two  components,  one  of  which  is  tangent  to  its  path  and  the 
other  normal,  the  tangential  component  will  cause  the  body  to 
change  its  speed,  and  the  normal  component  will  cause  it  to 
change  the  direction  of  its  motion. 

The  measure  of  the  tangential  component  is,  as  we  have 
seen, 

and  we  will  proceed  to  find  an  expression  for  the  normal  com- 
ponent otherwise  known  as  the  Deviating  Force.      For  this 
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purpose  we  may  substitute,  for  a  small  portion  of  the  curve,  a 
portion  of  the  circle  of  curvature;  hence  we  will  proceed  to 
find  an  expression  for  the  centrifugal  force  of  a  body  which 
moves  uniformly  with  a  velocity  z'  in  a  circle  whose  radius  is  n 

CENTRIFUGAL   FORCE. 

Let  AC  (Fig.  47)  be  the  space  described  in  the  time  A/. 
Then  we  have 

AC  =  »A/. 

The  motion  AC  may  be  approximately  consid- 
ered as  the  result  of  a  uniform  motion 

AB  ==  v^t  neady, 

and  a  uniformly  accelerated  motion  ^.^, 

BC  =  Jfl(A/)»  =  s, 

where  a  =  acceleration  due  to  centrifugal  force.     But 

i^ABY  =  BC .  BD, 
or 

(z;A/)»=itf(A/)-(2r  +  j), 
where 

AO  =:  OC  ^  r 

.'.    z^     =  Ja(2r  +  j)  approximately 
/.    a      =  approximately. 

For  its  true  value,  pass  to  the  limit  where  ^  =  o. 

Hence  we  have,  for  the  acceleration  due  to  the  centrifugal 
force,  the  expression 

r 


Hence  the  centrifugal  force  is  equal  to 

r    '^   gr 
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DEVIATING    FORCE. 

If  a  body  is  moving  in  a  curved  path,  whether  circular  or 
not,  and  the  unbalanced  force  acting  on  it  be  resolved  into  tan- 
gential and  normal  components,  the  tangential  component  will 
be,  as  has  already  been  seen, 

m — : 

and  the  normal  component  will  be 

mv^  _  ni(d$\ 
r    "r\dt)' 

where  r  is  the  radius  of  curvature  of  the  path  at  the  point  in 
question. 


RESULTANT    FORCE. 

Hence  it  follows  that  the  entire  unbalanced  force  acting  on 
the  body  will  be 


-■vW^(fW' 


or 


■-WWFM-        <^> 


§  74.  Components  along  Three  Rectangular  Axes  of  the 

Velocities    of,  and    of   the    Forces    acting   on,  a    Moving 

ds 
Body.  —  If  we  resolve  the  velocity  —  into  three  components 

along  OX,  O  Y,  and  OZ,  we  shall  have,  for  these  components 
respectively, 

f?^,     ^,     and     ^; 
dt'     d/'  dt' 

this  being  evident  from  the  fact  that  dx,  dy,  and  djs  are  respec- 
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lively  the  projections  of  ds  on  th6  axes  OX^  OY,  and  OZ;  and, 
from  the  diflEerential  calculus,  we  have 


s=v/(f)--(f)'^(i)' 

On  the  other  hand, 

^,     i&,    and     ^ 
dt'     dt'  dt 

ds 
are  not  only  the  components  of  the  velocity  —  in  the  directions 

dt 

OX,  OY,  and  OZ^  but  they  are  also  the  velocities  of  the  body 

in  these  directions  respectively. 

Now,  the  case  of  the  accelerations  is  different ;  for,  while 

^,     ^,     and     ^ 
di^'      dt^'  dt^ 


are  the  accelerations  in  the  directions  OX,  O  Y,  and  OZ  respec- 
tively, they  are  not  the  components  of  the  acceleration 

d^ 
dt^ 

along  the  three  axes. 

That  they  are  the  former  is  evident  from  the  fact  that  —-, 

dt 

-f",  and  ~  are  the  velocities  in  the  directions  of  the  axes,  and 
dt  dt 

-J-,  -^,  — —  are  their  differential  co-efficients,  and  hence  repre- 
df    dt*   dt*  '  ^ 

sent  the  accelerations  along  the  three  axes.     But  if  we  consider 

the  components  of  the  fprce  acting  on  the  body,  we  shall  have 
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for  its  components  along  OX,  O  K,  and  OZ,  if  a,  )8,  and  y  are 
the  angles  made  by  F  with  the  axes  respectively. 


and  we  found  (§  73)  for  F,  the  value 


-V(iFM-        « 


Hence,  equating  these  values  of  F,  and  simplifying,  we  shall 
have  the  equation 

\d^)  +  Uv    v^/  "  v^y    ^W 

Hence  it  is  plain  that  -— ,  --*^,  and  --—  can  only  be  the  com- 
a/*    or  a^ 

ponents  of  the  actual  acceleration 

dt^ 

when  the  last  term  — ( -7  )  vanishes,  or  when  r  =  00 ,  i.e.,  when 
r\dtl 

the  motion  is  rectilinear. 

Moreover,  we  have  the  two  expressions  (i)  and  (2)  for  the 
force  acting  upon  a  moving  body. 

The  truth  of  the  proposition  just  proved  may  also  be  seen 
from  the  following  considerations  :  — 

If  a  parallelopiped  be  constructed  with  the  edges 

dx      ^      d% 

7f    d^    dt 
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the  diagonal  will  be  the  actual  velocity 

ds 
5? 

and  will,  of  course,  coincide  in  direction  with  its  path. 

On  the  other  hand,  if  a  parallelopiped  be  constructed  with 

the  edges 

d^x      dy      d^z 
dt^'     dt^"     dt^* 

its  diagonal  must  coincide  in  direction  with  the  force 


'-VCtO"+^(D' 


and  can  coincide  in  direction  with  the  path,  and  hence  with  the 
actual  acceleration 

d^s 

IF' 

only  when  the  force  is  tangential  to  the  path,  and  hence  when 
the  motion  is  rectilinear. 

§  75.  Centrifugal  Force  of  a  Solid  Body.  —  When  a  solid 
body  revolves  in  a  circle,  the  resultant  centrifugal  force  of  the 
entire  body  acts  in  the  direction  of  the  perpendicular  let  fall 
from  the  centre  of  gravity  of  the  body  on  the  axis  of  rotation, 
and  its  magnitude  is  the  same  as  if  its  entire  weight  were  con- 
centrated at  its  centre  of  gravity. 

Proof.  —  Let  (Fig.  48)  the  angular  velocity  =:  a,  and  the  total 
weight  =  W.  Assume  the  axis  of  rotation  perpendicular  to 
the  plane  of  the  paper  and  passing  through 
0;  assume,  as  axis  of  x,  the  perpendicular 
dropped  from  the  centre  of  gravity  upon 
the  axis  of  rotation.  The  co-ordinates  of 
the  centre  of  gravity  will  then  be  (^^  y^, 
and  7o  will  be  equal  to  zero. 

If,  now,  P  be  any  particle  of  weight  w,  ^'  ^ ' 

where  r  =  perpendicular  distance  from  P  on  axis  of  rotation, 
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and  X  =  OA,  y  =  AP^  we  shall  have  for  the  centrifugal  force 
of  the  particle  at  P 

w  . 

g 

but  if  we  resolve  this  into  two  components,  parallel  respectively 
to  OX  and  O  K,  we  shall  have  for  these  components 

(~a?r)-  =  ^wx     and      (-a'r)-^  =  -wy, 
\g     l^       g  \g      l^       g 

and,  for  the  resultant  for  the  entire  body  we  shall  have,  parallel 
to  OX, 

F^  =  ^^wx  =  ^Wto,  (I) 

g  g 

and 

F^  =  ^^wy  =  -^o  =  o.  (2) 

g  g 

Hence  the  centrifugal  force  of  the  entire  body  is 

F=^H^Xo;  (3) 

g 

and  if  we  let  Vo  =  a;ro  =  linear  velocity  of  the  centre  of  gravity, 
we  have 

F=  i^, 

which  is  the  same  as  though  the  entire  weight  of  the  body 
were  concentrated  at  its  centre  of  gravity. 


EXAMPLES, 

1.  A  lo-pound  weight  is  fastened  by  a  rope  5  feet  long  to  the 
centre,  around  which  it  revolves  at  the  rate  of  200  turns  per  minute ; 
find  the  pull  on  the  cord. 

2.  A  locomotive  weighing  50000  lbs.,  whose  driving-wheels  weigh 
7000  lbs.,  is  running  at  60  miles  per  hour,  the  diameter  of  the  drivers 
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being  6  feet,  and  the  distance  from  the  centre  of  the  wheel  to  the  centre 
of  gravity  of  the  same  l)eing  2  inches  (the  drivers  not  being  properly 
balanced) ;  find  the  pressure  of  the  locomotive  on  the  track  (a)  when 
the  centre  of  gravity  is  directly  below  the  centre  of  the  wheel,  and  (b) 
when  it  is  directly  above. 

3.  Assume  the  same  conditions,  except  that  the  distance  between 
centre  of  the  wheel  and  its  centre  of  gravity  is  5  inches  instead  of  2. 

§  76.  Uniformly  Varying  Rectilinear  Motion.  —  We  have 
already  found  for  this  case  (§  68)  the  equations 

—  =  a  =  a  constant, 

s      =  z/o/  +  \ar  ; 

and  we  may  write  for  the  force  acting,  which  is,  of  course,  coin- 
cident in  direction  with  the  motion, 

J^  =  m —  =  pia  =  a.  constant. 
df^ 

§  7^.  Motion  of  a  Body  acted  on  by  the  Force  of  Gravity 
only.  —  A  useful  special  case  of  uniformly  varying  motion  is 
that  of  a  body  moving  under  the  action  of  gravity  only. 

The  downward  acceleration  due  to  gravity  is  represented  by 
^  feet  per  second,  the  value  of  £•  varying  at  different  points  on 
the  surface  of  the  earth  according  to  the  following  law :  — 

i  —  gi{i  —  0.00284  cos  2X)^i  —  ~  j  feet  per  second, 

where 

g,  =  32.1695  feet, 

X  =  latitude  of  the  place, 

h  =  its  elevation  above  mean  sea-level  in  feet, 

X  ss  20900000  feet 
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If,  now,  we  represent  by  h  the  height  fallen  through  by  a 
descending  body  in  time  /,  we  shall  have  the  equations, 

where  v^  is  the  initial  downward  velocity. 

If,  on  the  other  hand,  we  represent  by  v^  the  initial  upward 
velocity,  and  by  h  the  height  to  which  the  body  will  rise  in 
time  /  under  the  action  of  gravity  only,  we  must  write  the  equa- 
tions 

When  Vo  =  o,  the  first  set  of  equations  gives 

V  =gf, 
h  =  i^/% 

which  express  the  law  of  motion  of  a  body  starting  from  rest 
and  subject  to  the  action  of  gravity  only. 

Eliminate  t  between  these  equations,  and  we  shall  have 

V^  =  2gh  /.      V  =  ^2gh^ 

or 

^g 

h  is  called  the  height  due  to  the  velocity  v,  and  represents  the 
height  through  which  a  falling  body  must  drop  to  acquire  the 
velocity  v  ;  and 

v^  \l2gi 
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is  the  velocity  which  a  falling  body  will  acquire  in  falling 
through  the  height  h.  Thus,  if  a  body  fall  through  a  height  of 
50  feet,  it  will,  by  that  fall,  acquire  a  velocity  of  about 


^2  (32 J)  (50)  =  V^32i6.66  =  56.7  feet  per  second. 

Again :  if  a  body  has  a  velocity  of  40  feet  per  second,  we  shall 
have 

,  V^  1600  or* 

4  =  —  = =  24.8  feet ; 

2^       64.3 

and  we  say  that  the  body  has  a  velocity  due  to  the  height  24.8 
feet,  i.  e.,  a  velocity  which  it  would  acquire  by  falling  through  a 
height  of  24.8  feet. 


EXAMPLES, 

1.  A  stone  is  dropped  down  a  precipice,  and  is  heard  to  strike  the 
bottom  in  4  seconds  after  it  started  :  how  high  is  the  precipice  ? 

2.  How  long  will  a  stone,  dropped  down  a  precipice  500  feet  high, 
take  to  reach  the  bottom  ? 

3.  What  will  be  its  velocity  just  before  striking  the  ground? 

4.  A  body  is  thrown  vertically  upwards  with  a  velocity  of  100  feet 
per  second  ;  to  what  height  will  it  rise? 

5.  A  body  is  thrown  vertically  upwards,  and  rises  to  a  height  of  50 
feet.  With  what  velocity  was  it  thrown,  and  how  long  was  it  in  its 
ascent? 

6.  What  will  be  its  velocity  in  its  ascent  at  a  point  15  feet  above 
the  point  from  which  it  started,  and  what  at  the  same  point  in  its 
descent? 

§  78.  Unresisted  Projectile.  —  In  the  case  of  an  unresisted 
projectile,  we  have  a  body  on  which  is  impressed  a  uniform 
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motion  in  a  certain  direction  (the  direction  of  its  initial  motion)^ 
and  which  is  acted  on  by  the  force  of  gravity  only. 

Y  Let    OPC  be 

,A  ^  the  path  (Fig.  49), 

OA  the  initial  di- 
rection, and  Vo  the 
initial  velocity,  and 
theangle.4t?^  = 

Then  we  shall 
have,  for  the  hori- 
zontal and  vertical 

components  of  the  unbalanced  force  acting,  when  the  projectile 

is  at  P  (co-ordinates  x  and  y\ 


Pig.  49. 


d^x 


m  -—^  =  o  along  OX^  and  m 


dt 


^y  — 


dt^ 


mg  =  "W  along  OY. 


Hence 


d*x 
dt^ 


=  o. 


(I) 


d^y 


dt^ 


(») 


Integrating,  and  observing,  that,  when  /  =  o,  the  horizontal 
and  the  vertical  velocities  were  respectively  VoCOS  B  and  v^ixn  $, 
we  have 

=  Vo  cos  e,  (3) 


-^  =  t'o  sin  tf  —  ^. 
dt 


(4) 


These  equations  could  be  derived  directly  by  obser\'ing  that 
the  horizontal  component  of  the  initial  velocity  is  v^  cos  ^,  and 
that  this  remains  constant,  as  there  is  no  unbalanced  force  act- 
ing in  this  direction,  also  that  VoSin^  is  the  initial  vertical 
velocity ;  and,  since  the  body  is  acted  on  by  gravity  only,  this 
velocity  will  in  time  /  be  decreased  by  gt. 
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Integrating  equations  (3)  and  (4),  and  observing  that  for 
/  =  0,  X  and  7  are  both  zero,  we  obtain 

X  ^  Vo  cos  BJy  (S) 

y  ^Vo  sin  ^./  -  \gt^.  (6) 

Eliminate  ty  and  we  have 

y=:^tan^ ^^—z  (7) 

as  the  equation  of  the  path,  which  is  consequently  a  parabola. 

Equations  (i),  (2),  (3),  (4),  (5),  (6),  and  (7)  enable  us  to  solve 
any  problem  with  reference  to  an  unresisted  projectile. 

Equation  (7)  may  be  written 

/   _  v^  sin'  e\  ^  _         g         /    _  z^o'sin^cosgy   .^v 
V  2g     )  2v^  cos*  ^  \  g  )    ^  ' 

which  gives  for  the  co-ordinates  of  the  vertex 


v^  sin'  B  v^  sin  ^  cos  6 

yx  = ,  ^,  = . 

H  g 


EXAMPLES, 

I.  An  unresisted  projectile  starts  with  a  velocity  of  100  feet  per 
second  at  an  upward  angle  of  30°  to  the  horizon ;  what  will  be  its  velocity 
when  it  has  reached  a  point  situated  at  a  horizontal  distance  of  1000  feet 
from  its  starting-point,  and  how  long  will  be  required  for  it  to  reach 
that  point? 

Solution. 

Vo  a=  100,        6  as  30**,        Vo  COS  B  =  86.6,        Vo  sin  6  =  50, 
g  =  32.16. 


Equation  (5)  gives  us 


1000  s=  86.6  / 

.%    /  s=  1^  s  11.55  seconds. 
86.6 
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ToSin^  -  ^/  «  50  —  371.5  «  -3ai-5» 


t'  =  V(86.6)'  +  (321.5)'  =  V7S00  +  ^03362  =  333. 

Hence  the  point  in  question  will  be  reached  in  i  \\  seconds  after  start- 
ing, and  the  velocity  will  then  be  333  feet  per  second. 

2.  An  unresisted  projectile  is  thrown  upwards  from  the  surface  of 
the  earth  at  angle  of  39^  to  the  horizontal :  find  the  time  when  it  will 
reach  the  earth,  and  the  velocity  it  will  have  acquired  when  it  reaches 
the  earth,  the  velocity  of  throwing  being  30  feet  per  second. 

3.  A  lo-pound  weight  is  dropped  from  the  window  of  a  car  when 
travelling  over  a  bridge  at  a  speed  of  25  miles  an  hour.  How  long  will 
it  take  to  reach  the  ground  100  feet  below  the  window,  and  what  will  be 
the  kinetic  energy  when  it  reaches  the  ground? 

4.  With  what  horizontal  velocity,  and  in  what  direction,  must  it  be 
thrown,  in  order  that  it  may  strike  the  ground  50  feet  forward  of  the 
point  of  starting? 

5.  Suppose  the  same  zo-pound  weight  to  be  thrown  vertically  up- 
wards from  the  car  window  with  a  velocity  of  100  feet  a  minute,  how 
long  will  it  take  to  reach  the  ground,  and  at  what  point  will  it  strike  the 
ground  ? 

§  79.  Motion  of  a  Body  on  an  Inclined  Plane  without 

Friction.  —  If  a  body  move  on 
an  inclined  plane  along  the  line 
of  steepest  descent,  subject  to 
the  action  of  gravity  only,  and 
if  we  resolve  the  force  acting 
on  it  (i.e.,  its  weight)  into  two 
components,  along  and  perpen- 
dicular to  the  plane  respec- 
tively, the  latter  component 
will  be  entirely  balanced  by 
the   resistance   of    the    plane, 

and  the  former  will  be  the  only  unbalanced  force  acting  on 

the  body. 


Fig.  50. 
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Suppose  a  body  whose  weight  is  represented  (Fig.  50)  by 
HF  =z  IV  to  move  along  the  inclined  path  AB  under  the  action 
of  gravity  only.  Let  0  be  the  inclination  of  AB  to  the  borijon. 
Resolve  IV  into  two  components, 

HD  =  ^sin  e,     and     I/£  =  ^cos  0, 

respectively  parallel  and  perpendicular  to  the  plane.  The 
fonner  is  the  only  unbalanced  force  acting  on  the  body,  and 
will  cause  it  to  move  down  the  plane  with  a  uniformly  accel- 
erated motion ;  the  acceleration  being 

=  gsm6,  (i) 


(f) 


If  the  body  is  either  at  rest  or  moving  downwards  at  the 
beginning,  it  will  move  downwards ;  whereas,  if  it  is  first  mov- 
ing upwards,  it  will  gradually  lose  velocity,  and  move  upwards 
more  slowly,  until  ultimately  its  upward  velocity  will  be  de- 
stroyed, and  it  will  begin  moving  downwards. 

The  equations  for  uniformly  varying  motion  are  entirely 
applicable  to  these  cases.  Thus,  suppose  that  the  body  has  an 
initial  downward  velocity  Vo,  this  velocity  will,  at  the  end  of  the 
time  /,  become 

v:--^=Vo+  Usintf)/  (2) 

.%    f  «  p^  4.  J^  sin  *  .  /•,  (3) 

and,  for  the  unbalanced  force  acting,  we  have 

jr^  «  ^  =  —(gsmO)  =  tVsm$.  (4) 

dt*       g 
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If,  on  the  other  hand,  the  body's  initial  velocity  is  upward, 
and  we  denote  this  upward  velocity  by  v^  We  shall  have  the 
equations 

»  =^  =  e'o-  {^sin»)/  (5) 

s   ==  fV  —  \g  sin^..  /*  (6) 

F^  -^sin«.  (7) 

Again,  if  the  initial  velocity  is  zero,  equations  (2)  and  (3) 
become 

2'  =  ^  =  (^sin^)/,  (8) 

y  =  if  sin  e  .  /'.  (9) 

From  these  we  obtain,  for  this  case, 


=  v-^.' 

V  P'  sm  ^ 


and,  substituting  this  value  of  /  in  (8),  we  have 


(10) 


V  =  V2^(j  sin^),  (11) 

or,  if  we  let  ^  sin  tf  =.  A  =  the  vertical  distance  through  which 
the  body  has  fallen,  we  have 

V  =  >l2gh.  (12) 

Hence,  When  a  body,  s farting  from  resty  falls^  under  the 
action  of  gravity  only^  through  a  height  h,  the  velocity  acquired 
is  v'2gh,  whether  the  path  be  vertical  or  inclined, 

EXAMPLES. 

I.  A  body  moves  from  the  top  to  the  bottom  of  a  plane  inclined 
to  the  horizon  at  30°,  under  the  action  of  gravity  only :  find  the  time 
required  for  the  descent^  and  the  velocity  at  the  foot  of  the  plane. 
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2.  In  the  right-angled  triangle  shown  in  the  figure  (Fig.  51),  given 
AB  =  10  feet,  angle  BAC  =  30** :   find  the  time  a 
body  would  require,  if  acted  on  by  gravity  only,  to  fall 
from  rest  through  each  of  the  sides  respectively,  AB 
being  vertical. 

3.  Given  inclination  of  plane  to  the  horizon  =  tf, 
length  of  plane  =  /.•  compare  the  time  of  falling  down 
the  plane  with  the  time  of  ^ling  down  the  vertical. 

4.  A  loo-pound  weight  rests,  without  friction,  on  the 
plane  of  example  3.  What  horizontal  force  is  required 
to  keep  it  from  sliding  down  the  plane. 

5.  Suppose  5  pounds  horizontal  force  to  be  applied 
(a)  so  as  to  oppose  the  descent,  {h)  so  as  to  aid  the  descent :.  find  in 
each  case  how  long  it  will  take  the  weight  to  descend  from  the  top  to 
the  bottom  plane. 


§80.  Motion  along  a  Curved  Line  under  the  Action  of 
Gravity  only.  —  We  shall  consider  two  questions  in  this 
regard :  ifi)  the  velocity  at  any  point  of  the  curve  (*)  the  time 
of  descent  through  any  part  of  the  curve. 

(a)  Velocity  at  any  point.     Let  us  suppose  the  body  to  have 

started  from  rest  at  Ay  and  to  have 
reached  the  point  P  in  time  /, 
where  AB  =  x  (Fig.  52).  Then, 
since  the  curved  line  AP  may  be 
considered  as  the  limit  of  a  broken 
line  running  from  A  to  P^  and  as 
it  has  already  been  seen  that  the 
velocity  acquired  by  falling  through 
a  certain  height  depends  only  upon 
the  height,  and  not  upon  the  incli- 
nation of  the  path,  we  shall  have  for  a  curved  line  also  ' 

where  v  is  the  velocity  at  P. 


Fig.  5a. 
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(i)  Time  down  a  curve.  Referring  to  the  same  figure,  let  / 
denote  the  time  required  to  go  from  A  to  P,  and  A/  the  time  to 
go  from  P  to  P'^  where  PP'  =  Aj,  and  BB  =  A;r;  then,  as  we 
have  seen  that  the  velocity  at  P  is  ^2gx^  we  shall  have  approx- 
imately for  the  space  passed  over  in  time  A/,  the  equation 


or,  passing  to  the  limit, 


This  equation  gives 


or 


Aj  as  Vs^xA/, 


ds        I — 
It  ^  ^'^^• 


(I) 


dt^ 


ds 

Sf2gX 


(a) 


where,  of  course,  the  proper  limits  of  integration  must  be 
used. 

If  /  denote  the  time  from  A  to  P,  we  have 


EXAMPLE. 

A  body  acted  on  by  gravity  only  is  constrained  to 

move  in  the  arc  of  a  circle  fix)m  AtoC  (Fig.  53),  radios 

10  feet.    Find  the  time  of  describing  the  arc  (quadrant) 

•  and  the  velocity  acquired  by  the  body  when  it  reaches 
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§8i.  Simple  Circular  Pendulum.  —  To  find  the  time  occu- 
pied in  a  vibration  of  a  simple  circu-  ^c 
lar  pendulum,  we  take  D  (Fig.  54)  as 
origin,  and  DC  as  axis  of  x^  and  the 
axis  of  y  at  right  angles  to  DC.  Let 
AC  =^  /and  BD  =  A,  we  shall  have 
for  the  time  of  a  single  oscillation 
from  A  X,o  E 

'-'  s. 


ds 


Now,  from  the  equation  of  the  circle  AFDE, 
we  have 


••'='/ 


or 


l-x 

y 

I 

/ 

i&r  -  jt^ 

^(.ilx- 

Ux 

-^)] 

^^X 

V/b:- 

-X'^t/- 

-X 

/  = 

Ji^-. 

^    . 

^  -  -  \- 

1 

This  can  only  be  integrated  approximately. 
Expanding  (^  —  ^)       we  obtain 


I  +-.  +  -^^4- etc, 
4/       32  /' 


jp« 
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The  greatest  value  of  x  is  //;  and  if  //  is  so  small  that  we  may 
omit  --,  we  shall  have  as  our  approximate  result 


-v^/*^p■v^^^-»"f^•^^■ 


(I) 


If,  however,  the  value  of  h  as  compared  with  /  is  too  large 
to  render  it  sufficiently  accurate  to  omit  ~,  but  so  small  that 

we  can  safely  omit  the  higher  powers  of  ^,  we  shall  have 

o  " 

or 

'--ViC'  +  s)  w 

a  nearer  approximatioa 
The  formula 

is  the  most  used,  and  is  more  nearly  correct,  the  smaller  the 
value  of  A. 

EXAMPLES. 

1.  Find  the  length  of  the  simple  circular  pendulum  which  is  to  beat 
seconds  at  a  place  where  ^  =  3  2  J. 


SoluHon. 
^        (3.1416)' 


-V^        .••-^==3=  77777^.  =  3.259  feet 


Digitized  by 


Google 


SIMPLE -CYCLOIDAL  PENDULUM. 


99 


2.  What  is  the  time  of  vibration  of  a  simple  circular  pendulum  5 
feet  long? 

§82.  Simple  Cycloidal  Pendulum.  —  The  equation  of  the 
cycloid  is 


y  zs  a  versm 


a 


2a  —  X 


dx 


ds  _  /2«\* 
Hence  we  shall  have,  for  the  time  of  a  single  oscillation, 

S2gJ      Slkx-X" 


or 


/=  21 -J  .{versin 


.  -*  20:)*         .  fa 


This  expression  is  independent  of  A,  so  that  the  time  of  vibra- 
tion is  the  same  whether  the  arc  be  large  or  small.    - 

A  body  can  be  made  to  vibrate  in  a  cycloidal  arc  by  suspend- 
ing it  by  a  flexible  string  between  two  cycloidal  cheeks.  This 
is  shown  from  the  fact  that 
the  evolute  of  the  cycloid  is 
another  cycloid  (Fig.  55). 

To  prove  this,  we  have, 
from  the  equation  of  the 
cycloid. 


J' =5!  a  versm 


^'{'(2ax 
a 


i-4 


2a  —  X    ds 

~'   Ik 


x^2a  -  X 
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Hence  the  radius  of  curvature  is 


\dx) 


dx' 
and  since  we  have  for  the  evolute  the  relation 

where  d/  is  the  elementary' arc  of  the  evolute, 

%/jr-jr 

and,  observing  that  when  x  =^  2a    p  =  o,   we  have 


.-.      /  ss:   2(2a)*V2a   —  X, 

If  ;r,  is  the  abscissa  of  the  point  of  the  evolute, 

and,  transforming  co-ordinates  to  B  by  putting  ^^  +  2a  for  jr„ 

we  obtain 

/  =  2(2ax^)^, 

which  is  the  equation  of  another  cycloid  just  like  the  first. 

The  motion  along  a  vertical  cycloid  may  also  be  obtained  by 
letting  a  body  move  along  a  groove  in  the  form  of  a  cycloid 
acted  on  by  gravity  alone ;  and  in  this  case  the  time  of  descent 
of  the  body  to  the  lowest  point  is  precisely  the  same  at  what- 
ever point  of  the  curve  the  body  is  placed. 

§  83.  Effect  of  Grade  on  the  Tractive  Force  of  a  Rail- 
way Train.  —  As  a  useful  particular  case  of  motion  on  an 
inclined  plane,  we  have  the  case  of  a  railroad  train  moving  up 
or  down  a  grade.     It  is  necessary  that  a  certain  tractive  force 
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be  exerted  in  order  to  overcome  the  resistances,  and  keep 
the  train  moving  at  a  uniform  rate  along  a  level  track.  If, 
on  the  other  hand,  the  track  is  not  on  a  level,  and  if  we 
resolve  the  weight  of  the  train  into  components  at  right  angles 
to  and  along  the  plane  of  the  track,  we  shall  have  in  the  latter 
component  a  force  which  must  be  added  to  the  tractive  force 
above  referred  to  when  we  wish  to  know  the  tractive  force  re- 
quired to  carry  it  up  grade,  and  must  be  subtracted  when  we 
wish  to  know  the  tractive  force  required  to  carry  it  down  grade. 
The  result  of  this  subtraction  may  give,  if  the  grade  is  suflB- 
ciently  steep  and  the  speed  sufficiently  slow,  a  negative  quan- 
tity; and  in  that  case  we  must  apply  the  brakes,  instead  of 
using  steam,  unless  we  wish  the  speed  of  the  train  to  increase. 

EXAMPLES. 

I.  A  railroad  train  weighing  60000  lbs.,  and  running  at  50  miles  per 
hour,  requires  a  tractive  force  of  618  lbs.  on  a  level ;  what  is  the  tractive 
force  necessary  when  it  is  to  ascend  a  grade  of  50  feet  per  mile  ?  What 
when  it  is  to  descend?    Also  what  is  the  amount  of  work  per  minute 

in  each  case? 

Soiution. 

The  resolution  of  the  weight  will  give  (Fig.  50,  §  79),  for  the  com- 
ponent along  the  plane, 

(6oooo)g|^  =  568w2  nearly. 
Hence 

Tractive  force  for  a  level  =  618.0, 
Tractive  force  for  ascent  =1186.2, 
Tractive  force  for  descent  =      49.8. 

To  ascertain  the  work  done  per  minute  in  each  case,  we  have  — 

(a)  For  a  level  track,  6,8  x  go^x  gaSo  ^  j^j^^qo  foot-lbs. 

(b)  Upgrade,       2719200  +  fiooooj^joxj©  __  ^219200  foot-lbs. 
{c)  Down  grade,  2719200  -  ^"^  ""^ ""  ^  =    219200  foot-lbs. 
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2.  Suppose  the  tractive  force  required  for  each  2000  lbs.  of  weight 
of  train  to  be,  on  a  level  track,  for  velocities  of — 

5.0  miles  per  hour,     lo.o     20.0    30.0    40.0     50.0    60 

6.1  lbs.,  6.6       8.3     II. 2     15.3     20.6     27; 
find  the  tractive  force  required  to  carry  the  train  of  example  1  — 

{a)  Up  an  incline  of  50  feet  per  mile  at  30  miles  per  hour. 
(^)  Down  an  incline  of  50  feet  per  mile  at  30  miles  per  hour, 
(r)  Down  an  incline  of  10  feet  per  mile  at  20  miles  per  hour. 
(^)  What  must  be  the  incline  down  which  the  train  must  run  to 
require  no  tractive  force  at  40  miles  per  hour? 

3.  If  in  the  first  example  the  tractive  force  remains  618  lbs.  while 
the  train  is  going  down  grade,  what  will  be  its  velocity  at  the  end  of  one 
minute,  the  grade  being  10  feet  per  mile? 

§84.  Harmonic  Motion.  —  If  we  imagine  a  body  to  be 
moving  in  a  circle  at  a  uniform  rate  (Fig.  56),  and  a  second 

body  to  oscillate  back  and  forth  in 
the  diameter  AB^  both  starting 
from  By  and 
if  when  the 
first  body  is 
at  C  the  other 
is  directly  un- 
der it  at  G, 
etc.,  then  is 
the  second 
body  said  to 


Fig.  56. 


move  in  harmonic  motion. 

A  practical  case  of  this  kind  of  mo- 
tion is  the  motion  of  a  slotted  cross-head 
of  an  engine,  as  shown  in  the  figure 
(Fig.  57) ;  the  crank  moving  at  a  uni- 
form rate.  In  the  case  of  the  ordinary 
crank,  and  connecting-rod  connecting 
the  drive-wheel  shaft  of  a  stationary  engine  with  the  piston-rod, 


FiG.  57- 
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we  have  in  the  motion  of  the  piston  only  an  approximation  to 
harmonic  motion.  We  will  proceed  to  determine  the  law  of  the 
force  acting  upon,  and  the  velocity  of,  a  body  which  is  con- 
strained to  move  in  harmonic  motion.  Let  the  body  itself  and 
the  corresponding  revolving  body  be  supposed  to  start  from 
B  (Fig.  56),  the  latter  revolving  in  left-handed  rotation  with  an 
angular  velocity  a,  and  let  the  time  taken  by  the  former  in 
reaching  G  be  /;  then  will  the  angle  BOC  =  at;  and  we  shall 
have,  if  s  denote  the  space  passed  over  by  the  body  that  moves 
with  harmonic  motion, 

s  =  BG  =  OB  -  OCco^at, 
or,  if 

r^  OB  =  OC, 

s  =i  r  —  rcosa/,  (l) 

the  velocity  at  the  end  of  the  time  /  will  be 

ds 
V  s=  -J  =z  arsina/,  (2) 

and  the  acceleration  at  the  end  of  time  /  will  be 

/^^^a'^-COSo/.  (3) 

Hence  the  force  acting  upon  the  body  at  that  instant,  in  the 
direction  of  its  motion,  is 

F  =  w^  =  ma'rcoscJ  =  mo?{OG).  (4) 

The  force,  therefore,  varies  directly  as  the  distance  of  the  body 
from  the  centre  of  its  path.     It  is  zero  when  the  body  is  at  the 
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centre  of  its  path,  and  greatest  when  it  is  at  the  ends  of  its 
travel,  as  its  value  is  then 

g 

this  being  the  same  in  aipount  as  the  centrifugal  force  of  the 
revolving  body,  provided  this  latter  have  the  same  weight  as  the 
oscillating  body.     On  the  other  hand,  the  velocity  is  greatest 

when  a/  =  -  (i.e.,  at  mid-stroke) ;  and  its  value  is  then 

2 

r  =  or, 

this  being  also  the  velocity  of  the  crank-pin  at  mid-stroke. 

EXAMPLE. 

Given  that  the  reciprocating  parts  of  an  engine  weigh  loooo  lbs., 
the  length  of  crank  being  i  foot,  the  crank  making  60  revolutions  per 
minute ;  find  the  force  required  to  make  the  cross-head  follow  the  crank, 
(i)  when  the  crank  stands  at  30*^  to  the  line  of  dead  points,  (2)  when 
at  60°,  (3)  when  at  the  dead  point. 

§85.  Work  under  Oblique  Force.  —  If  the  force  act  in 
any  other  direction  than  that  of  the  motion,  we  must  resolve  it 
into  two  components,  the  component  in  the  direction  of  the 
motion  being  the  only  one  that  does  work.  Thus  if  the  force 
F  is  variable,  and  6  equals  the  angle  it  makes  with  the  direction 
of  the  motion,  we  shall  have  as  our  expression  for  the  work 

done 

fF  co-eds. 

Thus  if  a  constant  force  of  100  lbs.  act  upon  a  body  in  a  direc- 
tion making  an  angle  of  30°  with  the  line  of  motion,  then  will 
the  work  done  by  the  force  during  the  time  in  which  it  moves 
through  a  distance  of  10  feet  be 

(100)  (0.86603)  (10)  =  S66  foot-lbs. 
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§86.  Rotation  of  Rigid  Bodies*  —  Suppose  a  rigid  body 
(Fig.  58)  to  revolve  about  an  axis  perpendicular  to  the  plane  of 
the  paper,  and  passing  through  O ; 
imagine  a  particle  whose  weight  is 
a'  to  be  situated  at  a  perpendicular 
distance  OA  =  r  from  the  axis  of 
rotation,  and  let  the  angular  velocity 
be  a :  let  it  now  be  required  to  find 
the  moment  of  the  force  or  forces 
required  to  impart  this  motion  in  a 
unit  of  time;  for  we  know,  that,  if  ^'^ ' 

the  axis  of  rotation  pass  through  the  centre  of  gravity  of  the 
body,  the  motion  can  be  imparted  only  by  a  statical  couple ; 
whereas  if  it  do  not  pass  through  the  centre  of  gravity,  the 
motion  can  be  imparted  by  a  single  force. 

We  shall  have,  for  the  particle  situated  at  A, 

Weight  =  w. 

Angular  velocity  =  a. 

Linear  velocity  =  or. 

Force  required  to  impart  this  velocity  in  a  unit  of  time  to 

this  particle  =  —or. 

Moment  of  this  force  about  the  axis  =  —or*. 

Hence  the  moment  of  the  force  or  forces  required  to  impart 
to  the  entire  body  in  a  unit  of  time  a  rotation  about  the  axis 
through  O,  with  an  angular  velocity  a,  is 

5_ar»  =  -%wr^  =  — , 
8  g  g 

where  /  is  used  as  a  symbol  to  denote  the  limit  of  Swr*,  and  is 
called  the  Moment  of  Inertia  of  the  body  about  the  axis  through  O. 
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§  87.  Angular  Momentum.  —  This  quantity,  — ,  which  ex- 

g 
presses  the  moment  of  the  force  or  forces  required  to  impart  to 
the  body  in  a  unit  of  time  the  angular  velocity  a  about  the  axis 
in  question  is  also  called  the  Angular  Momentum  of  the  body 
when  rotating  with  ttte  angular  velocity  a  about  the  given 
axis. 

§  88.  Actual  Energy  of  a  Rotating  Body.— If  it  be  required 
to  find  the  actual  energy  of  the  body  when  rotating  with  the 
angular  velocity  o,  we  have,  for  the  actual  energy  of  the  particle 
at  A, 

w  (or)'       a* 

g     ^  ^g 

and  for  that  of  the  entire  body 

—  2twr*  =  — . 

2g  2g 

This  is  the  amount  of  mechanical  work  which  would  have  to  be 
done  to  bring  the  body  from  a  state  of  rest  to  the  velocity  a,  or 
the  total  amount  of  work  which  the  body  could  do  in  virtue 
of  its  velocity  against  any  resistance  tending  to  stop  its 
rotation. 

§  89.  Moment  of  Inertia. — The  term  "moment  of  inertia" 
originated  in  a  wrong  conception  of  the  properties  of  matter. 
The  term  has,  however,  been  retained  as  a  very  convenient  one, 
although  the  conceptions  under  which  it  originated  have  long 
ago  vanished.  The  meaning  of  the  term  as  at  present  used,  in 
relation  to  a  solid  body,  is  as  follows  :  — 

The  moment  of  inertia  of  a  body  about  a  given  axis  is  the 
limit  of  the  sum  of  the  products  of  the  weight  of  each  of  the  ele- 
mentary particles  that  make  up  the  body^  by  the  squares  of  their 
distatices  from  the  given  axis. 

Thus,  if  zc/„  zc/„  Wy  etc.,  are  the  weights  of  the  particles 
which  are  situated  at  distances  r„  r„  r,,  etc.,  respectively  from 
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the  axis,  the  moment  of  inertia  of  the  body  about  the  given 

axis  is 

/  =  limit  of  Sa^r*. 

§90.  Radius  of  Gyration.  —  The  radius  of  gyration  of  a 
body  with  respect  to  an  axis  is  the  perpendicular  distance  from 
the  axis  to  that  point  at  which,  if  the  whole  mass  of  the  body 
were  concentrated,  the  angular  momentum,  and  hence  the  mo- 
ment of  inertia,  of  the  body,  would  remain  the  same  as  they  are 
in  the  body  itself. 

If  p  is  the  radius  of  gyration,  the  moment  of  inertia  would 
be,  when  the  mass  is  concentrated, 

p'Sa// 
hence  we  must  have 

^Sa/  =  Swr*  =  /, 
whence 

^  "    %w         W 

where  W  =  entire  weight  of  the  body. 

§91.  Moment  of  Inertia  of  a  Plane  Surface.  —  The  term 
"moment  of  inertia,"  when  applied  to  a  plane  figure,  must,  of 
course,  be  defined  a  little  differently,  as  a  plane  surface  has  no 
weight;  but,  inasmuch  as  the  quantity  to. which  that  name  is 
given  is  necessary  for  the  solution  of  a  great  many  questions. 

The  moment  of  inertia  of  a  plane  surface  about  an  axis,  either 
in  or  not  in  the  plane^  is  the  limit  of  the  sum  of  the  products  of 
the  elementary  areas  into  which  the  surface  may  be  conceived  to 
he  divided,  by  the  squares  of  their  distances  frotn  the  axis  in 
question. 

In  a  similar  way,  for  the  radius  of  gyration  p  of  a  plane 
figure  whose  area  is  A,  we  have 
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From  this  definition  it  will  be  evident,  that,  if  the  surface  be 
referred  to  a  pair  of  axes  in  its  own  plane,  the  moment  of  iner- 
tia of  the  surface  about  £7  K  will  be 

I^ffx^dxdy,  (i) 

and  the  moment  of  inertia  of  the  surface  about  OX  will  be 

J^SSfdxdy.  (2) 

The  moment  of  inertia  of  the  surface  about  an  axis  passing 
through  the  origin,  and  perpendicular  to  the  plane  XOYy  will  be 

SJf^dxdy,  (3) 

where  r  =  distance  from  O  to  the  point  {x,y) ;  hence  r*  =  ;r*  + 
y^y  and  the  moment  of  inertia  becomes 

//(^  +  f)dxdy  =  ffx'dxdy  -h  fffdxdy  ^  I  ^  J.      (4) 

This  is  called  the  "polar  moment  of  inertia."  If  polar  co-ordi- 
nates be  used,  this  last  becomes 

ffp^pdpdd)  =  fff^dpdd.  (5) 

All  these  quantities  are  quantities  that  will  arise  in  the  discus- 
sion of  stresses,  and  the  letters  /and/ are  very  commonly  used 
to  denote  respectively 

ffx^dxdy        and        fffdxdy. 

Another  quantity  that  occurs  also,  and  which  will  be  repre- 
sented by  AT,  is 

ffxydxdy:  (6) 

and  this  is  called  the  moment  of  deviation. 
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EXAMPLES. 


The  following  examples  will  illustrate  the  mode  of  finding  the 
moment  of  inertia: —  ^ 

I.  Find  the  moment  of  inertia  of  the  rectangle 
ii^CZ?  about  C>y(Fig.S9). 


Solution, 
h 


^=/:/-*'^--»=^/:-''^=i7. 


ft > 


A         B 


C D 


Fig.  59. 


2.  Find  the  moment  of  inertia  of  the  entire  circle  (radius  r)  about 
the  diameter  OY  (Fig.  60), 


Fkk6o. 


Solution. 


/  = ./     /  ^ x*dxdy  =  2  /  *•  Vr'  -  *V* 


■  4    64* 


3.  Knd  the  moment  of  inertia  of  the  circular  ring  (outside  radius  r, 
inside  radius  r,)  about  OY  (Fig.  61). 

X 

Solution. 

"■   4    ""    4     "  4  *^  64  ^' 

4-  Find  the  moment  of  inertia  of  an  ellipse 
(semi-axes  a  and  d)  about  the  minor  axis  OY.  Fig.  6x. 
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Solution* 


Equation  of  ellipse  is  -5  +  t^  =  i 


/-♦'.Tnrr* 


.-.    A=   r  r  x'dxdy 

a 


On  the  other  hand,  Ix 


Ttab^ 


§  92.  Moments  of  Inertia  of  Plane  Figures  about  Parallel 
Axes. 

Proposition.  —  The  moment  of  inertia  of  a  plane  figun 
about  an  axis  not  passing  through  its  centre  of  gravity  is  equal 
to  its  moment  of  inertia  about  a  parallel  axis  passing  through  its 
centre  of  gravity  increased  by  the  product  obtained  by  multiply- 
ing the  area  by  the  square  of  the  distance  between  the  two  axes. 

Proof.  — Let  A  BCD 
(Fig.  62)  be  the  surface ;  let 
O  F  be  the  axis  not  passing 
through  the  centre  of  grav- 
ity ;  let  P  be  an  elementary 
area  A^rA^,  whose  co-ordi- 
nates are  OR  =  x  and  RP 
=  y;  and  let  00^  =  a  =  a 
constant  =  distance  be- 
tween the  axes. 
Let  O^R  =  X,  =  abscissa  of  P  with  reference  to  the  axis 
passing  through  the  centre  of  gravity, 

X  ^  a  -{-  Xt 
X*  sn  Xi^  -\-  2axi  +  a* 
/.    x!*^xJ^y  =  Xi'Ax  ^y  +  2ax^^y  +  a^^^y. 


Fig.  6a. 
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Hence,  summing,  and  passing  to  the  limit,  we  have 

Jfx^dxdy  =  ffx^dxdy  +  zaffx^dxdy  +  a^ffdxdy;   (i) 

but  if  we  were  seeking  the  abscissa  of  the  centre  of  gravity 
when  the  surface  is  referred  to  F,  dJF,,  and  if  this  abscissa  be 
denoted  by  Xa,  we  should  have 

_SSx^4xd^. 
*^        Sfdxdy  • 

and,  since  Xo  =  o,  .'.  ffx^dxdy  =  o;  hence,  substituting  this 
value  in  (i),  we  obtain 

ffx'dxdy  =  ffx^dxdy  +  a^ffdxdy,  (2) 

If,  now,  we  call  the  moment  of  inertia  about  O  F,  /,  that 
about  O^  F„  /„  and  let  the  area  =1  A  =  ffdxdy,  we  shall  have 

7=/.  +  ^'^,  (3) 

Q.  E.  D. 

§  93.  Polar  Moment  of  Inertia  of  Plane  Figures.  —  The 
moment  of  inertia  of  a  plane 
figure  about  an  axis  perpen- 
dicular to  tlie  plane  is  equal 
to  the  sum  of  its  moments 
of  inertia  about  any  pair  of  Oy 
rectangular  axes  in  its  plane 
passing  through  the  foot  of 
the  perpendicular. 

Proof.  —  Let  BCD  (Fig. 
63)  be  the  surface,  and  P  an 
elementary    area,    and    let 
OA  =  jr,  AP  =  y^  OP  =  r;  then  the  moment  of  inertia  of 
the  surface  about  OZ  will  be 


SJf^dxdy  =  //(JP»  +  /)dxdy 
Q.  E.  D. 


:  ffx'dxdy  +  fffdxdy  =  /-}-/ 
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Hence  follows,  also,  that  the  sum  of  the  moments  of  inertia 
of  a  plane  surface  relatively  to  a  pair  of  rectangular  axes  in  its 
own  plane  is  isotropic  ;  i.e.,  the  same  as  for  any  other  pair  of 
rectangular  axes  meeting  at  the  same  point,  and  lying  in  its 
plane. 

EXAMPLES. 

I.  To  find  the  moment  of  inertia  of  the  rectangle  (Fig.  59)  about 
an  axis  through  its  centre  perpendicular  to  the  plane  of  the  rectangle. 

Solution. 

Moment  of  inertia  about  YY  =  — , 

12 

Moment  of  inertia  about  an  axis  through  its 


hence 


centre  and  perpendicular  to  YY  =  — ; 

12 


Polar  moment  of  inertia  = 1 =c  —  (A'  +  ^). 

12        12       12 


2.  To  find  the  moment  of  inertia  of  a  circle  about  an  axis  through 
its  centre  and  perpendicular  to  its  plane  (Fig.  60). 

SoluHon. 

Moment  of  inertia  about  OY  ^  — ^ 

4 

Moment  of  inertia  about  OX  =  — ; 

4 
hence 

Polar  moment  of  mertia  =  —  H =  — . 

442 

3.  To  find  the  moment  of  inertia  of  an  ellipse  abotit  an  axis  passing 
through  its  centre  and  perpendicular  to  its  plane. 
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SolutiOfU 
From  example  4,  §  91 9  we  have 

4 


/^ 


ira^b 


wad. 


,\    Polar  moment  of  inertia  =  —  («'  +  ^). 

4 


§  94.  Moments  of  Inertia  of  Plane  Figures  about  Different 
Axes  compared.  —  Given  the  surface  KLM  (Fig.  64),  suppose 
we  have  already  determined  the  quantities 

/  =  Sfx^dxdy,  J  =  fSfdxdy,   K  =  ffxydxdy, 

it  is  required  to  determine,  in  terms  of  them,  the  quantities 

/i  =  Sfx^^dx^dy,,  /,  =  Sfy^^dx^dy^,  K^  =  ffx^y,dx,dy, ; 


the  angles  XO  YaxiA  X,0  F,  being  both 
right  angles,  and  YOY^  =  a. 

We  shall  have,  from  the  ordinary 
equations  for  the  transformation  of  co- 
ordinates, to  be  found  in  any  analytic 
geometry,  the  equations 


*i  =  jc  cos  a  -♦-  J'  sm  o, 
y\^  y  cos  a  —  jc  sin  a, 
*i' =  jc* cos* a -H >^ sin* a  -♦-  2;r^cosasina, 
J'l*  =  j:*  sin*  a  -^  y  cos*  a  —  2xy  cos  a  sin  a, 
*i)'i  =  *y(cos*  a  —  sin*  a)  —  (jp*  —  y )  cos  a  sin  o. 


Fig.  64. 
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Hence 


/i  =  SfxSx^dy^  =  limit  of  ir,»Ai^ 

=  cos'  a  limit  of  'Hos^^A  -f-  sin*  a  limit  of  ^^t^A  + 

2  cos  a  sin  a  limit  of  ^%xy^A 
=  {co%*  a)  ffx*(fxdy  ■+-  (sin^  a)// j^dxdy  + 

2  (cos  a  sin  a)  ffxydxdy, 
J,  :=  ffy,^dx,dy,  =  limit  of  S;',"^^ 

=s  (sin*  a)   limit  of  ^jc^^A  4-  (cos*  a)  limit  of  S>^Ai4  — 

2  (cos  a  sin  a)  limit  of  Xxy^A 
=  (siti*  a)  ffx'dxdy  +  {cos*  a)  ffydxdy  — 

2  (cos  a  sin  a)ffxydxdy, 
Xt  =  Jfx^y^dx^dy^  =  limit  of  Sr,j^,A^ 

=  (cos*  a  —  sin*  a)  limit  of  'IxytkA  —  (cos  a  sin  a)  {limit  of 

2;c*Ay^  -  limit  o{%ftlA\ 
=s  (cos*  a  —  sin*  a)ffxydxdy  —  (cos  a  sin  a)  \SSo^dxdy  — 

SSfdxdy\. 

Or,  introducing  the  letters  /,/,  and  AT,  we  have 

/,  =  /cos*  a  -f-ysin*a  -|-  2^*  cos  a  sin  a,  (i) 

y,  =  /sin*  a  +/cos*a  —  2Arcosasinay  (2) 

K^  =  (/  —  /)  COS  a  sin  a  +  A'(cos*  a  —  sin*  a).  (3) 

The  equations   (i),  (2),  and  (3)  furnish   the   solution   of   the 
problem. 

§95.  Principal  Moments  of  Inertia  in  a  Plane. — In  every 
plane  figure^  a  given  point  being  assumed  as  origin^  there  is  at 
least  one  pair  of  rectangular  axes ^  about  one  of  which  the  moment 
of  inertia  is  a  maximum^  and  a  minimum,  about  the  other;  these 
moments  of  inertia  being  called  principal  moments  of  inertia, 
and  the  axes  about  which  they  are  taken  being  called  principal 
axes  of  inertia. 
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Proof.  —  In  order  that  /„  equation  (i),  §94,  may  be  a  maxi- 
mum or  a  minimum,  we  must  have,  as  will  be  seen  by  di£Eeren- 
tiating  its  value,  and  putting  the  first  differential  co-efficient 
equal  to  zero, 

—  2/cOSasina  +  2/cOSasina  +  2jr(C0S*a  —  Sin^a)  =  o 

/.    ^(cos»  a  —  sin' a)  —  (/  — /)c6sasina  =s  O  (i) 

cosasina               K                  .      f«««             2^         /^\ 
—  tan  2a  =s -.    (2) 


cos»a  —  sin*a      I^J  ^'^7 

Hence,  for  the  value  of  a  given  by  (2),  we  have  /,  a  maximum 
or  a  minimum ;  and  as  there  are  two  values  of  2a  corresponding 
to  the  same  value  of  tan  2a,  and  as  these  two  values  differ  by 
i8o^  the  values  of  a  will  differ  by  90°,  one  corresponding  to  a 
maximum  and  the  other  to  a  minimum. 

Moreover,  when  the  value  of  a  is  so  chosen,  we  have 

as  is  proved  by  equation  (i).  Indeed,  we  might  say  that  the 
condition  for  determining  the  principal  axes  of  inertia  is 

K,  =  o. 

§96.  Axes  of  Symmetry  of  Plane  Figures.  —  An  axis 
which  divides  the  figure  symmetrically  is  always  a  principal 
axis. 

Proof.  —  Let  us  assume  that  the  y  axis  divides  the  surface 
symmetrically ;  then  we  shall  have,  with  reference  to  this  axis, 

K^JJ^xydydx  =  j  /f.y^J'  f  ^^  =  o. 

And,  since  K  is  zero,  the  axis  of  y  is  one  principal  axis,  and  of 
course  the  axis  of  x  is  the  other.  The  same  method  of  reason- 
ing would  show  A"  =  o  if  the  x  axis  were  the  axis  of  symmetry. 
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Hence,  whenever  a  plane  figure  has  an  axis  of  symmetry, 
this  axis  is  one  of  the  principal  axes,  and  the  other  is  at 
right  angles  to  it.  Thus,  for  a  rectangle,  when  the  axis  is  to 
pass  through  its  centre  of  g^vity,  the  principal  axes  are  par- 
allel to  the  sides  respectively,  the  moment  of  inertia  being 
greatest  about  the  shortest  axis,  and  least  about  the  longest. 
Thus  in  an  ellipse  the  minor  axis  is  the  axis  of  maximum, 
and  the  major  that  of  minimum,  moment  of  inertia,  etc.  On 
the  other  hand,  in  a  circle,  or  in  a  square,  since  the  maximum 
and  minimum  are  equal,  it  follows  that  the  moments  of  inertia 
about  all  axes  passing  through  the  centre  are  the  same. 

§97.  Conditions  for  Equal  Values  of  Moment  of  In- 
ertia.—  When  the  moments  of  inertia  of  a  plane  figure  about 
three  different  axes  passing  through  the  same  point  are  the 
same,  the  moments  of  inertia  about  all  axes  passing  through 
this  point  are  the  same. 

Proof.  —  Let  /  be  the  moment  of  inertia  about  OY,  /, 
about  (9F„  /a  about  OF,,  and  let 

YOY,  =  a,        YOY^  =r  p, 
and  let 

/,  =  /.  =  /. 

Then,  from  equation  (i),  §94,  we  have 

1=1  cos*  a   -^  y  sin*  a  -H  2  A!"  cos  a  sin  a, 

/=  /cos*)8  4-/sin*j3  -f  2  AT  cos i3  sin i3. 


Hence 
Hence 


(/  — /)sin»a  =  2jrcosasinay  (i) 

(/  -  /)sin* p  =  2  K cosP  sin/S.  (2) 


(/-/)tana  =  2K,  (3) 

(/-/)tany5=.  2K.  (4) 

And,  since  tan  a  is  not  equal  to  tan  j8,  we  must  have 
/  —  /  =  o        and        X  =  o. 

Hence,  since  AT  =  o  and  I  =:J,wt  shall  have,  from  equa- 
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tion  (i),  §94,  for  the  moment  of  inertia  /'  about  an  axis, 
making  any  angle  6  with  O  Y, 

r  =  /CDS' e  -f  /sin' tf  +  o  =  /.  (5) 

Hence  all  the  moments  of  inertia  are  equal. 

§98.  Components  of  Moments  of  Inertia  of  Solid 
Bodies.  —  Refer  the  body  to  three  rectangular  axes^  OX^  O  Y, 
and  OZ;  and  let  /„  7^  and  /,  represent  its  moment  of  inertia 
about  each  axis  respectively.  Then,  if  r  denote  the  distance  of 
any  particle  from  OZy  we  shall  have 

Ig  =  limit  of  2wf* ; 
but 

r»  =  jp*  +y 

.-.   /,  =  limit  of  Sw(jf*  +y^)  —  limit  of  %wx^  +  limit  of  :Savf.  (i) 

In  the  same  way  we  have 

Ix  =  limit  of  Swj^  +  limit  of  So^z",  (2) 

Jy  =  limit  of  ^wx"  +  limit  of  Sa/«».  (3) 

§99.  Moments    of    Inertia    of    Solids    around    Parallel 

Axes The  moment  of  inertia  of  a  solid  body  about  an  axis 

not  passing  through  its  centre  of  gravity  is  equal  to  its  moment 
of  inertia  about  a  parallel  axis  passing  through  the  centre  of 
gravity,  increased  by  the  product  of  the  entire  weight  of  the 
body  by  the  square  of  the  distance  between  the  two  axes. 

Proof.  —  Refer  the  body  to  a  system  of  three  rectangular 
axes,  OX,  OY,  and  OZ,  of  which  OZ  is  the  one  about  which 
the  moment  of  inertia  is  taken.  Let  the  co-ordinates  of  the 
centre  of  gravity  of  the  body  with  reference  to  these  axes  be 
(-*^«^oi  -s-o).  Through  the  centre  of  gravity  of  the  body  draw  a 
system  of  rectangular  axes,  parallel  respectively  to  OXy  OY,  and 
OZ,    Then  we  shall  have  for  the  co-ordinates  of  any  point 

X  =s  Xq  +  X|, 

y  =^yo  +yi, 

«    =s  J5o    +  «i. 
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Hence 

A  =  limit  of  2a/(je  4-  y)  =  limit  of  Swjc"  +  limit  of  ^wf 
s=  limit  of  2a/(jro  +  x^Y  +  limit  of  ^wi^y^  +  j/,)» 
=  x^  limit  of  2a/  -H  y^  limit  of  Sa/  +  2X0  limit  of  Swx, 

4-  2jo  limit  of  Sa/^,  +  limit  of  ^wx^  ■+-  limit  of  2ajy,* 
=  (-^o*  +  yo)  ^V  +  2JCo  limit  of  Sa/jc,  4-  2^0  limit  of  Say, 

4-  limit  of  2a/r,» 
=  ^o'  ^  +  /«'  +  2X0  limit  of  Swjc,  -H  ay©  limit  of  Say/,. 

But,  since  O^  is  the  centre  of  gravity, 

.'.    Sa/jc,  =  o        and        Sa^x  ss  o. 
Hence 

/,  =  //  4-  Wr-, 

which  proves  the  proposition. 

§  100.  Examples  of  Moments  of  Inertia. 

I.  To  find  the  moment  of  inertia  of  a  sphere  whose  radius  is  rand 
weight  per  unit  of  volume  Wy  about  the  axis  OZ  drawn  through  its  centre. 

Solution, 

Divide  the  sphere  into  thin  slices  (Fig.  65)  by  planes  drawn  perpen- 
dicular to  OZ,  Let  the  distance 
of  the  slice  shown  in  the  figure, 
above  CP  be  s,  and  its  thickness  d%: 
then  will  its  radius  be  >lr*  —  «* ; 
and  we  can  readily  see,  from  ex- 
^  ample  2,  §  93,  that  its  moment  of 
inertia  about  OZ  will  be 


"^^^  -  »•)'  dz. 


FYg.  65. 


Hence  the  moment  of  inertia 
of  the  entire  sphere  about  OZ  will 
be 


I^^w-  J(r»  -  «»)»//«, 
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which  easily  reduces  to 


15 


2.  To  find  the  moment  of  inertia  of  an  ellipsoid  (semi-axes  a^  b^  c) 
about  OZ{F\g.  66). 

Solution. — The  equa- 
tion of  the  ellipsoid  is 

tf»     ^      ^ 


Divide  it  into  thin  slices 
perpendicular  to  OZ,  and 
let  the  slice  shown  in  the 
figure  be  at  a  distance  z 
from  a  Then  will  this 
slice  be  elliptical,  and  its 
semi-axes  will  be 


Fva,  66. 


V^  -  «» 


and 


7  V^  -  «' 


and  from  example  3,  §  93,  we  readily  obtain,  for  its  moment  of  inertia 
about  OZ, 

Hence,  for  the  moment  of  inertia  of  the  ellipsoid  about  OZ,  we 


have 


/.= 


wirab{a 


4^  %K-c  15 


3.  Find  the  moment  of  inertia  of  a  right  circular  cylinder,  length  a, 
radius  r,  about  its  axis. 

Am.    ^HI^. 
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4.  Find  the  moment  of  inertia  of  the  same  about  an  axis  perpen- 
dicular to,  and  bisecting  its  axis.  j,         wirar^  /  >  4-  ^\ 

""'         4     V  3/ 

5.  Find  the  moment  of  inertia  of  an  elliptic  right  cylinder,  length 
2c,  transverse  semi-axes  a  and  b,  about  its  longitudinal  axis. 

Ans,     ??!^V  +  ^). 

2 

6.  Find  the  moment  of  inertia  of  the  same  about  its  transverse 
axis  2b, 


Ans.     2Wirabc[ 


(^7> 


7.  Find  the  moment  of  inertia  of  a  rectangular  prism,  sides  2a,  2^, 
2C,  about  central  axis  2c.  Ans,    %wabc{a*  4-  ^). 

§101.  Centre  of  Percussion.  —  Suppose  we  have  a  body 
revolving,  with  an  angular  velocity  a,  about  an  axis  perpendicu- 
lar to  the  plane  of  the  paper,  and 
passing  through  O,  Join  O  with 
the  centre  of  gravity,  G^  and  take  OG 
as  axis  of  x ;  the  axis  of  y  passing 
through  Oy  and  lying  in  the  plane  of 
the  paper.  If,  with  a  radius  OA  =  r, 
we  describe  an  arc  CA  (Fig.  67),  all 
^^'^'  particles  situated  in  this  arc  have  a 

linear  velocity  or.     The  force  which  would  impart  this  velocity 
to  any  one  of  them,  as  that  at  A,  in  a  unit  of  time,  is 

w 
g 
and  this  may  be  resolved  into  two, 

—ax     and      —ay, 

i  g 

respectively  perpendicular  and  parallel  to  OG,    The  moment  of 
this  force  about  the  axis  is 


i 
hence  the  total  moment  of  the  forces  which  would  impart  to 
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the  body  in  a  unit  of  time  the  angular  velocity  a,  is,  as  has  been 
shown  already, 

2^  =  ^^wr\ 
g        g 

The  resultant  of  the  forces  acting  on  the  body  is 

g 

since,  the   centre  of  gravity  being  on   OC,    it 
Iztfy  z=  o ;  and  hence 

follows   that 

-S2«(y  =  o. 
g 

Hence  the  perpendicular  distance  from  0  to  the  line  of  direc- 
tion of  the  resultant  force  is  measured  along  OG,  and  is 

(0 

g 

and  the  point  of  application  of  the  resultant  force  may  be  con- 
ceived to  be  at  a  point  on  OG  at  a  distance  /  from  O ;  and  this 
point  of  application  of  the  resultant  of  the  forces  which  pro- 
duce the  rotation  is  called  the  Centre  of  Percussion. 

lip  =,  radius  of  gyration  about  the  axis  through  O,  and  if 
Xo  =  distance  from  O  to  the  centre  of  gravity,  we  have 

Hence 

/=^'»    /    =J.a)  =  ^      ...   p.=.v; 

%wx       x^W       x\W  I       Xo 

or,  in  words,  — 

714^  radius  of  gyration  is  a  mean  proportional  between  the 
distance  1,  and  the  distance  Xo,  between  the  axis  of  oscillation  and 
the  centre  of  gravity. 

The  centre  of  percussion  with  respect  to  a  given  axis  of 
oscillation  O  has  been  defined  as  the  point  of  application  of  the 
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resultant  of  the  forces  which  cause  t/ie  body  to  rotate  around  the 
point  O. 

Another  definition  often  given  is,  that  it  is  the  point  at  which, 
if  a  force  be  applied,  there  will  be  no  shock  on  the  cuds  of  oscilla- 
tion; and  these  two  definitions  are  equivalent  to  each  other. 

Let  the  particles  of  the  body  under  consideration  be  con- 
ceived, for  the  sake  of  simplicity,  to  be  distributed  along  a  single 
^  line  AB,  and  suppose  a  force  F  applied  at  D 

(Fig.  68).     Conceive  two  equal  and  opposite 
forces,  each  equal  to  F,  applied  at  C,  the  cen- 
tre of  gravity  of  the  body. 
>j/<^  Then  these  three  forces  are  equivalent  to 

*^^  a  single  force  F  applied  at  the  centre  of  grav- 

ity Cy  which  produces  translation  of  the  whole 
body ;  and,  secondly,  a  couple  whose  moment 
g  is  F{CD)y  whose  effect  is  to  produce  rotation 

FiG.  68.  around  an  axis  passing  through  the  centre  of 

gravity  C,    Under  this  condition  of  things  it  is  evident  that  the 

centre  of  gravity  C  will  have  imparted  to  it  in  a  unit  of  time  a 

p 
forward  velocity  equal  to  -r^  where  M  is  the  entire  mass  of  the 

body ;  the  point  D  will  have  imparted  to  it  a  greater  forward 
velocity ;  while  those  points  on  the  upper  side  of  C  will  have 
imparted  to  them  a  less  and  less  velocity  as  they  recede  from 
Cy  until,  if  the  rod  is  suflSciently  long,  the  particle  at  A  will 
acquire  a  backward  velocity. 

Hence  there  must  be  some  point  which  for  the  instant  in 
question  is  at  rest ;  i.e.,  where  the  velocity  due  to  rotation  is  just 
equal  and  opposite  to  that  due  to  the  translation,  or  about 
which,  for  the  instant,  the  body  is  rotating :  and  if  this  point 
were  fixed  by  a  pivot,  there  would  be  no  stress  on  the  pivot 
caused  by  the  force  applied  at  D. 

An  axis  through  this  point  is  called  the  Instantaneous 
Axis. 
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§  102.  Interchangeability  of  the  Centre  of  Percussion 
and  Centre  of  Oscillation.  —  If  we  take  our  centre  of  percus- 
sion D  as  axis  of  oscillation,  then  will  O  be  the  new  centre  of 
percussion. 

Proof.  —  We  have  seen  (§  loi)  that 

where  /  =  OD^  r^  =  OCy  and  p  =  radius  of  gyration  about  an 
axis  through  O  perpendicular  to  the  plane  of  the  paper. 

Moreover,  *if  p^  represent  the  radius  of  gyration  about  an 
axis  through  C  perpendicular  to  the  plane  of  the  paper,  we  shall 
have  • 

P»  =  Po'  +  x^ 

Xo 

.'.    /  -  :co  =  —  =  CI?. 

Now  if  D  is  taken  as  axis  of  oscillation,  we  shall  have  for  the 
distance  /,  to  the  corresponding  centre  of  percussion, 

Pi'   _  __Pl 


CD      /  -  xo* 

where  p,  =  radius   of  gyration  about  the  axis  of  oscillation 
through  D. 

Hence  the  new  centre  of  percussion  is  at  O,     Q.  E.  D. 

§  103.  Impact  or  Collision.  —  Impact  or  collision  is  a 
pressure  of  inappreciably  short  duration  between  two  bodies. 

The  direction  of  the  force  of  impact  is  along  the  straight  line 
drawn  normal  to  the  surfaces  of  the  colliding  bodies  at  their 
point  of  contact,  and  we  may  caU  this  line  the  line  of  impact. 
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The  action  that  occurs  in  the  case  of  collision  may  be  de- 
scribed as  follows :  at  first  the  bodies  undergo  compression  ; 
the  mutual  pressure  between  them  constantly  increasing,  until, 
when  it  has  reached  its  maximum,  the  elasticity  of  the  mate- 
rials begins  to  overpower  the  compressive  force,  and  restore 
the  bodies  wholly  or  partially  to  their  original  shape  and  dimen- 
sions. 

Central  impact  occurs  when  the  line  joining  the  centres  of 
gravity  of  the  bodies  coincides  with  the  line  of  impact. 

Eccentric  impact  occurs  when  these  lines  do  not  coincide. 

Direct  impact  occurs  when  the  line  along  which  the  relative 
motion  of  the  bodies  takes  place,  coincides  with  the  line  of 
impact. 

Oblique  impact  occurs  when  these  lines  do  not  coincide. 

CENTRAL    IMPACT. 

§  104.  Equality  of  Action  and  Re-action.  —  One  funda- 
mental principle  that  holds  in  all  cases  of  central  impact  is  the 
equality  of  action  and  re-action ;  in  other  words,  we  must  have, 
that,  at  every  instant  of  the  time  during  which  the  impact  is 
taking  place,  the  pressure  that  one  body  exerts  upon  the  other 
is  equal  and  opposite  to  that  exerted  by  the  second  upon  the 
first. 

The  direct  consequence  of  this  principle  is,  that  the  algebraic 
sum  of  the  momenta  of  the  two  bodies  before  impact  remains 
unaltered  by  the  impact,  and  hence  that  this  sum  is  just  the 
same  at  every  instant  of,  and  after,  the  impact. 

If  we  let 

m^,  Wa,  be  the  respective  masses, 
^„   c^,  their  respective  velocities  before  impact, 

z/x,  ^a,  their  respective  velocities  after  impact, 

z/,   z/'',  their  respective  velocities  at  any  given  instant  during 
the  time  while  impact  is  taking  place. 
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then  we  must  have  the  following  two  equations  true ;  viz.,  — 
ntxV^  +  nl^v^  =  m^c,  +  m^c^,  (i) 

mjf  -\-  w,?/'  =  »«i^i  H-  Wa^j.  (2) 

§105.  Velocity  at  Time  of  Greatest  Compression.  —  At 
the  instant  when  the  compression  is  greatest  —  i.e.,  at  the 
instant  when  the  elasticity  of  the  bodies  begins  to  overcome 
the  deformation  due  to  the  impact,  and  to  tend  to  restore  them 
to  their  original  forms  —  the  values  of  z/  and  z/'  must  be  equal 
to  each  other;  in  other  words,  the  colliding  bodies  must  be 
moving  with  a  common  velocity 

t;  =  7/  =  z/'.  (i) 

To  determine  this  velocity,  we  have,  from  equation  (2),  §  104, 
combined  with  (i), 

nil  +  ^3 

§  106.  Co-efficient  of  Restitution.  —  In  order  to  determine 
the  values  z/„  x/,,  of  the  velocities  after  impact,  we  need  two 
equations,  and  hence  two  conditions.  One  of  them  is  fur- 
nished by  equation  (i),  §  104.  The  second  depends  upon  the 
nature  of  the  material  of  the  colliding  bodies,  and  we  may  dis- 
tinguish three  cases :  — 

i^  Inelastic  Impact.  —  In  this  case  the  velocity  lost  up  to 
the  time  of  greatest  compression  is  not  regained  at  all,  and 
the  velocity  after  impact  is  the  common  velocity  z;  at  the  instant 
of  greatest  compression.  In  this  case  the  whole  of  the  work 
used  up  in  compressing  the  bodies  is  lost,  as  none  of  it  is 
restored  by  the  elasticity  of  the  material. 

2°.  Elastic  Impact.  —  In  this  case  the  velocity  regained 
after  the  greatest  compression,  is  equal  and  opposite  to  that 
lost  up  to  the  time  of  greatest  compression  ;  therefore 

V  —  Vi  ^  Ci  -^  V.       (i)  v^  —  V  ^  V  —  c^.     (2) 
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We  may  also  define  this  case  as  that  in  which  the  work  lost 
in  compressing  the  bodies  is  entirely  restored  by  the  elasticity. 
of  the  material,  so  that 

2  3  2  2* 

Either  condition  will  lead  to  the  same  result. 

3®.  Imperfectly  Elastic  Impact.  —  In  this  case  a  part  only 
of  the  velocity  lost  up  to  the  time  of  gjreatest  compression  is 
regained  after  that  time. 

If,  when  the  two  bodies  are  of  the  same  material,  we  call  e 
the  co-efficient  of  restitution,  then  we  shall  so  define  it  that 

Ci  "-  v"  V  ^  c^"    ' 

or,  in  words,  the  co-efficient  of  restitution  is  the  ratio  of  the 
velocity  regained  after  compression  to  that  lost  previous  to 
that  time. 

In  this  case  only  a  part  of  the  work  done  in  producing  the 
compression  is  regained,  hence  there  is  loss  of  energy.  Its 
amount  will  be  determined  later. 

Strictly  speaking,  all  bodies  belong  to  the  third  class ;  the 
value  of  e  being  always  a  proper  fraction,  and  never  reaching 
unity,  the  value  corresponding  to  perfect  elasticity ;  nor  zero, 
the  value  corresponding  to  entire  lack  of  elasticity. 

§  107.  Inelastic  Impact.  —  In  this  case  the  velocity  after 
impact  is  the  common  velocity  at  the  time  of  greatest  com- 
pression ;  hence 

V  ^  v,^v^  (l) 

.-.      2,  =  ?L£!_±JI!2£2.  (2) 

nil  +  ^a 

And  for  the  loss  of  energy  due  to  impact  we  have 

2  2  2 
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which,  on  substituting  the  value  of  v,  reduces  to 


tn^fit^ 


2{m,  +  w,) 


(^.  -  ^a)».  (3) 


§  108.  Elastic  Impact.  —  In  this  case  we  have,  of  course, 
the  condition,  equation  (i),  §  104, 

and,  for  second  equation,  we  may  use  equation  (3),  §  106 ;  viz^ 

— — ^  -^         '  -^  — — —  -^  , 

2222 

Combining  these  two  equations,  we  shall  obtain 

v,^c,-  '^'<"- -  ''\  (I) 

^,  =  ^,  +  '>«'<^>  -  ^').  (2) 

fw,  -I-  /w^ 

We  can  obtain  the  same  result  without  having  to  solve  an 
equation  of  the  second  degree,  by  using  instead  the  equations 
(i)  and  (2)  of  §  106,  together  with  (i)  of  §  104;  i.e.,  — 

V  -^  Vi  ^  Ci  —  V, 
or 

v^  —  V  ^  V  ^  c^^ 
and  (§  105) 

As  the  result  of  combining  these  equations,  and  eliminating 
^,we  should  obtain  equations  (i)  and  (2),  as  above,  for  the  values 
of  v^  and  v^  In  this  case  the  energy  lost  by  the  collision  is 
zero. 
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§  109.  Special  Cases  of  Inelastic  Impact.  —  (a)  Let  the 
mass  w,  be  at  rest    Then  c^  =  o, 

...    V  =      ^'^'  (i) 

«r,  +  m^ 

.• .    Loss  of  energy  =     ^'^'     £s!.  (2) 

fill  -f-  /Wj  2 

(^)  Let  tn^  be  at  rest,  and  let  #«,  =  00 ;  i.e.,  let  the  mass  «, 
strike  against  another  which  is  at  rest,  and  whose  mass  is  in- 
finite.   We  have 

«r,  =  00 ,        r,  =  o, 

.-.    t.  =  -^^  =  o,  (3) 

Loss  of  energy  =  —Ull—  £i!  =  5!i£L,  (4) 

^+1   "  2 

or  the  moving  body  is  reduced  to  rest  by  the  collision,  and  all 
its  energy  is  expended  in  compression. 

(f)  Let  m^c^  =  — Wa^r, ;  i.e.,  let  the  two  bodies  move  towards 
each  other  with  equal  momenta : 


(5) 

tn^Ci     .    tn^c^ 

(«) 

and  the  loss  of  energy  = 

z  a 

the  entire  energy  being  lost. 

§  1 10.  Special   Cases   of  Elastic   Impact.  —  (tf)  Let  the 
mass  Wa  be  at  rest.    Then  f,  =  o. 


^«  +  ^ 
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(*)  Let  m^  be  at  rest,  and  let  w,  =00.    Then  we  have 
h  =  Q, 

.-.     Vx^  c^ 2£i_  =  ^T,  —  2e^  «  -^„  (3) 

^  +  I 

«?,  =  o.  (4) 

Hence  the  moving  body  retraces  its  path  in  the  opposite  direc- 
tion with  the  same  velocity. 

(f)  Let  m^c^  =  —m^c^.  Then  our  equations  of  condition 
become 

MiVi  +  m^v^  =  o, 

2  2  2  2     * 

and  from  these  we  readily  obtain 

Vx  =  — ^„ 

le.,  both  bodies  return  on  their  path  with  the  same  velocity 
with  which  they  approached  each  other. 

§111.  Examples  of  Elastic  and  of  Inelastic  Impact. 

1.  With  what  velocity  must  a  body  weighing  8  pounds  strike  one 
weighing  25  pounds  in  order  to  communicate  to  it  a  velocity  of  2  feet 
per  second,  {a)  when  the  bodies  are  perfectly  elastic,  (^)  when  wholly 
inelastic. 

2.  Suppose  sixteen  impacts  per  minute  take  place  between  two  bodies 
whose  weights  are  respectively  1000  and  1200  pounds,  their  initial  velo- 
cities being  5  and  2  feet  per  second  respectively  :  find  the  loss  of  energy, 
the  bodies  being  inelastic. 

§112.  Imperfect  Elasticity.  —  In  this  case  we  have  the 
relations  (see  §  io6) 

V  —  y,  _  V^''  V  _ 
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where 


V 


ffliCt  -h  fft^t , 


and  we  have  also 


9 


Determining  from  them  the  values  of  z/,  and  v„  we  obtain 
tr,  =  »(i  +  <r)  —  ec^,  (i) 

z;,  =  v(\  +  ^)  —  ^^a,  (a) 

or,  by  substituting  for  v  its  value, 

„^  ^  ^.^^  +  ^.^.  (I  +  0  -  «^  (4) 

These  may  otherwise  be  put  in  the  form 

».  =  ..-(!+  0  —^  (^.  -  ..),       (5) 

t'a  «  ^a  +    (l   +  0  ^ {^f  —  ^a).  (6) 

/W,  +  //la 

Moreover,  we  have  for  the  loss  of  energy  due  to  impact 

2  2 

or 

but,  from  (5)  and  (6)  respectively, 

r,  -  zf.  =  (i  -h  e)m^{c,  -  ^a) 

Wj  4-  »»a 

^3  -  «.,  =   ~   (I   +  ^)^.(^i  -  ^a) 
m,  +  »la 
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2{m,  +  »la) 
.      ^  ^         ^'7'         (r,  -  r,)(l   +  0(^.  -  ^a  +  t'.  -  2^,). 

But,  from  (i)  and  (2), 

z;,  —  z^a  =  — ^(^i  —  ^3) 

or 

^  =  ('  -  **>  .(J!'Z\\  ("•  -  '*>'•  <?> 

When  ^  =  I,  or  the  elasticity  is  perfect,  this  loss  of  energy 
becomes  zero. 

When  ^  zz  o,  or  the  bodies  are  totally  inelastic,  then  the  loss 
of  energy  becomes 

as  has  been  already  shown  in  §  107. 

An  interesting  fact  in  this  connection  is,  that  since  (8)  is 
the  work  expended  in  producing  compression,  and  (7)  is  the 
work  lost  in  all,  therefore  the  work  restored  by  the  elasticity  of 
the  body  is 


t!;;^?^  ('■-'■'•!'  <') 


SO  that  ^■,  or  the  square  of  the  co-efficient  of  restitution,  is  the 
ratio  of  the  work  restored  by  the  elasticity  of  the  bodies,  to 
the  work  expended  in  compressing  the  bodies  up  to  the  time 
of  greatest  compression. 
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§113.    Special  Cases.  —  (a)   Let  m^  be  at  rest,  therefore 
c^  =  o.    Then  we  shall  have 

z,.  «  ,.  i  X  -  2?iiLiLiI  j  ^  c,  mj^sUm.^         ( , ) 
»,  =  (,+  ^)f.       ^-      ,  (a) 

and  for  loss  of  energy 

(^)  When  f«a  =  00 ,  and  c^  =  o,  we  have 

v^  =  -/f^-„  (4) 

^a  =      o, 

^  =  (I  -  ^)  ^.  (S) 

2 

{f)  When  w,^,  =  —m^^,  then 

Z'l  =   — <?^i, 

£  _  (1  —  €^)m,c,{c,  —  f,)  _  (i  ~  €^)m^c^{c^  —  Q 
2  2 


§114.   Values  of   e  as   Determined  by  Experiment.— 
Since  we  have 


e  s= 


c^  —  V 
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we  shall  have,  when  * 

m,  =  00     and      c^  =  o, 

V  =  ^'^'  ^  ^'^»  ==  o. 
Hence 

Now,  if  we  let  a  round  ball  fall  vertically  upon  a  horizontal 
slab  from  the  height  H^  we  shall  have  for  the  velocity  of  ap- 
proach 

and  if  we  measure  the  height  h  to  which  it  rises  on  its  rebound, 
we  shall  have 

Hence 


=  «  ?i  =  v/I 


In  this  way  the  value  of  e  can  be  determined  experimentally 
for  different  substances. 

Newton  found  for  values  of  e:  for  glass,  ||;  for  steel,  |; 
and  Coriolis  gives  for  ivory  from  0.5  to  0.6. 

On  the  other  hand,  if  we  desired  to  adopt  as  our  constant 
the  ratio  of  the  work  restored,  to  the  work  spent  in  compres- 
sion, we  should  have  for  our  constant  ^,  and  hence  the  squares 
of  the  preceding  numbers. 

EXAMPLES, 

I.  If  two  trains  of  cars,  weighing  120000  and  160000  lbs.,  come 
into  collision  when  they  are  moving  in  opposite  directions  with  veloci- 
ties 20  and  15  feet  per  second  respectively,  what  is  the  loss  of  mechan- 
ical effect  expended  in  destroying  the  locomotives  and  cars  ? 
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2.  Two  perfectly  inelastic  balls  approadh*  each  other  with  equal 
velocities,  and  are  reduced  to  rest  by  the  collision ;  what  must  be  the 
ratio  of  their  weights  ? 

3.  Two  steel  balls,  weighing  10  lbs.  each,  are  moving  with  velocities 
5  and  10  feet  per  second  respectively,  and  in  the  same  direction :  find 
their  velocities  after  impact,  the  fastest  ball  being  in  the  rear,  and  over- 
taking the  other ;  also  the  loss  of  mechanical  effect  due  to  the  impact, 
assuming  e  =  0.55. 

§115.  Oblique  Impact. 

Let  Wi,  w,,  be  the  masses  of  the  colliding  bodies ; 
^„  c^y  their  respective  velocities  before  impact ; 
a„  Oa,  the  angles  made  by  ^„  ^„  with  the  line  of  centres ; 
z/„  z/a,  the  components  of  the  velocities  after  impact ; 
r,  cos  a„  c^  cos  oa,  the  components  of  ^„  c^y  along  the  line  of 

centres ; 
c^  sin  a„  c^  sin  a,,  the  components  of  ^„  c^^  at  right  angles  to 

the  liwe  of  centres  ; 
V  the  common  component  of  the  velocity  at  the  instant  of 

greatest  compression  along  line  of  centres ; 
z/,  z/',  actual  velocities  after  impact ; 
a ,  d\  angles  they  make  with  line  of  centres  ; 
Vci  vj\  actual  velocities  when  compression  is  greatest ; 
o/>  f^c"j  angles  they  make  with  line  of  centres. 

Then  we  shall  tiave,  by  proceeding  in  the  same  way  as  was  done 
in  §112, 

Vi  =  r,  COSa,  —   (l  +  e) ^2 (f,  cosa,  —  ^aCOSa^),     (l) 

^1  +  ^a 


V^  =  ^aCOSOa  +   (l   -f-  0 ^ (^|COSa,  —  ^jCOSOa),     (2) 
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ff  ^ 

Vz'i'  +  ^i'  sin»  a„ 

(3) 

t/'» 

Vz'a*  +  ^a*sin»«w 

(4) 

COSa'  = 

(5) 

COS  a'  s= 

(6) 

V  =s 

»l,r,  COSa,  4-  Wa^aCOSOa 

(7) 

v/  = 

^v"  +  i:,«sin'a„ 

(8) 

Vc"^ 

V^^  H-  ^a*sin»<H, 

(9) 

COS  aj  = 

(lo) 

COSOc''  = 

(") 

And  for  the  energy  lost  in  impact,  we  have 

£=  (l   -  ^)_-^l^i-_(f,COSa,  -  ^aCOSc^)^  (12) 

When  the  bodies  are  perfectly  elastic, 
(f  =  I, 
and  equations  (i),  (2),  and  (12)  become  respectively 

Vi  =  r,  cos  ai ' (^j  cos  a,  —  C2  COS  a,), 

Vj  s  C^  cos  Oa  H ^ —  (^,  COS  a,  —  ^a  COS  a,), 

Wi  "f-  ^a 

ine  rest  remain  the  same  in  form. 

'^cn  the  bodies  are  totally  inelastic, 
^  s=  o. 


Digitized  by 


Google 


136  APPLIED  MECHANICS, 

and  equations  (i),  (2),  and  (12)  become  respectively 

V^  =  r,  COSa, ^2 (r,COSa,  —  i^aCOSa,), 

tf,  s=  r,  COS  Oa  H 5 (^,  COS  O,   —  r,  COS  O,), 

^1   4"  ^a 

^  =  L_2 (^j  COS  a,  —  ^a  COSOa)*. 

The  rest  remain  the  same  in  form. 

§116.   Impact  of  Revolving  Bodies.  —  Let  the  bodies  ^4 
and  B  revolve  about  parallel  axes,  and  impinge  upon  each  other. 
Draw  a  common   normal  at  the  point  of  contact      This 
common  normal  will  be  the  line  of  impact. 
Let  €,  =  angular  velocity  of  A  before  impact, 
ca  =  angular  velocity  of  B  before  impact, 
<t),  =  angular  velocity  of  A  after  impact, 
CO,  =  angular  velocity  of  B  after  impact, 
a^  =  perpendicular  from  axis  of  A  on  line  of  impact, 
a^  z=  perpendicular  from  axis  of  B  on  line  of  impact, 
/,  =:  moment  of  inertia  of  A  about  its  axis, 
/,  =:  moment  of  inertia  of  B  about  its  axis. 

Then  we  shall  have 

tf  ,€,  =  ^,  =  linear  velocity  of  A  at  point  of  contact  before  impact ; 

fltjCj  =  r,  =  linear  velocity  of  ^  at  point  of  contact  before  impact; 

tfjw,  ^  Vi  =  linear  velocity  of -^  at  point  of  contact  after  impact; 

^,0),  =  z;,  =  linear  velocity  of  ^  at  point  of  contact  after  impact ; 

-^  =  (  — ^  |-^  =  actual  energy  oi  A  before  impact: 

/« *        f  I  \c* 

-^-^  =  I  — ^  |-^  =  actual  energy  of  B  before  impact ; 

-J^  =  (-^  )—  =  actual  energy  of -^  after  impact; 

-^^  =  ( -^  |-^  =  actual  energy  of  ^  after  impact: 

2g  \«aV2^ 
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Hence  it  follows  that  we  have  the  case  explained  in  §  112  for 
imperfectly  elastic  impact,  provided  only  we  write 

— ^  instead  of  m^g    and     -2-  instead  of  tn^g. 

Hence  we  shall  have 

o>i  =  c.  -  «i(«.€,  -  tfac,)  '  (i  -h  e),      (i) 

«,=€,    +   tfa(«.€,    -    ^a€a),      ^     .'     ,         (l    +  0,  (2) 

The  case  of  perfect  elasticity  is  obtained  by  making  ^  =  i. 
The  case  of  total  lack  of  elasticity  is  obtained  by  making 
^  =  0. 

In  the  latter  case  the  loss  of  energy  is 

^g  I,a>  +  /aax>'  ^^^ 

as  can  be  seen  by  substituting  the  proper  values  in  equation  (8), 

§112. 
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CHAPTER  III. 
ROOF'TRUSSES. 

§  117.  Definitions  and  Remarks. —  The  term  *' truss''  may 
be  applied  to  any  framed  structure  intended  to  support  a  load. 

In  the  case  of  any  truss,  the  external  loads  may  be  applied 
only  at  the  joints,  or  some  of  the  truss  members  may  support 
loads  at  points  other  than  the  joints. 

In  the  latter  case  those  members  are  subjected,  not  merely 
to  direct  tension  or  compression,  but  also  to  a  bending-action, 
the  determination  of  which  we  shall  defer  until  we  have  studied 
the  mode  of  ascertaining  the  stresses  in  a  loaded  beam ;  and 
we  shall  at  present  confine  ourselves  to  the  consideration  of 
the  direct  stresses  of  tension  and  compression. 

For  this  purpose  any  loads  applied  "between  two  adjacent 
joints  must  be  resolved  into  two  parallel  components  acting  at 
those  joints,  and  the  truss  is  then  to  be  considered  as  loaded  at 
the  joints.  By  this  means  we  shall  obtain  the  entire  stresses  in 
the  members  whenever  the  loads  are  concentrated  at  the  joints; 
and,  when  certain  members  are  loaded  at  other  points,  our  re- 
sults will  be  the  direct  tensions  and  compressions  of  these  mem- 
bers, leaving  the  stresses  due  to  bending  yet  to  be  determined. 

A  tie  is  a  member  suited  to  bear  only  tension. 

A  strut  is  a  member  suited  to  bear  compression. 

§  118.  Frames  of  Two  Bars.  —  Frames  of  two  bars  may 
consist,  (i)  of  two  ties  (Fig.  69),  (2)  of  two  struts  (Fig.  70), 
(3)  of  a  strut  and  a  tie  (Fig.  71). 
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Case  I.    Two    Ties  (Fig.  69).  —  Let   the  load  be  repre- 
sented graphically  by  CF  =zlV.    - 
Then  if    we   resolve  it  into 

two  components,  CD  and  C£,         \  ^^^ 

acting  along  CB  and  CA  re- 
spectively, CD  will  represent 
graphically  the  puU  or  tension 
in  the  tie  CB,  and  CE  that  in 
the  tie  CA. 

The  force  acting  on  CB  at 
B  is  equal  and  opposite  to 
CD,  while  that  acting  on  CA  at  A  is  equal  and  opposite  to  CE. 

To  compute  these  stresses  analytically,  we  have 


Fig.  69. 


CjSz=:  cySinCy^^  ^ 


sin/ 


sm  CEF  sin(/  +  /,)' 


CD:=^  CF 


sinCFD 


=  W- 


sin/, 


sin  CDF  sin(i  +  /,) 


Case  II.   7w^  Struts  (Fig. 


Fk5.  70. 


CE  ^  W 


70).  —  Let  the  load  be  repre- 
sented graphically  by  CF=  W^. 
Then  will  the  components  CD 
and  CE  represent  the  thrusts 
in  the  struts  CB  and  CA  re- 
spectively, and  the  re-actions 
of  the  supports  at  B  and  A 
will  be  equal  and  opposite  to 
them.  For  analytical  solution, 
we  derive  from  the  figure 


sm/, 


sin(/  -f-  i,y 


cz>=  w 


sm/ 


sin(/  -f-  /,) 


Case  III.  A  Strut  and  a  Tie  (Fig.  71).  — Let  the  load  be 
represented  graphically  by  CF=  W.  Resolve  it,  as  before, 
into  components  along  the  members  of  the  truss.     Then  will 
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CE  represent  the  tension  in  the  tie  AC^  and  CD  will  represent 
the  thrust  in  the  strut  BC ;  and  we  may 
deduce  the  analytical  formulae  as  before. 

§  1 19.  Stability  for  Lateral  Deviations. 
—  In  Case  I,  if  the  joint  C  be  moved  a  little 
out  of  the  plane  of  the  paper,  the  load  at 
C  has  such  a  direction  that  it  will  cause  the 
truss  to  rotate  around  AB  so  as  to  return  to 
its  former  position  ;  hence  such  a  frame  is 
stable  as  regards  lateral  deviations. 

In' Case  II   the  effect  of  the  load,  if  C 

Fig.  7x.  \itx^  movcd  a  little  out  of  the  plane  of  the 

paper,  would  be  to  cause  rotation  in  such  a  way  as  to  overturn 

the  truss;   hence  such  a  frame  is  unstable  as  regards  lateral 

deviations. 

In  Case  III  the  stability  for  lateral  deviations  will  depend 
upon  whether  the  load  CF  =  fT  is  parallel  to  AB^  is  directed 
away  from  it  or  towards  it  If  the  first  is  the  case  (i.e.,  if  A  is 
the  point  of  suspension  of  the  tie),  the  frame  is  neutral,  as  the 
load  has  no  effect,  either  to  restore  the  truss  to  its  former  posi- 
tion, or  to  overturn  it ;  if  the  second  is  the  case  (i.e.,  if  A^  is 
the  point  of  suspension  of  the  tie),  the  truss  is  stable ;  and,  if 
the  third  is  the  case  (i.e.,  if  A^  is  the  point  of  suspension  of  the 
tie),  it  is  unstable  as  regards  lateral  deviations. 

§  120.  General  Methods  for  Determining  the  Stresses  in 
Trusses.  —  In  the  determination  of  the  stresses  as  above,  it 
would  have  been  sufficient  to  construct  only  the  triangle  CFD 
by  laying  off  C7^=  W  X,o  scale,  and  then  drawing  CD  parallel 
to  CB,  and  FD  parallel  to  CA,  and  the  triangle  CFD  would  have 
given  us  the  complete  solution  of  the  problem.  Moreover,  the 
determination  of  the  supporting  forces  of  any  truss,  and  of  the 
stresses  in  the  several  members,  is  a  question  of  equilibrium. 
Adopting  the  following  as  definitions,  viz.,  — 
External  forces  are  the  loads  and  supporting  forces, 
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Internal  forces  are  the  stresses  in  the  members : 
we  must  have 

i"*.  The  external  forces  must  form  a  balanced  system ;  le., 
the  supporting  forces  must  balance  the  loads. 

2°.  The  forces  (external  and  internal)  acting  at  each  joint 
of  the  truss  must  form  a  balanced  system ;  Le.,  the  external 
forces  (if  any)  at  the  joint  must  be  balanced  by  the  stresses  in 
the  members  which  meet  at  that  joint. 

3°.  If  any  section  be  made,  dividing  the  truss  into  two  parts, 
the  external  forces  which  act  upon  that  part  which  lies  on  one 
side  of  the  section,  must  be  balanced  by  the  forces  (internal) 
exerted  by  that  part  of  the  truss  which  lies  on  the  other  side 
of  the  section,  upon  the  first  part. 

The  above  three  principles,  the  triangle,  and  polygon  of 
forces,  and  the  conditions  of  equilibrium  for  forces  in  a  plane, 
enable  us  to  determine  the  stresses  in  the  different  members 
of  roof  and  bridge  trusses. 

§121.  Triangular  Frame.  —  Given  the  triangular  frame 
ABC  (Fig.  72),  and  given  the  load  fT  at  C  in  magnitude  and 
direction,  given  also  the  ^ 
direction  of  the  support- 
ing force  at  B,  to  find  the 
magnitude  of  this  support- 
ing force,  the  magnitude 
and  direction  of  the  other 
supporting  force,  and  the 
stresses  in  the  member?. 

Solution. — Join  A 
with  D,  the  point  of  inter-  Rg.  7a. 

section  of  the  line  of  direction  of  the  load  and  the  line  BE, 
Then  will  DA  be  the  direction  of  the  other  supporting  force  ; 
for  the  three  external  forces,  in  order  to  form  a  balanced  sys- 
tem, must  meet  in  a  point,  except  when  they  are  parallel. 
Then  draw  ab  to  scale,  parallel  to  CD  and  equal  to  W,     From 
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a  draw  ac  parallel  to  BD,  and  from  b  draw  be  parallel  to  AD; 
then  will  the  triangle  abca  be  the  triangle  of  external  forces, 
the  sides  ab^  be,  and  ca,  taken  in  order,  representing  respectively 
the  load  W,  the  supporting  force  at  A,  and  the  supporting  force 
at  B. 

Then  from  a  draw  ad  parallel  to  BQ  and  from  c  draw  cd 
parallel  to  AB;  then  will  the  triangle  acd  be  the  triangle  of 
forces  for  the  joint  B,  and  the  sides  ca,  ad,  and  dc,  taken  in 
order,  will  represent  respectively  the  supporting  force  at  B,  the 
force  exerted  by  the  bar  BC  at  the  point  B,  and  the  force 
exerted  by  the  bar  AB  at  the  point  B, 

Since,  therefore,  the  force  ad  exerted  by  the  bar  CB  at  B 
is  directed  away  from  the  bar,  it  follows  that  CB  is  in  compres- 
sion ;  and,  since  the  force  dc  exerted  by  the  bar  AB  at  B  is 
directed  towards  the  bar,  it  follows  that  AB  is  in  tension. 

In  the  same  way  bdc  is  the  triangle  of  forces  for  the  point 
A ;  the  sides  be,  cd,  and  db  representing  respectively  the  sup- 
porting force  at  A,  the  force 
exerted  by  the  bar  AB  at  A, 
and  the  force  exerted  by  the 
bar  AC  at  A. 

The  bar  AB  is  again  seen  to 
be  in  tension,  as  the  force  cd 
exerted  by  the  bar  AB  at  A  is 
directed  towards  the  bar. 

So  likewise  the  triangle  abd 
is  the  triangle  of  forces  for  the 
point  C 

Fig.  73  shows  the  case  when 
the  load-line   above,    instead  of 


Fig.  73. 

supporting  forces   meet 


the 

below,  the  truss. 

§  122.  Triangular  Frame  with  Load  and  Supporting 
Forces  Vertical.  —  Fig.  74  shows  the  construction  when  the 
load  and  also  the  supporting  forces  are  vertical.     In  this  case 
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the  stress  diagrams  of  roof* 


the  diagram  becomes  very  much  simplified,  the  triangle  of 
external  forces  abd  becom- 
ing a  straight  line.  The 
diagram  is  otherwise  con- 
structed just  like  the  last 
one. 

§  123.  Bow's  Notation. 
—  The  notation  devised  by 
Robert  H.  Bow  very  much 
simplifies  the  construction  of 
trusses. 

This  notation  is  as  follows :  Let  the  radiating  lines  (Fig.  75) 
represent  the  lines  of  action  of  a  system  of  forces  in  equilib- 
rium, and  let  the  polygon  abcdefa  be  the  polygon  representing 

these  forces  in  magnitude 
and  direction  ;  then  denote 
the  sides  of  the  polygon 
in  the    ordinary  way,   by 
placing  small  letters  at  the 
vertices,  but    denote    the 
radiating  lines  by  capital 
letters  placed  in  the  angles. 
Thus  the  line  AB  is  the 
line   of    direction    of    the 
force  ah,  etc.     In  applying  the  notation  to  roof-trusses,  we  letter 
the  truss  with  capital  letters  in  the  spaces,  and  the  stress  dia- 
gram with  small  letters  at  the  vertices.     If,  then,  in  drawing 
the  polygon  of  equilibrium  for  any  one  joint  of  the  truss,  we 
lake  the  forces  always  in  the  same  order,  proceeding  always 
in  right-handed  or  always  in  left-handed  rotation,  we  shall  be 
led  to  the  simplest  diagrams.     Hereafter  this  notation  will  be 
used  exclusively  in  determining  the  stresses  in  roof-trusses. 

1 124.  Isosceles  Triangular  Frame:  Concentrated  Load 
(Fig.  76.)  —  Let  the  load  fT  act  at  the  apex,  the  supporting 
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Fto.  76. 


forces  being  vertical ;  each  will  be  equal  to  \  W:  hence  the 
polygon  of  external  forces  will  be  the  triangle  cAc^  the  sides  of 

which,  ab^  6c,  and  ca,  all  lie  in 
one  straight  line.  Then  begin 
at  the  left-hand  support,  and 
proceed  again  in  right-handed 
rotation,  and  we  have  as  the  tri- 
angle of  forces  at  this  joint  f^^, 
the  forces  ca,  ad,  and  dc,  these 
being  respectively  the  support- 
ing force,  the  stress  in  AD,  and 
that  in  DC;  the  directions  of 
these  forces  being  indicated  by 
the  order  in  which  the  letters  follow  each  other :  thus,  ca  is  an 
upward  force,  ^  is  a  downward  force ;  and,  this  being  the 
force  exerted  by  the  bar  AD  at  the  left-hand  support,  we  con- 
clude that  the  bar  AD  is  in  compression.  Again  :  dc  is 
directed  towards  the  right,  or  towards  the  bar  itself,  and  hence 
the  bar  DC  is  in  tension.  The  triangle  of  forces  for  the  other 
support  is  dcd,  and  that  for  the  apex  add. 

§  125.  Isosceles  Triangular  Frame:  Distributed  Load.— 
Let  the  load  W  be  uniformly  distributed  over  the  two  rafters 
AF  and  FB  (Fig.  77) ;  then  will 
these  two  rafters  be  subjected  to 
a  direct  stress,  and  also  to  a  bend- 
ing action :  and  if  we  resolve  the 
load  on  each  rafter  into  two  com- 
ponents at  the  ends  of  the  rafter, 
then,  considering  these  components 
as  the  loads  at  the  joints,  we  shall 
determine  correctly  by  our  diagram  the  direct  stresses  in  all 
the  bars  of  the  truss. 

The  load  distributed  over  AF  is  — ;  and  of  this,  one-half  is 
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the  compaoent  at  the  support,  and  one-half  at  the  apex,  and 

W 

similarly  for  the  other  rafter.     This  gives  as  our  loads,  —  at 

4 

each  support,  and  —  at  the  apex.    The  polygon  of  external 
forces  is  eabede,  where  the  sides  are  as  foUows : — 
W 


A 


ic^^,    cd«^,    dc^^, 
423 


Then,  beginning  at  the  left-hand  support,  we  shall  have  for  the 

W 
polygon  of  forces  the  quadrilateral  deafd^  where  de  =  —  =  sup- 

2 

porting  force,  «i  =  —  =  downward    load    at    support,   af  == 

4 
stress  in  AF  (compression),  fd  ^  stress  in  FD  (tension).     The 
polygon  for  the  apex  is  abf,  and  that  for  the  right-hand  support 
cdfbc 

§  126.  Polygonal  Frame.  —  Given  a  polygonal  frame  (Fig. 
78)  formed  of  bars  jointed  together  at  the  vertices  of  the  angles, 
and  free  to  turn  on  these  joints, 
it  is  evident,  that,  in  order  that 
the  frame  may  retain  its  form, 
it  is  necessary  that  the  direc- 
tions of,  and  the  proportions 
between,  the  loads  at  the  dif- 
ferent joints,  should  b^  speci- 
ally adapted  to  the  g^ven  form : 
otherwise  the  frame  will  change 
its  form.  We  will  proceed  to 
solve  the  following  problem: 
Given  the  form  of  the  frame, 
the  magnitude  of  one  load  as  AB,  and  the  direction  of  all  the 
external  forces  (loads  and  supporting  forces)  except  one,  we 
shall  have  efficient  data  to  determine  the  magnitudes  of  all» 
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and  the  direction  of  the  remaining  external  forces,  and  also  the 
stresses  in  the  bars 

Let  the  direction  of  all  the  loads  be  given,  and  also  that  of 
the  supporting  force  EF^  that  of  the  supporting  force  AF  being 
thus  far  unknown;  and  let  the  magnitude  of  AB  be  given. 
Then,  beginning  at  the  joint  ABG^  we  have  for  triangle  of 
forces  abg  formed  by  drawing  ab  ||  and  =  ABy  then  drawing 
ga  II  AGy  and  bg  ||  BG ;  ga  and  bg  both  being  thrusts.  Then, 
passing  to  the  joint  BCG^  we  have  the  thrust  in  BG  already 
determined,  and  it  will  in  this  case  be  represented  by  gb.  If, 
now,  we  draw  be  ||  BC^  and  gc  ||  GC^  we  shall  have  determined 
the  load  BC  as  bc^  and  we  shall  have  eg  and  gb  as  the  thrusts 
in  CG  and  GB  respectively.  Continuing  in  the  same  way,  we 
obtain  the  triangles  gcd^  gde^  and  gfey  thus  determining  the 
magnitudes  of  the  loads  cd^  de,  and  of  the  supporting  force  ef; 
and  then  the  triangle  ^/i^,  formed  by  joining  a  and/,  gives  us  af 
for  the  magnitude  and  direction  of  the  left-hand  support.  The 
polygon  abcdefa  of  external  forces  is  called  the  Force  Polygon, 
while  the  frame  itself  is  called  the  Equilibrium  Polygon, 

§  127.  Polygonal  Frame  with  Loads  and  Supporting 
Forces  Vertical.  —  In  this  case  (Fig.  79)  we  may  give  the 

form  of  the  frame  and  the  mag- 
nitude of  one  of  the  loads,  to 
determine  the  other  loads  and 
the  supporting  forces,  and  also 
the  stresses  in  the  bars ;  or  we 
may  give  the  form  of  the  frame 
and  the  magnitude  of  the  re- 
sultant of  the  loads,  to  find  the 
loads  and  supporting  forces.  In 
the  former  case  let  the  load  AB 
be  given.  Then,  proceeding  in 
the  same  way  as  before,  we  find  the  diagram  of  Fig,  79 ;  the 
polygon  of  external  forces  a^^^^!^  falling  all  in  one  straight  line. 
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If,  on  the  other  hand,  the  whole  load  ae  be  ^iven,  we  observe 
that  this  is  borne  by  the  stresses  in  the  extreme  bars  AG  and 
GE;  hence,  drawing  ag  ||  AG^  and  eg  ||  EGy  we  find  eg  diXid  ga 
as  the  stresses  in  EG  and  GA  respectively.  Then,  proceeding 
to  the  joint  ABG,  we  find,  since  ga  is  the  force  exerted  by 
GA  at  this  point,  that,  drawing  gb  ||  GB,  we  shall  have  ab  as 
the  part  of  the  load  acting  at  the  joint  ABG^  etc. 

§  128.  Funicular  Polygon.  —  If  the  frame  of  Fig.  79  be 
inverted,  we  shall  have  the 
case  of  Fig.  80,  where  all 
the  bars,  except  FG,  are  sub- 
jected to  tension ;  FG  itself 
being  subjected  to  compres- 
sion. The  construction  of  the 
diagram  of  stresses  being  en- 
tirely similar  to  that  already 
explained  for  Fig.  79,  the  ex- 
planation will  not  be  repeated 
here.  If  the  compression 
piece  be  omitted,  the  case 
becomes  that  of  a  chain  hung 
at  the  upper  joints  (the  supporting  forces  then  becommg  iden- 
tical with  the  tensions  in  the  two  extreme  bars),  the  line  gf 
would  then  be  omitted  from  the  diagram,  and  the  polygon  of 
external  forces  would  become  abcdega, 

§  129.  Triangular  Truss :  Wind  Pressure.  —  Inasmuch  as 
the  pressure  of  the  wind  on  a  roof  has  been  shown  by  experi- 
ment to  be  normal  to  the  roof  on  the  side  from  which  it  blows, 
we  will  next  consider  the  case  of  a  triangular  truss  with  the 
load  distributed  over  one  rafter  only,  and  normal  to  the  rafter. 


Fig.  80. 


There  may  be  three  cases  :  — 

I®.  When  there  is  a  roller  under  one  end,  and  the  wind 
blows  from  the  other  side 
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2°.  When  there  is  a  roller  under  one  end,  and  the  wind 
blows  from  the  side  of  the  roller. 

3°.  When  there  is  no  roller  under  either  end. 
The  last  arrangement  should  always  be  avoided  except  ip 
small  and  unimportant  constructions;  for  the  presence  of  a 
roller  under  one  end  is  necessary  to  allow  the  truss  to  change 
its  length  with  the  changes  of  temperature,  and  to  prevent  the 
stresses  that  would  occur  if  it  were  confined. 

Case  I.  —  Using  Bow's  notation,  we  have  (Fig.  8i)  the 

whole  load  represented 
in  the  diagram  by  db. 
Its  resultant  acts  at  the 
middle  of  the  rafter 
AE^  whereas  the  sup 
porting  force  at  the 
right-hand  end  is  (io 
consequence  of  the  pres- 
ence of  the  roller)  verti- 
cal. Hence,  to  find  the 
line  of  action  of  the  other 
supporting  force,  pro- 
duce the  line  of  action 
of  the  load  till  it  meets 
a    vertical    line    drawn 

through  the  roller,  and  join  their  point  of  intersection  with  the 

support  where  there  is  no  roller.     We  thus  obtain  CD  as  the 

line  of  action  of  the  left-hand  support. 

We  can  now  determine  the  magnitude  of  the  supporting 

forccjs  be  and  cd  by  constructing  the  triangle  bcdb  of  external 

forces. 

Now  resolve  the  normal  distributed  force  db  into  two  single 

forces  (equal  to  each  other  in  this  case),  da  and  ab  respectively, 

acting  at  the  left-hand  support  and  at  the  apex* 
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Now  proceed  to  the  left-hand  support.  We  find  four  forces 
in  equilibrium,  of  which  two  are  entirely  known ;  viz.,  cd  and 
da:  hence,  constructing  the  quadrilateral  cdaec^  we  have  ae  as 
the  thrust  in  AE^  and  ec  as  the  tension  in  EC. 

Next  proceed  to  the  apex,  and  construct  the  triangle  of 
equilibrium  abea,  and  we  obtain  be  as  the  thrust  in  BE. 

The  triangle  bceb  is  then  the  triangle  of  equilibrium  for  the 
right-hand  sup- 
port. 

Case  II.  — 
In  this  case 
(Fig.  82)  we  fol- 
low the  same 
method  of  pro- 
cedure, only  the 
point  of  inter- 
section of  the 
load  and  sup- 
porting forces 
is  above,  instead  of  below,  the  truss.     The  figure  explains  itself 

so  fully  that  it  is  unnecessary  to 

explain  it  here. 

Case  III.  —  In  this  case  the 
supports  are  capable  of  exerting 
resistance  in  any  direction  what- 
ever ;  so  that,  if  any  circumstance 
should  determine  the  direction 
of  one  of  them,  that  of  the  other 
would  be  determined  also.  When  there  is  no  such  circum- 
stance, it  is  customary  to  assume  them  parallel  to  the  load 
(Pig-  83).  Making  this  assumption,  we  begin  by  dividing  the 
line  db,  which  represents  the  load,  into  two  parts,  inversely 
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proportional  to  the  two  segments  into  which  the  line  o£  action 
of  the  resultant  of  the  load  (the  dotted  line  in  the  figure) 
divides  the  line  EC,  We  thus  obtain  the  supporting  forces  he 
and  cd^  and  bcdb  is  the  triangle  of  external  forces.  We  then 
follow  the  same  method  as  in  the  preceding  cases. 

§  130.  General  Determination  of  the  Stresses  in  Roof- 
Trusses.  —  In  order  to  compute  the  stresses  in  the  different 
members  of  a  roof-truss,  it  is  necessary  first  to  know  the 
amount  and  distribution  of  the  load. 

This  consists  generally  of  — 

i^  The  weight  of  the  truss  itself. 

2®.  The  weight  of  the  purlins,  jack-rafters,  and  superin- 
cumbent roofing,  as  the  planks,  slate,  shingles,  felt,  etc. 

3°.  The  weight  of  the  snow. 

4®.  The  weight  of  the  ceiling  of  the  room  immediately 
below  if  this  is  hung  from  the  truss,  or  the  weight  of  the 
floor  of  the  loft,  a^d  its  load,  if  it  be  used  as  a  room. 

5°.  The  pressure  of  the  wind;  and  this  may  blow  from 
either  side. 

6^  Any  accidental  load  depending  on  the  purposes  for  which 
the  building  is  used.  As  an  instance,  we  might  have  the  case 
where  a  system  of  pulleys,  by  means  of  which  heavy  weights 
are  lifted,  is  attached  to  the  roof. 

In  regard  to  the  first  two  items,  and  the  fourth,  whenever 
the  construction  is  of  importance,  the  actual  weights  should 
be  determined  and  used.  In  so  doing,  we  can  first  make  an 
approximate  computation  of  the  weight  of  the  truss,  and  use  it 
in  the  computation  of  the  stresses ;  the  weights  of  the  ceiling 
or  of  the  floor  below  being  accurately  determined.  After  the 
stresses  in  the  different  members  have  been  ascertained  by  the 
use  of  these  loads,  and  the  necessary  dimensions  of  the  mem- 
bers determined,  we  should  compute  the  actual  weight  of  the 
truss;  and  if  our  approximate  value  is  sufficiently  diCEerent 
from  the  true  value  to  warrant  it,  we  should  compute  again 


Digitized  by 


Google 


STRESSES  IN  ROOF-TRUSSES. 


151 


the  stresses.    This  second  computation  will,  however,  seldom  be 
necessary. 

In  making  these  computations,  the  weights  of  a  cubic  foot 
of  the  materials  used  will  be  needed ;  and  average  values  are 
given  in  the  following  table  with  sufficient  accuracy  for  the 
purpose. 


Wdckt  of  somb  Bdiu>ing  Ma- 
terials PB»  Cubic  Foot. 

Pbunds. 

Wbight  of  Slatimg  per  Square 

Foot. 

According  to  Trautwine. 

Pounds. 

Timber. 
Chestnut 

41 
25 
41 
59 
49 
25  to  30 

45 
25*030 

450 
480 
490 

80  to  90 

103 
5  to  12 
15  to  50 
140  to  180 

i  inch  thick  on  laths     .    .    . 
i    •«        •«      "  I-inch  boards. 

1       «               M           «     |1     «               (1 

VV  •*        ••      ••  laths      .    .    . 
VV  "       «      •*  I-inch  boards, 
A  "         «       a  ,|  «         .1       , 
i    •«        «      «  laths      .    .    . 
i   **       "      «  I-inch  boards, 
i   -       «      «  li  «       «      . 
With  slatmg-felt  add     .    .    . 
With  i-inch  mortar  add     .    . 

4.75 
6.75 

Hemlock 

7-30 

Maple 

7.00 

Oak,  live 

9.00 

Oak,  white 

9-55 

Pine,  white 

9.25 

Pine,  yellow.  Southern      .    . 

11.25 
11.80 

Iron. 

ilb. 
3  lbs. 

Iron,  cast 

Number  of  Nails  m  One  Pound. 

Iroo,  wrought  .••••• 

No. 

Steel 

Other  Substances. 
Asphaltum r    - 

3-P«nny  

4     "       

6     "      

8     «      

10     "      

12     "      

450 
340 
150 
100 
60 
40 

Mortar,  hardened     .    . 
Snow,  freshly  fallen 
Snow,  compacted  by  rain 
Slate 

20     "      

25 

As  to  the  weight  of  the  snow  upon  the  roof,  Stoney  recom- 
mends the  use  of  20  pounds  per  square  foot  in  moderate 
climates ;  and  this  would  seem  to  the  writer  to  be  borne  out  by 
the  experiments   of  Trautwine  as  recorded  in  his  handbook, 
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2  sin  ^ 
^=^»i  +  sin'6^' 

where  /  =  intensity  of  normal  pressure  <>n  roof,  /,  =  intensity 
of  piessure  on  a  plane  Ofirmal  to  the  direction  of  the  wind. 
(p)  Hotton's  formula, 

/=/,  (sin  ^)«.84COt5-x 

Unwin  claims  that  this  and  Duchemin's  formula  give  nearly 
the  same  results  for  all  angles  of  inclination  greater  than  15°. 

The  following  table  gives  the  results  obtained  by  the  use  of 
each,  on  the  assumption  that  p^  =  40 : 


« 

Duchemin. 

Huttoa. 

9 

Duchemin. 

Hatton. 

5- 

6.89 

5.10 

50' 

38.64 

38.10 

10° 

1359 

9.60 

55' 

39.21 

39-40 

15° 

19.32 

14.20 

60  •* 

39-74 

40.00 

so* 

24.24 

18.40 

65- 

39.82 

40.00 

25* 

28.77 

22.60 

70" 

39-91 

40.00 

30" 

32.00 

26.50 

75* 

39.96 

40.00 

35° 

34.52 

30.10 

8o» 

40.00 

40.00 

40° 

36.40 

33- 30 

85- 

40.00 

40.00 

«• 

37-73 

36.00 

90- 

40.00 

40.00 

{c)  A  formula  very  commonly  favored,  but  which  does  not 
agree  with  any  experiments  that  have  been  made,  is 

/=/j  sin'  ft 

It  gives  much  lower  results,  as  a  rule,  than  either  of  the  others, 
but  it  is  favored  by  many  because,  if  we  assume  the  wind  to 
blow  in  parallel  lines  till  it  strikes  the  surface,  and  then  to  get 
suddenly  out  of  the  way,  forming  no  eddies  on  the  back  side 
of  the  surface  and  meeting  no  lateral  resistance  on  the  front 
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side,  all  of  which  are  conditions  that  do  not  exist,  we  could 
then  deduce  it  as  follows : 

Assume  a  unit  surface  making  an  angle  B  with  the  direction 
of  the  wind,  the  total  pressure  on  this  surface  in  the  direction 
of  the  wind  would  be/,  .sin  B\  and  by  resolving  this  into  nor- 
mal and  tangential  components  we  should  have,  for  the  former, 

p=P^  sin'  0, 

(d)  Another  rule  which  is  sometimes  used,  but  wfiich  has 
nothing  to  recommend  it,  is  to  consider  the  normal  intensity 
of  the  wind  pressure  per  square  foot  of  roof  surface  as  equal  to 
the  number  of  degrees  of  inclination  of  the  roof  to  the  hori- 
zontal. The  wind  pressure  allowed  for  by  this  rule  is  very 
excessive,  as  it  would  be  90  pounds  per  square  foot  for  a  ver- 
tical surface. 

Taking  up,  now,  the  experimental  work  that  has  been  done, 
we  will  begin  with  the  attempts  to  determine  velocities  and 
pressures,  and  the  relation  between  them. 

1°.  In  regard  to  velocities,  these  are  determined  by  using 
some  kind  of  an  anemometer,  and  in  all  these  cases  there  are 
several  difRculties  and  sources  of  error,  as  follows : 

[a)  In  many  cases  the  anemometers  have  not  even  been 
graduated  experimentally,  but  it  has  been  assumed  outright 
that  the  velocity  of  the  air  is  just  three  times  the  linear  velocity 
of  the  cups  of  a  cup  anemometer. 

ip)  When  they  have  been  graduated,  it  has  generally  been 
done  by  attaching  them  to  the  end  of  the  arm  of  a  whirling 
machine,  which,  when  the  arm  is  long,  and  the  velocity  moder- 
ate, will  do  very  well,  but  is  the  more  inaccurate  the  shorter 
the  arm  and  the  higher  the  velocity  of  motion. 

(c)  The  wind  always*  comes  in  gusts,  and  hence  the  ane- 
mometer does  not  register  the  average  velocity  of  the  wind  at 
any  one  moment,  but  that  of  the  particular  portion  that  comes 
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in  contact  with  it,  and  this  is  always  a  small  portion,  on  ac- 
count of  the  small  size  of  the  anemometer. 

(rf)  In  order  to  get  an  indication  which  is  not  affected  by 
the  cross-currents  reflected  from  the  surrounding  buildings  and 
chimneys,  it  is  necessary  to  put  the  anemometer  very  high  up, 
and  then,  of  course,  we  obtain  the  indications  corresponding 
to  that  height,  which  is  greater  than  that  of  the  buildings,  and 
it  is  well  known  that  the  velocity  of  the  wind  increases  very 
considerably  with  the  height. 

Next,  as  to  the  direct  determination  of  pressure,  this  has 
usually  been  done  by  means  of  some  kind  of  pressure-plate, 
either  round  or  square,  but  of  small  size,  thus  allowing  the 
eddies  formed  on  the  back  side  of  the  plate  to  have  a  con- 
siderable effect.  The  results  obtained  by  the  use  of  different 
sizes  and  different  shapes  of  plates  have  therefore  differed  very 
considerably ;  and  while  some  have  claimed  that  the  pressure 
per  square  foot  increases  with  the  size  of  the  surface  pressed 
upon,  it  has  been  very  thoroughly  proved  by  the  more  modem 
investigations  that  the  opposite  is  true,  and  that  the  pressure 
decreases  with  the  size. 

While  the  records  from  small  pressure-plates  have  fre- 
quently shown  very  high  pressures  per  square  foot,  as  80,  90, 
or  even  over  100  pounds  per  square  foot,  it  has  become  very 
generally  recognized  by  engineers  that  by  far  the  greater  part 
of  existing  buildings  and  bridges  would  be  overturned  by  winds 
of  such  force,  or  anywhere  near  such  force,  and  it  has  not  been 
customary  among  them  to  make  use  of  such  high  figures  for 
wind  pressure  on  bridges  and  roofs  in  computing  the  stability 
of  structures.  While  some  of  the  figures  in  general  use  have 
already  been  given,  nevertheless  the  tendency  of  modern  inves- 
tigation seems  to  be  to  obtain  rather  lower  figures.  In  this  con- 
nection it  is  well  to  refer  to  the  work  done  by  Baker  in  connec- 
tion with  the  construction  of  the  Forth  Bridge.  The  following 
description  is  taken  from  "  Engineering"  of  Feb.  28th,  1890: 
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"The  wind  pressure  to  be  provided  for  in  the  calcu- 
lations for  bridges  in  exposed  positions  is  56  lbs.  per  square 
foot,  according  to  the  Board  of  Trade  regulations,  and  this 
t^Kt  over  the  whole  area  of  the  girder  surface  exposed,  the 
resistance  to  such  pressure  to  be  by  dead-weight  in  the  struc- 
ture alone. 

'*The  most  violent  gales  which  have  occurred  during  the 
construction  of  the  Forth  Bridge  are  given,  with  the  pressures 
recorded  on  the  wind  gauges,  in  the  annexed  table :       ^ 


Month 
and 
Day. 

Pressure  in  pounds  per  square  foot. 

Year. 

Revolving 
Gauge. 

Small 

fixed 

Gauge. 

Laive 

fixed 

Gauge. 

In  centre 
of  large 
Gauge. 

Right- 

hand  top 

of  large 

Gauge. 

Direction 

of 

Wind. 

1883 

Dec    11. 

33 

39 

22 

S.  W.» 

1S84 

Jan.    26, 

65 

41 

35 

s.  w.» 

1S84 

Oct.    27. 

29 

23 

18 

s.  w. 

igS4 

Oct.    28, 

26 

29 

19 

s.  w. 

1585 

Mar.  20, 

30 

25 

17 

w. 

18S5 

Dec.     4, 

25 

27 

19 

w. 

1886 

Mar.  31. 

26 

31 

19 

s.  w. 

1887 

Feb.     4, 

26 

41 

15 

s.  w. 

1S88 

Jan.      5. 

27 

16 

7 

S.  E. 

1S88 

Nov.  17, 

35 

41 

27 

w. 

1889 

"       2, 

27 

34 

12 

s.  w. 

I^ 

Jan.    19. 

27 

28 

16 

s.  w. 

1890 

*•      21, 

26 

38 

15 

w. 

1S90 

••      22, 

27 

24 

18 

23i 

22 

S.  W.  by  W. 

*  These  data  are  vnitliable,  owing  to  faulty  registration  by  the  indicator-needle,  as  will 
be  pmeotly  ezpUioed.  They  were  altered  after  this  date.  The  barometer  fell  to  97.5  inches 
00  that  occasion,  over  three  quarters  of  an  inch  within  an  hour. 
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board  sheet,  whichever  it  may  be,  will  b^  lagrging  behind,  and 
twist  the  string." 

The  experiments  carried  on  in  various  ways  by  different 
people  and  at  different  times  are  generally  in  agreement  with 
each  other  and  with  the  results  of  more  elaborate  processes. 
The  information  specially  desired  was  in  regard  to  the  wind 
'  pressure  upon  surfaces  more  or  less  sheltered  by  those  imme- 
diately in  front  of  them.  In  this  regard  Mr.  Baker  satisfied 
himself  that,  while  the  results  differed  very  considerably  ac- 
cording to  the  distance  apart  of  the  surfaces,  in  no  case  was 
the  area  affected  by  the  wind,  in  any  girder  which  had  two  or 
more  surfaces  exposed,  more  than  1.8  times  the  area  of  the 
surface  directly  fronting  the  wind,  and,  as  the  calculations  had 
been  made  for  twice  this  surface,  the  stresses  which  the  struc- 
ture will  receive  from  this  cause  will  be  less  than  those  pro- 
vided for. 

Next,  as  to  the  relation  between  velocity  and  pressure,  a 
great  many  formulae  have  been  devised,  to  agree  with  the 
results  of  different  experimenters.  Most  all  of  them  make  the 
pressure  proportional  to  the  square  of  the  velocity;  while 
some  add  a  term  proportional  to  the  velocity  itself,  and  when 
higher  velocities  are  reached,  as  those  usual  in  gunnery,  terms 
have  been  introduced  with  powers  of  Ihe  velocity  higher  than 
the  second.  It  is  hardly  worth  while  to  consider  these  dif- 
ferent formulae,  as  it  is  rather  the  pressure  than  the  velocity 
that  the  engineer  is  interested  in,  and  correct  information  in 
this  regard  is  to  be  obtained  rather  from  pressure-boards  than 
from  anemometers.  Nevertheless,  it  may  be  stated  that  one 
of  the  most  usual  formulae  is  that  of  Smeaton,  and  is 

200 
where  P^  pressure  in  pounds  per  square  foot,  and  Fss  velocity 
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in  miles  per  hour.  This  formula  agrees  very  well  with  a  num- 
ber of  experiments  that  have  been  made  where  anemometers 
have  been  used  to  determine  the  velocity,  and  small  pressure- 
plates  (say  one  square  foot)  to  determine  the  pressure ;  thus 
this  formula  satisfies  very  well  the  experiments  made  at  the 
Blue  Hill  Meteorological  Observatory,  near  Boston,  Massi,, 
U.S.  A. 

It  was  originally  deduced  from  some  very  old  experiments 
of  Rouse ;  and  it  agrees  with  a  good  many,  but  disagrees  with 
other  experiments.  It  is  probably  the  formula  that  has  been 
more  quoted  than  any  other. 

A  little  ought  also  to  be  said  in  regard  to  the  pressure  of 
the  wind  on  very  high  structures,  as  on  the  piers  of  high  via- 
ducts and  on  tall  chimneys.  In  this  regard  it  is  to  be  ob- 
served: 

I*.  The  pressure,  as  well  as  the  velocity  of  the  wind,  be- 
comes greater  the  higher  up  from  the  ground  the  surface  ex- 
posed  is  situated. 

2*.  From  calculations  on  chimneys  that  have  stood  for  a 
long  time,  Rankine  deduced,  as  the  greatest  average  wi.:d 
pressure  that  could  be  realized  in  the  case  of  tall  chimneys,  55 
pounds  per  square  foot. 

3'.  In  making  the  piers  of  high  viaducts,  it  would  seem 
desirable  not  to  make  them  solid,  but  to  use  only  four  up- 
rights at  the  comers  connected  by  lattice  work,  in  order  to 
expose  a  smaller  surface  to  the  wind.  Nevertheless,  as  was  ex» 
plained,  it  will  not  do  to  separate  the  structure  into  its  com- 
ponent parts,  and  to  estimate  the  pressure  on  each  part 
separately  and  then  add  the  results  together  to  get  the  total 
tJtect ;  but  we  really  need  some  such  experiments  as  those  of 
Baker. 

4**.  Some  old  experiments  <A  Borda  bear  out  the  common 
practice  of  assuming  the  wind  pressure  on  the  surface  of  a  cir- 
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cular  cylinder  one  half  that  which  would  exist  on  its  projection 
on  a  plane  normal  to  the  direction  of  the  wind. 

There  remains  now  only  to  refer  to  a  serial  article  by  O.  T. 
Crosby,  in  "  Engineering"  of  May  30,  June  6th,  and  June  13th, 
1890,  containining  some  experiments  made  by  him  on  wind 
pressure  near  Baltimore,  Md.  The  first  two  numbers  contain 
rather  a  summary  of  what  has  been  done  by  others,  and  it  is 
in  the  copy  of  June  13th  that  is  to  be  found  the  account  of  his 
own  work,  which  was  done  in  order  to  determine  the  resistances 
of  the  air  to  fast-moving  trains. 

He  used  a  whirling  arrangement  turning  about  a  vertical 
axis,  to  the  end  of  which  was  attached  a  car,  the  circumference 
through  which  the  car  moved  being  36  feet. 

In  order  to  determine  whether  the  circular  motion  produced 
any  disturbing  effect,  he  ran  a  car  having  a  cross-section  of  5.1 
square  feet  on  a  circular  track  about  two  miles  in  circumference, 
the  speed  of  the  car  being  about  50  miles  per  hour,  and  the 
results  obtained  in  this  way  agreed  very  nearly  with  those  ob- 
tained from  his  whirling  table.  The  special  peculiarity  of  his 
results  is  that  he  obtained,  by  plotting  them,  the  law  that  the 
pressure  varies  directly  as  the  first  power  of  the  velocity,  and 
not  as  the  square  or  some  higher  power;  also,  his  pressures, 
after  the  velocity  had  passed  25  or  30  miles  per  hour,  are 
much  lower  than  those  given  by  Smeaton  and  others,  the  pres- 
sure on  a  normal  plane  surface  moving  at  115  miles  per  hour 
being  about  27  pounds  per  square  foot. 

The  cars  used  were  generally  about  3  feet  long  without  the 
front.  The  fronts  attached  were:  1°.  Normal  plane  surface; 
2**.  Wedge,  base  i,  height  i ;  3*".  Pyramid,  base  i,  height  2;  4°. 
Wedge  and  cyma,  base  i,  height  2;  5**.  Parabolic  wedge, 
base  I,  height  2. 

His  experiments  covered  a  range  of  velocities  from  30  to 
130  miles  per  hour. 
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The  law  of  the  first  powers  of  the  velocities  seems  peculiar, 
and  certainly  ought  not  to  be  accepted  without  further  cor- 
roborative evidence ;  but  the  low  values  of  the  pressures  agree 
with  Baker's  results  and  with  the  tendency  of  the  more  modem 
investigations. 

§  132.  Approximate  Estimation  of  the  Load.  —  In  all 
important  constructions,  the  estimates  of  the  loads  should  be 
made  as  above  described.  For  smaller  constructions,  and  for 
the  purposes  of  a  preliminary  computation  in  all  cases,  we  only 
estimate  the  roof-weight  roughly;  and  some  authors  even  as- 
sume the  wind  pressure  as  a  vertical  force. 

Trautwine  recommends  the  use  of  the  following  figures  for 
the  total  load  per  square  foot,  including  wind  and  snow,  when 
the  span  is  75  feet  or  less :  — 

Roof  covered  with  corrugated  iron,  unboarded    ...  28  lbs. 

Roof  plastered  below  the  rafters 38  " 

Roof,  corragated  iron  on  boards 31  " 

Roof  plastered  below  the  rafters 41  " 

Roof,  slate,  unboarded  or  on  laths 33  " 

Roof,  slate,  on  boards  \\  inches  thick 35  " 

Roof,  slate,  if  plastered  below  the  rafters 46  " 

Roof,  shingles-  on  laths 30  " 

Roof  plastered  below  rafters  or  below  tie-beam    .     .    .  40  " 
From  75  to  100  feet,  add  4  lbs.  to  each. 

§  133.  Distribution  of  the  Loads — The  methods  for  de- 
termining the  stresses,  which  will  be  used  here,  give  correct 
results  only  when  the  loads  are  concentrated  at  joints,  and  are 
not  distributed  over  any  members  of  the  truss. 

In  constructions  of  importance,  this  concentration  of  the 
loads  at  the  joints  should  always  be  effected  if  possible; 
because,  when  this  is  the  case,  the  stresses  in  the  members 
of  the  truss  can  be,  if  properly  fitted,  obliged  to  resist  only 
stresses  of  direct  tension,  or  of  direct  compression  ;  but,  when 
there  is  a  load  distributed  over  any  member  of  the  truss,  that 
member,  in  addition  to  the  direct  compression  or  direct  tension, 
is  subjected  to  a  bending-stress.     The  efifect  of  this  bending 
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cannot  be  discussed  until  we  have  studied  the  theory  of  beams. 
Nevertheless,  it  is  a  fact  that  we  have  no  experimental  knowl- 
edge of  the  behavior  of  a  piece  under  combined  compression 
and  bending ;  and  we  know  that  when  certain  pieces  are  t« 
resist  bending,  in  addition  to  tension,  they  must  be  made  rnucb 
larger  in  proportion  than  is  necessary  when  they  bear  tension 
only. 


a^      R  QPON  iSi      I 

i  = 


The  manner  in  which  this  concentration  of  the  loads  is 
effected,  is  shown  in  Fig.  84,  which  is  intended  to  represent  one 
of  a  series  of  trusses  that  supports  a  roof,  the  rafters  being  the 
two  lower  ones  in  the  figure.  Resting  on  two  consecutive 
trusses,  and  extending  from  one  to  the  other,  are  beams  called 
purlins,  which  should  be  placed  only  above  the  joints  of  the  truss, 
and  which  are  shown  in  cross-section  in  the  figure.  On  these 
purlins  are  supported  the  jack-rafters  parallel  to  the  rafters,  and 
at  sufficiently  frequent  intervals  to  support  suitably  the  plank 
and  superincumbent  roofing-materials. 

By  this  means  we  secure  that  the.entire  bending-stress  comes 
upon  the  jack-rafters  and  purlins,  and  that  the  rafters  proper 
are  subjected  only  to  a  direct  compression.  When,  however, 
the  load  is  distributed,  i.e.,  when  the  roofing  rests  directly  on  the 
rafters,  or  when  the  purlins  are  placed  at  points  other  than  the 
joints,  the  bending-stress  should  be  taken  into  account;  and 
while  the  methods  to  be  developed  here  will  give  the  stresses 
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in  all  the  members  that  are  not  subjected  to  bending,  the  bend- 
ing-stress  may  be  largely  in  excess  of  the  direct  stress  in  those 
pieces  that  are  subjected  to  bending.  How  to  take  this  into 
account  will  be  explained  later. 

Another  important  item  to  consider  is,  that,  in  constructions 
of  importance,  a  roller  should  be  placed  under  one  end  of  the 
truss  to  allow  it  to  move  with  the  change  of  temperature ;  as 
otherwise  some  of  the  members  will  be  either  bent,  or  at  least 
subjected  to  initial  stresses.  The  presence  of  a  roller  obliges 
the  supporting  force  at  that  point  to  be  vertical,  whether  the 
load  be  vertical  or  inclined. 

It  is  customary,  and  does  not  entail  any  appreciable  error, 
to  consider  the  weight  of  the  truss  itself,  as  well  as  that  of  the 
superincumbent  load,  as  concentrated  at  the  upper  joints ;  i.e., 
those  on  the  rafters. 

In  the  case  of  a  ceiling  on  the  room  below,  or  of  a  loft 
whose  floor  rests  on  the  lower  joints,  we  must,  of  course,  ac- 
count the  proper  load  as  resting  on  the  lower  joints. 

§  134.  Direct  Determination  of  the  Stresses.  —  This,  as 
we  have  seen,  is  merely  a  question  of  equilibrium  of  forces  in 
a  plane,  where  certain  forces  acting  are  known,  and  others  are 
to  be  determined. 

As  to  the  methods  of  solution,  we  might  adopt  ^— 

1°.  A  graphical  solution,  laying  off  the  loads  to  scale,  and 
constructing  the  diagram  by  the  use  of  the  propositions  of 
the  polygon,  and  the  triangle  of  forces,  and  then  determining  the 
results  by  measuring  the  lines  representing  the  stresses  to 
the  same  scale. 

2^  An  analytical  solution,  imposing  the  analytical  conditions 
of  equilibrium,  as  given  under  the  "  Composition  of  Forces," 
between  the  known  and  unknown  forces. 

3**.  A  third  method  is  to  construct  the  diagram  as  in  the 
graphical  solution,  but  then,  instead  of  determining  the  results 
by  measuring  the  resulting  lines  to  scale,  to  compute  the  un- 
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known  from  the  known  lines  of  the  diagram  by  the  ordinary 
methods  of  trigonometry. 

The  first,  or  purely  graphical,  method,  is  one  which  has 
received  a  very  large  amount  of  attention  of  late  years,  and 
in  which  a  great  deal  of  progress  has  been  made.  It  is,  doubt- 
less, very  convenient  for  a  skilled  draughtsman,  and  especially 
convenient  for  one  who,  though  skilled  in  draughting,  is  not 
free  with  trigonometric  work ;  but  it  seems  to  me,  that,  when 
the  results  are  determined  by  computation  from  the  diagram, 
there  is  less  chance  of  a  slight  error  in  some  unfavorable  tri- 
angle vitiating  all  the  results.  I  am  therefore  disposed  to 
recommend  for  roof-trusses  the  third  method. 

In  the  case  of  bridge-trusses,  on  the  other  hand,  I  believe 
the  graphical  not  to  be  as  convenient  as  a  purely  analytic 
method. 

§  135.  Roof-Trusses.  —  In  what  follows,  the  graphical  solu- 
tions will  be  explained  with  very  little  reference  to  the  trigono- 
metric work,  as  that  varies  in  each  special  case,  and  to  one  who 
has  a  reasonable  familiarity  with  the  solution  of  plane  triangles, 
it  will  present  no  difficulty ;  whereas  to  deduce  the  formulae 
for  each  case  would  complicate  matters  very  much.  Proceed- 
ing to  special  examples,  let  us  take,  first,  the  truss  shown  in 
Fig.  85,  and  let  the  vertical  load  upon  it  be  W  uniformly  dis- 
tributed over  the  top  of  the  roof,  the  purlins  being  at  the  joints 
on  the  rafters. 

The  loads  at  the  several  joints  will  then  be  as  follows,  viz. 
(Fig.  85^), — 

ab  ^kl^—,    bc^  ed=z  de^  ef^fg:=gk^  hk^^. 
16  8 

Then  the  supporting  forces  will  be 

W 
Itn  =  ma  =  — . 

2 

We  thus  have,  as  polygon  of  external  forces,  abcdefghklnuu 
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Now  proceed  to  either  support,  say,  the  left-hand  one ;  and 
there  we  have  the  two  forces  ab  and  tfta  known,  while  by  and 
ym  are  unknown.  We  then  construct 
the  quadrilateral  maby  in  the  figure,  and 
thus  determine  by  and  ym.   As  to  whether 


Fig.  853. 


abcde 


Fk2.  85. 

these  represent  thrust  or  tension, 

we  need  only  remember  that  they 

are  the  forces  exerted  by  the  re-  ^°*  ®^' 

spective  bars  at  the  joints :  and,  since  by  is  directed  away  from 

the  bar  B  K,  this  bar  is  in  compression ;  whereas,  ym  being 

directed  towards  the  bar  Kftf,  that  bar  is  in  tension. 
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Having  determined  these  two  stresses,  we  next  proceed  to 
another  joint,  where  we  have  only  two  unknown  forces.  Take 
the  joint  at  which  the  load  be  acts,  and  we  have  as  known 
quantities  the  load  fc,  and  also  the  force  exerted  by  the  bar 
YBy  which  is  in  compression.  This  force  is  now  directed  away 
from  the  bar,  and  hence  is  represented  by  yb.  The  unknown^ 
forces  are  the  stresses  in  CX  and  XY.  Hence  we  construct 
the  quadrilateral  cxybc ;  and  we  thus  determine  the  stresses  in 
CX  and  XY  as  ex  and  xy^  both  being  thrusts. 

Next  proceed  to  the  joint  YXWy  and  construct  the  quadri- 
lateral tnyxwrn^  and  thus  determine  the  tension  xw  and  the 
tension  wm. 

Next  proceed  to  the  joint  where  ed  acts,  and  so  on.  We 
thus  obtain  the  diagram  (Fig.  85a)  giving  all  the  stresses. 

The  truss  in  the  figure  was  constructed  with  an  angle  of  30* 
at  the  base,  and  hence  gives  special  values  in  accordance  with 
that  angle. 

In  order  to  show  how  we  may  compute  the  stresses  from  the 
diagram,  the  computation  will  be  given. 

From  triangle  bmyy  we  have  bm  -=  -^W 

.-.    ytn  =  -^^cot  30^  =  7^^ 
16  16 

ty  =  J-W'cosec  30"*  =  1W=.  ky. 
16  8 

From  the  triangle  ume,  we  have  em  =  -^  W, 

16 

urn  =  5^^, 
16 
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«:  s  tt/»f  sec 


'«'=(f'^)^-!»'' 


fF^» 

um  sec  30®  = 

(^'^)^- 

iw. 

"=(f-)^= 

2 

Hence  we  shall  have  for  the  stresses,  — 

' 

Rafiers  (compression). 

Verticals  (tension). 

a    =  ho 
dv    ^gq 
ct    =/. 

xw  ^  op 

_  w 

_  W 
8" 

St 

Horizontal  Ties 

(tension). 

16 

DuGONAL  Braces  (compression). 

my   =3  mn 

xy   =  ^/j 

_  JV 
8  ■ 

mvo-stmp 

8 

wv  =  qp 

16 

mu  ^mr 

16 

tu    ^  sr 

a 
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Next,  as  to  the  stresses  due  to  wind  pressure,  we  will  sup- 
pose that  there  is  a  roller  under  the  left-hand  end  of  the  truss, 
and  none  under  the  right-hand  end;  and  we  will  proceed  to 
determine  the  stresses  due  to  wind  pressure. 

First,  suppose  the  wind  to  blow  from  the  left-hand  side  of 
the  truss,  and  let  the  total  wind  pressure  be  (Fig.  85^)  afz=-  W^. 
The  resultant,  of  course,  acts  along  the  dotted  line  drawn  per- 
pendicular to  the  left-hand  rafter  at  its  middle  point,  as  shown 
in  Fig.  85. 

The  left-hand  supporting  force  will  be  vertical :  hence,  pro- 
ducing the  above-described  dotted  line,  and  a  vertical  through 
the  roller  to  their  intersection,  and  joining  this  point  with  the 
right-hand  end  of  the  truss,  we  have  the  direction  of  the  right- 
hand  supporting  force.  In  this  case,  since  the  angle  of  the 
truss  is  30^  the  line  of  action  of  the  right-hand  supporting 
force  coincides  in  direction  with  the  right-hand  rafter.  We 
now  construct  the  triangle  of  external  forces  a/m,  and  we 
obtain  the  supporting  forces  fm  and  ma.  We  then  have,  as 
the  loads  at  the  joints, 

4 

Then  proceed  as  before  to  the  left-hand  joint ;  and  we  find  that 
two  of  the  four  forces  acting  there  are  known,  viz.,  ma  and  ab, 
and  two  are  unknown,  viz.,  the  stresses  in  BV^nd  YM,  Then 
construct  the  quadrilateral  mabym,  and  we  have  the  stresses  by 
and  ym ;  the  first  being  compression  and  the  second  tension, 
as  shown  by  reasoning  similar  to  that  previously  adopted. 

Then  pass  to  the  next  joint  on  the  rafter,  and  construct  the 
quadrilateral  ybcxyy  where  yb  and  be  are  already  known,  and  we 
obtain  ex  and  xy  ;  and  so  proceed  as  before  from  joint  to  joint, 


Digitized  by 


Google 


ROOF-THUSSES  WITH  LOADS  AT  LOWER  JOINTS.       I/T 


remembering,  that,  in  order  to  be  able  to  construct  the  polygon 
of  forces  in  each  case,  it  is  necessary  that  only  two  of  the  forces 
acting  should  be  unknown. 

When  the  wind  blows  from  the  other  side,  we  shall  obtain 
the  diagram  shown  in  Fig.  85^. 

After  having  determined  the  stresses  from  the  vertical  load 
diagram  and  those  from  the  two  wind  diagrams,  we  should,  in 
order  to  obtain  the  greatest  stress  that  can  come  on  any  one 
member  of  the  truss,  add  to  the  stress  due  to  the  vertical  load 
the  greater  of  the  stresses  due  to  the  wind  pressure. 

§  136.  Roof-Truss  with  Loads  at  Lower  Joints.  —  In 
Fig.  86  is  drawn  a  stress  diagram 
for  the  truss  shown  in  Fig.  84  on 
the  supposition  that  there  is  also 
a  load  on  the  lower  joints.  In 
this  case  let  W  be  the  whole  load 
of  the  truss,  except  the  ceiling, 
and  W^  the  weight  of  the  ceiling 
below ;  the  latter  being  supported 
at  the  lower  joints  and  on  the 
two  extreme  vertical  suspension 


Fig.  86. 


rods.    Then  will  the  loads  at  the  joints  be  as  follows ;  viz.,  — 


be    =  i(^-h  W,)  ^hk, 

cd   =  ifV  =  gh  ^  de  ^  fg 

mn  =  \W^  =  ^^        =z  on  =^  qp  =1  op. 


ef. 


Observe  that  there  is  no  joint  at  the  lower  end  of  either  of  the 

end  suspension  rods,  but  that  whatever  load  is  supported  by 

these  is  hung  directly  from  the  upper  joints,  where  be  and  hk  act 

We  have  also  for  each  of  the  supporting  forces  Im  and  ra 


Digitized  by 


Google 


172  APPLIED  MECHANICS. 

Hence  we  have,  for  the  polygon  of  external  forces, 

abcdefghklmnopqra^ 

which  is  all  in  one  straight  line,  and  which  laps  over  on 
itself. 

In  constructing  the  diagram,  we  then  proceed  in  the  same 
way  as  heretofore. 

§  137.  General  Remarks.  —  As  to  the  course  to  be  pursued 
in  general,  we  may  lay  down  the  following  directions :  — 

1°.  Determine  all  the  external  forces  ;  in  other  words^  the  loads 
being  known^  determine  the  supporting  forces, 

2°.  Construct  the  polygon  of  forces  for  each  joint  of  the  truss, 
beginniftg  at  some  joint  where  only  two  of  the  forces  acting  at 
that  joint  are  unknown.  This  is  usually  the  case  at  the  support. 
Then  proceed  from  joint  to  joint,  bearing  in  mind  that  we  can 
only  determine  the  polygon  of  forces  when  the  magnitudes  of 
all  but  two  sides  are  known. 

3^  Adopt  a  certain  direction  of  rotation,  and  adhere  to  it 
throughout;  Le,,  if  we  proceed  in  right-handed  rotation  at  one 
joint,  we  must  do  the  same  at  all,  and  we  shall  thus  obtain  neat 
and  convenient  figures, 

4°.  Observe  that  the  stresses  obtained  are  the  forces  exerted 
by  the  bars  under  consideration,  and  that  these  are  thrusts  when 
they  act  away  from  the  bars,  and  tensions  zvhen  they  are  directed 
towards  the  bars. 

We  will  next  take  some  examples  of  roof-trusses,  and  con- 
struct the  diagrams  of  some  of  them,  calling  attention  only  to 
special  peculiarities  in  those  cases  where  they  exist. 

It  will  be  assumed  that  the  student  can  make  the  trigono- 
metric computations  from  the  diagram. 

The  scale  of  load  and  wind  diagram  will  not  always  be  the 
same ;  and  the  stress  diagrams  will  in  general  be  smaller  than 
is  advisable  in  using  them,  and  very  much  too  small  if  the 
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results  were  to  be  obtained  by  a  purely  graphical  process  with- 
out any  computation. 

The  loads  will  in  all  cases  be  assumed  to  be  distributed 
uniformly  over  the  iack-rafters,  or,  in  other  words,  concen- 
trated at  the  joints. 

Those  cases  where  no  stress  diagram  is  drawn  may  be  con- 
sidered as  problems  to  be  solved. 


FKi.87. 


fto.  87a. 


Ficaj*. 


Fks.  87^. 
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Fig.  88. 


Fig.  88^. 


Fig.  88c. 
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Ac.  900. 


Fig.  9z. 


Fig.  9xa. 
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Fig.  88. 


Fig.  885. 


oMf 


Fto.  88c. 
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Fta.89. 


Fte.  89a. 


Fig.  90. 


Ac.  900. 


FkG.  9z. 


Fig.  9x4. 
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§138.  Hammer-Beam  Truss  (Fig.  94). — This  form  of 
truss  is  frequently  used  in  constructions  where  architectural 
effect  is  the  principal  consideration  rather  than  strength.  It 
is  not  an  advantageous  form  from  the  point  of  view  of  strength, 


F10.94. 


FlG.94«. 


Fig.  94^. 


Fks.  94c. 


for  the  absence  of  a  tie-rod  joining  the  two  lower  joints  causes   9 
a  tendency  to  spread  out  at  the  base,  which  tendency  is  usually 
counteracted  by  the  horizontal  thrust  furnished  by  the  but 
tresses  against  which  it  is  supported. 
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When  such  a  thrust  is  furnished  (or  were  there  a  tie-rod), 
and  the  load  is  symmetrical  and  vertical,  the  bars  are  not  all 
needed,  and  some  of  them  are  left  without  any  stress.  In 
the  case  in  hand,  it  will  be  found  that  UV,  VM,  MQ,  and  QR 
are  not  needed.  We  must  also  observe  that  the  effect  of  the 
curved  members  MY,  MV,  MQj  and  -^iVon  the  other  parts  of 
the  truss  is  just  the  same  as  though  they  were  straight,  as 
shown  in  the  dotted  lines.  The  curved  piece,  of  course,  has  to 
be  subjected  to  a  bending-stress  in  order  to  resist  the  stress 
acting  upon  it.  If,  as  is  generally  the  case,  the  abutments  are 
capable  of  furnishing  all  the  horizontal  thrust  needed,  it  will 
first  be  necessary  to  ascertain  how  much  they  will  be  called 
upon  to  furnish.  To  do  this,  observe  that  we  have  really  a  truss 
similar  to  that  shown  in  Fig.  92,  supported  on  two  inclined 
framed  struts,  of  which  the  lines  of  resistance  are  the  dotted 
lines  (Fig.  94)  I  4  and  7  8,  and  that,  under  a  symmetrical  load, 
this  polygonal  frame  will  be  in  equilibrium,  and,  moreover,  the 
curved  pieces  MV  and  MQ  will  be  without  stress,  these  only 
being  of  use  to  resist  unsymmetrical  loads,  as  the  snow  or 
wind. 

Let  the  whole  load,  concentrated  by  means  of  the  purlins 
at  the  joints  of  the  rafters,  be  W.    Then  will  the  truss  46  7  have 

to  bear  J  W,  and  this  will  give  —  to  be  supported  at  each  of 

4 
the  points  4  and  7.     Moreover,  on  the  space  2  4  is  distributed 

W 

— ,  which  has,  as  far  as  overturning  the  strut  is  concerned,  the 

4 

same  effect  as  -—  at  2,  and  —  at  4.     Hence  the  load  to  be  sup- 
8  8 

ported  at  4  by  the  inclined  strut  is  a  vertical  load  equal  to 

(i  +  i)  ^f^  =  i  ^-     We  may  then  find  the  force  that  must  be 

furnished  by  the  abutment,  or  by  the  tie-rod,  in  either  of  the 

two  following  ways : — 
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1°.  By  constructing  the  triangle  ySc  (Fig.  94/?),  with  -^S  = 
I  If^,  yc  II  14,  and  c8  parallel  to  the  horizontal  thrust  of  the  abut- 
ment ;  then  will  yU  be  the  triangle  of  forces  at  i»  and  c8  will  be 
the  thrust  at  i. 

2®.  Multiply  I  fT  by  the  perpendicular  distance  from  4  to 
I  2,  and  divide  by  the  height  of  4  above  i  8  for  the  thrust  of  the 
abutment ;  in  other  words,  take  moments  about  the  point  i. 

Now,  to  construct  the  diagram  of  stresses,  let,  in  Fig.  94^, 
the  loads  be 

ab,  be,  cd,  de,  efjg,  gh,  hk,  and  kl^ 
and  let 

be  the  vertical  component  of  the  supporting  force ;  let  zm  be 
the  thrust  of  the  abutment :  then  will  Im  and  ma  be  the  real 
supporting  forces ;  and  we  shall  have,  for  polygon  of  external 
forces, 

abcdefghklfna. 

Then,  proceeding  to  the  joint  i,  we  obtain,  for  polygon  of  forces, 

maym  ; 

and,  proceeding  from  joint  to  joint,  we  obtain  the  stresses  in  all 
the  members  of  the  truss,  as  shown  in  Fig.  94^. 

It  will  be  noticed  that  UV  and  RQ  are  also  free  from 
stress. 

If  we  had  no  horizontal  thrust  from  the  abutment,  and  the 
supporting  forces  were  vertical,  the  members  MV  and  MQ 
would  be  called  into  action,  and  -^Kand  .^^  would  be  inactive. 
To  exhibit  this  case,  I  have  drawn  diagram  94^,  which  shows 
the  stresses  that  would  then  be  developed.  A  Fand  NL  would 
become  merely  part  of  the  supports. 

In  this  latter  case  the  stresses  are  generally  much  greater 
than  in  the  former,  and  a  stress  is  developed  in  UV. 
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§139.  Hammer-Beam  Trass:  Wind  Pressure.  —  Fig.  95 
shows  the  stress  diagram  of  the  hammer-beam  truss  for  wind 
pressure  when  there  is  no  roller  under  either  end,  and  when 
the  wind  blows  from  the  left.  A  similar  diagram  would  give  the 
stresses  when  it  blows  from  the  right. 


Fta.9S. 


Fie.  95tf. 


The  cases  when  there  is  a  roller  are  not  drawn  :  the  student 
may  construct  them  for  himself. 

§  140.  Scissor-Beam  Truss.  —  We  have  already  discussed 
two  forms  of  scissor-beam  truss 
in  Figs.  90  and  91.  These 
trusses  having  the  right  number 
of  parts,  their  diagrams  present 
no  difficulty.  Another  form  of 
the  scissor-beam  truss  is  shown 
in  Fig.  96,  and  its  diagram  pre- 
sents no  difficulty. 

The  only  peculiarity  to  be  noticed  is,  that,  after  having  con. 
structed  tbje  polygon  of  external  forces, 

abcdeftna, 

wc  cannot  proceed  to  construct  the  polygon  of  equilibrium  for 
one  of  the  supports,  because  there  are  three  unknown  forces 


FKLgC. 


Fto.  960. 
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there.  We  therefore  begin  at  the  apex  CD^  and  construct  the 
triangle  of  forces  cdl  for  this  point ;  then  proceed  to  joint  C5, 
and  construct  the  quadrilateral 

bcM: 

then  proceed  to  the  left-hand  support,  and  obtain 

mctbkgm  ; 
and  so  continue. 

§  141.     Scissor-Beam  Truss  without  Horizontal  Tie.~ 

Very  often  the  scissor-beam  truss  is  constructed  without  any 
horizontal  tie,  in  which  case  it  has  the  appearance  of  Fig.  97, 
where  there  is  sometimes  a  pin  at  GKLH  and  sometimes  not. 


Fk:.  97a. 


Fig.  97. 


Fig.  97^. 


Fig.  97c. 


In  this  case,  if  the  abutments  are  capable  of  furnishing  hori- 
zontal thrust  to  take  the  place  of  the  horizontal  tie  of  Fig.  96, 
we  are  reduced  back  to  that  case.  If  the  abutments  are  not 
capable  of  furnishing  horizontal  thrust,  we  are  then  relying  on 
the  stiffness  of  the  rafters  to  prevent  the  deformation  of  the 
truss ;  for,  were  the  points  -5Cand  DE  really  joints,  with  pins, 
the  deformation  would  take  place,  as  shown  in  Fig.  97^  or  Fig. 
97^,  according  as  the  two  inclined  ties  were  eiach  made  in  one 
piece  or  in  two  (i.e.,  according  as  they  are  not  pinne4  together 
at  KHy  or  as  they  are  pinned).  This  necessity  of  depending 
on  the  stiffness  of  the  rafters,  and  the  liability  to  deformation 
if  they  had  joints  at  their  middle  points,  become  apparent  as 
soon  as  we  attempt  to  draw  the  diagram.     Such  an  attempt  is 
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made  in  Fig.  97^,  where  abcdefga  is  the  polygon  of  external 
forces,  gabkg  the  polygon  of  stresses  for  the  left-hand  support, 
khclk  that  for  joint  BC,     Then,  on  proceeding  to  draw  the  tri- 
angle of  stresses  for  the  vertex,  we  find  that  the  line  joining  d 
and  /  is  not  parallel  to  DL^  and  hence  that  the  truss  is  not 
stable.    We  ought,  however,  in  this  latter  case,  when  the  sup- 
porting forces  are  vertical,  and  when  we  rely  upon  the  stiffness 
of  the  rafters  to  prevent  deformation,  to  be  able  to  determine 
the  direct  stresses  in  the  bars ;  and  for  this  we  will  employ  an 
analytical  instead  of  a  graphical  method,  as  being  the  most  con- 
venient in  this  case. 

Let  us  assume  that  there  is  no  pin  at  the  intersection  of  the 
two  ties,  and  that  the  two  rafters  are  inclined  at  an  angle  of  45° 
to  the  horizon. 

We  then  have,  if  fT  =  the  entire  load,  and  a  =  angle 
between  BK  and  KG, 

8  4 

tana  =  4,     sina  =  -=,     cosa  =  -=, 

Let  X  be  the  stress  in  each  4ie,  and  let  y  =,  cl  •=z  dl  •=.  thrust 
in  each  upper  half  of  the  rafters. 

Then  we  must  observe  that  the  rafter  has,  in  addition  to  its 
direct  stresses,  a  tendency  to  bend,  due  to  a  normal  load  at  the 
middle,  this  normal  load  being  equal  to  the  sum  of  the  normal 
components  of  be  and  of  x,  when  these  are  resolved  along  and 
normal  to  the  rafter.     Hence 

W 
normal  load  =  ^  cos  a  H sin  45®. 

4 

This,  resolved  into  components  acting  at  each  end  of  the  rafter, 
gives  a  normal  downward  force  at  each  end  equal  to 

^jTCOSa  H-  JfFsin4S*. 
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Hence,  resolving  all  the  forces  acting  at  the  left-hand  support 
into  components  along  and  at  right  angles  to  the  rafter,  and 
imposing  the  condition  of  equilibrium  that  the  algebraic  sum 
of  their  normal  components  shall  equal  zero,  we  have,  if  we  call 
upward  forces  positive, 

f  ^sin45°  —  (|j?cosa  +  J^sin45'*)  —  orsina  =  o;     (i) 

but,  since 

jrcosa  a:  ajrsina, 

we  have  from  (i) 

W 
txwLo,  =s  — sin  45® 

4 

W 
/.    xwLo,    ta  --.sin4S® 

...    ^  =j»^5yL<  (2) 

sma 

Then,  proceeding  to  the  apex  of  the  roof,  we  have  that  the  load 

4 
gives,  when  resolved  along  the  two  rafters,  a  stress  in  each     i 
equal  to 

— sm4S^ 

4        •  I 

Hence  the  load  to  be  supported  in  a  direction  normal  to  the 
rafter  at  the  apex  is 

IV  IV  i 

2.  sin  45^  +  (Ijc  cos  a  +  ^  sin  45**).  ' 

4  8 

Hence,  substituting  for  x  its  value,  we  have  j 

jK=:^/=^/=  ^sin45".  (3) 

2 

Then,  proceeding  to  the  left-hand  support,  and  equating  to  zero 
the  algebraic  sum  of  the  components  along  the  rafter,  we  have 

M  =  (fa  —  a^)cos4S*  +  :t:cosa 

=  i^sin45'  +  i^sin45"  =  |^sin45'.       (4) 


I 
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We  have  thus  determined  in  (2),  (3),  and  (4)  the  values  of  jt,  y^ 
and  bk  =  eh. 

By  way  of  verification,  proceed  to  the  middle  of  the  left- 
hand  rafter,  and  we  find  the  algebraic  sum  of  the  components 
of  &  and  ;r  along  the  rafter  to  be 

J^cos45°  —  ^sina  =  ^^sin4S®; 

and  this  is  the  difference  between  bk  and  cl,  as  it  should  be. 

We  have  thus  obtained  the  direct  stresses ;  and  we  have,  in 
addition,  that  the  rafter  itself  is  also  subjected  to  a  bending- 
moment  from  a  normal  load  at  the  centre,  this  load  being  equal 

to 

a: cos  a  -1 sin  45*  =   —sin  45®. 

4  a 

How  to  take  this  into  account  will  be  explained  under  the 
"Theory  of  Beams." 

§  142.  Examples.  —  The  following  figures  of  roof-trusses 
may  be  considered  as  a  set  of  examples,  for  which  the  stress 
diagrams  are  to  be  worked  out. 

Observe,  that,  wherever  there  is  a  joint,  the  truss  is  to  be 
supposed  perfectly  flexible,  i.e.,  free  to  turn  around  a  pin. 

Kk.  98,  Fig.  99.  Fig.  100.  Fic.  loi. 


Fic  xoa. 


Fig.  X03. 


FkG.  104. 


Fig.  105. 


FiG.xo6. 


TkG.  X07. 


Fig.  108 


Digitized  by 


Google 


1 84  APPLIED  MECHANICS, 


CHAPTER  IV. 
BRIDGE-TRUSSES. 

§  143.  Method  of  Sections.  —  It  is  perfectly  possible  to 
determine  the  stresses  in  the  members  of  a  bridge-truss 
graphically,  or  by  any  methods  that  are  used  for  roof-trusses. 

In  this  work  an  analytical  method  will  be  used ;  i.e.,  a  method 
of  sections.  This  method  involves  the  use  of  the  analytical  con- 
ditions of  equilibrium  for  forces  in  a  plane  explained  in  §  63. 
These  are  as  follows ;  viz.,  — 

If  a  set  of  forces  in  a  plane,  which  are  in  equilibrium,  be 
resolved  into  components  in  two  directions  at  right  angles  to 
each  other,  then  — 

1°.  The  algebraic  sum  of  the  components  in  one  of  these 
directions  must  be  zero. 

2°.  The  algebraic  sum  of  the  components  in  the  other  of 
these  directions  must  be  zero. 

3^  The  algebraic  sum  of  the  moments  of  the  forces  about 
any  axis  perpendicular  to  the  plane  of  the  forces  must  be  zero. 

Assume,  now,  a  bridge-truss  (Figs.  109,  no,  in,  112,  pages 
176  and  177)  loaded  at  a  part  or  all  of  the  joints.  Conceive  a 
vertical  section  ab  cutting  the  horizontal  members  6-8  and  7-9 
and  the  diagonal  7-8,  and  dividing  the  truss  into  two  parts. 
Then  the  forces  acting  on  either  part  must  be  in  equilibrium, 
in  other  words,  the  external  forces,  loads,  and  supporting  forces, 
acting  on  one  part,  must  be  balanced  by  the  stresses  in  the 
members  cut  by  the  section ;  i.e.,  by  the  forces  exerted  by  the 
other  part  of  the  truss  on  the  part  under  consideration.  Hence 
we  must  have  the  three  following  conditions ;  viz;,  — 
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i^  The  algebraic  sum  of  the  vertical  components  of  the 
above-mentioned  forces  must  be  zero. 

2°.  The  algebraic  sum  of  the  horizontal  components  of  these 
forces  must  be  zero. 

3^  The  algebraic  sum  of  the  moments  of  these  forces  about 
any  axis  perpendicular  to  the  plane  of  the  truss  must  be  zero. 

§  144.  Shearing-Force  and  Bending-Moment.  —  Assum- 
ing all  the  loads  and  supporting  forces  to  be  vertical,  we  shall 
have  the  following  as  definitions. 

The  Shearing-Force  at  any  section  is  the  force  with  which 
the  part  of  the  girder  on  one  side  of  the  section  tends  to  slide 
by  the  part  on  the  other  side. 

In  a  girder  free  at  one  end,  it  is  equal  to  the  sum  of  the 
loads  between  the  section  and  the  free  end. 

In  a  girder  supported  at  both  ends,  it  is  equal  in  magnitude 
to  the  difference  between  the  supporting  force  at  either  end, 
and  the  sum  of  the  loads  between  the  section  and  that  support- 
ing force. 

The  Bending-Moment  at  any  section^is  the  resultant  moment 
of  the  external  forces  acting  on  the  part  of  the  girder  to  one  side 
of  the  section,  tending  to  rotate  that  part  of  the  girder  around 
a  horizontal  axis  lying  in  the  plane  of  the  section. 

In  a  girder  free  at  one  end,  it  is  equal  to  the  sum  of  the 
moments  of  the  loads  between  the  section  and  the  free  end, 
about  a  horizontal  axis  in  the  section. 

In  a  girder  supported  at  both  ends,  it  is  the  difference  be- 
tween the  ifioment  of  either  supporting  force,  and  the  sum  of 
the  moments  of  the  loads  between  the  section  and  that  sup- 
port ;  all  the  moments  being  taken  about  a  horizontal  axis  in 
the  section. 

§145.  Use  of  Shearing-Force  and  Bending-Moment. — 
The  three  conditions  stated  in  §  143  may  be  expressed  as  fol- 
lows :  — 

I®.  The  algebraic  sum  of  the  horizontal  components  of  the 
stresses  in  the  members  cut  by  the  section  must  be  zero. 


Digitized  by 


Google 


186 


APPLIED  MECHANICS. 


2°.  The  algebraic  sum  of  the  vertical  components  of  the 
stresses  in  the  members  cut  by  the  section  must  balance  the 
shearing-force. 

3°.  The  algebraic  sum  of  the  moments  of  the  stresses  in 
the  members  cut  by  the  section,  about  any  axis  perpendicular  to 
the  plane  of  the  truss,  and  lying  in  the  plane  of  the  section, 
must  balance  the  bending*moment  at  the  section. 

As  the  conditions  of  equilibrium  are  three  in  number,  they 
will  enable  us  to  determine  the  stresses  in  the  members,  pro- 
vided the  section  does  not  cut  more  than  three;  and  this 
determination  will  require  the  solution  of  three  simultaneous 
equations  of  the  first  degree  with  three  unknown  quantities 
(the  stresses  in  the  three  members). 

By  a  little  care,  however,  in  choosing  the  section,  we  can 
very  much  simplify  the  operations,  and  reduce  our  work  to  the 
solution  of  one  equation  with  only  one  unknown  quantity ;  the 
proper  choice  of  the  section  taking  the  place  of  the  elimination. 

§146.  Examples  of  Bridge-Trusses.  —  Figs.  109-1 12  rep- 
resent two  common  kinds  of  bridge-trusses:  in  the  first  two 

the  braces  are  all 

Igglg  11   tt    td    17   i>  <i    «    »   r    » 


8«10<ttUtfl8aO»a4     36» 


FlG.  Z09. 


diagonal,    in    the 
last  two  they  are 
partly  vertical  and 
partly  diagonal. 
The  first  two  are  called  Warren  girders,  or  half-lattice  girders ; 

since  there  is  only  one  system  of  bracing, 

as  in  the  figures.    When,  on  the  other 

hand,  there  are  more  than  one  system,  so 

that  the  diagonals  cross  each  other,  they 

are  called  lattice  girders. 

§  147.  General  Outline  of  the  Steps 

to  be  taken  in  determining  the  Stresses 

in  a  Bridge-Truss  under  a  Fixed  Load. 

i^  If  the  truss  is  supported  at  both  ends,  find  the  sup- 
porting forces. 


Fig.  1 10. 


Digitized  by 


Google 


DETERMINING   THE  STRESSES  IN  A   BRIDGE-TRUSS,   1 87 

2^  Assume,  in  all  cases,  a  section,  in  such  a  manner  as  not 
to  cut  more  than  three  members  if  possible,  or,  rather,  three 
of  those  that 

are  brought        1     s    5    toI 
into    action 


60    8 


\       8       5      TttI  ft      11     18     Ifl     17     tt     « 


88     »     » 


10     18      14     16     18     aO     83     84     80 


;  ^MAW 


11    18 


nc.  iia. 


by  the  loads 
on  the  truss; 

and   it    will   '  fig.  m. 

save  labor  if  we  assume  the  section  so  as  to  cut  two  of  the 

three  very  near  their  point  of  inter- 
section. 

3°.  Find  the  shearing-force  at  the 
section. 

4°.  Find   the   bending-moment  at 
the  section. 

5®.  Impose  the  analytical  conditions  of  equilibrium  on  all 
the  forces  acting  on  the  part  of  the  girder  to  one  side  of  the 
section,  —  the  part  between  the  section  and  the  free  end  when 
the  girder  is  free  at  one  end,  or  either  part  when  it  is  supported 
at  both  ends. 

In  the  cases  shown  in  Figs.  109  and  no,  we  may  describe 
the  process  as  follows ;  viz.,  — 

(tf)  Find  the  stress  in  the  diagonal  from  the  fact,  that  (since 
the  stress  in  the  diagonal  is  the  only  one  that  has  a  vertical 
component  at  the  section)  the  vertical  component  of  the  stress 
in  the  diagonal  must  balance  the  shearing-force. 

(i)  Take  moments  about  the  point  of  intersection  of  the 
diagonal  and  horizontal  chord  near  which  the  section  is  taken  ; 
then  the  stresses  in  those  members  will  have  no  moment,  so 
that  the  moment  of  the  stress  in  the  other  horizontal  must 
balance  the  bending-moment  at  the  section.  Hence  the  stress 
in  the  horizontal  will  be  found  by  dividing  the  bending-moment 
at  the  section  by  the  height  of  the  girder. 

The  above  will  be  best  illustrated  by  some  examples. 
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Example  I.  —  Given  the  semi-girder  shown  in  Fig.  i  lo^ 
loaded  at  joint  13  with  40CX)  pounds,  and  at  each  of  the  joints 
i>  3»  5>  7>  9»  2tnd  11  with  80CX)  pounds.  Suppose  the  length  of 
each  chord  and  each  diagonal  to  be  5  feet.  Required  the  stress 
in  each  member. 

Solution,  —  For  the  purpose  of  explaining  the  method  of 
procedure,  we  will  suppose  that  we  desire  to  find  first  the 
stresses  in  8-10  and  9-10. 

Assume  a  vertical  section  very  near  the  joint  9,  but  to  the 
right  of  it,  so  that  it  shall  cut  both  8-10  and  9-10. 

If,  now,  the  truss  were  actually  separated  into  two  parts  at 
this  section,  the  right-hand  part  would,  in  consequence  of  the 
loads  acting  on 'it,  separate  from  the  other  part.  This  tendency 
to  separate  is  counteracted  by  the  following  three  forces  :  — 

I*'.  The  pull  exerted  by  the  part  <^x  of  the  bar  9-1 1  on  the 
part  x-\\  of  the  same  bar. 

2*^.  The  thrust  exerted  by  the  part  %-z  of  the  bar  8-10  on 
the  part  z-\o  of  the  same  bar. 

3°.  The  pull  exerted  by  the  part  9-^  of  the -bar  9-10  on  the 
part^^'-io  of  the  same  bar. 

The  shearing-force  at  this  section  is 

8000  +  4000  =  12000  lbs., 

and  this  is  equal  to  the  vertical  component  of  the  stress  m  the 
diagonal.     Hence 

Stress  in  9-10  =  '^^^  =  12000(1.1547)  =  13856  lbs. 
sin  60 

This  stress  is  a  pull,  as  may  be  seen  from  the  fact,  that,  in 
order  to  prevent  the  part  of  the  girder  to  the  right  of  the 
section  from  sliding  downwards  under  the  action  of  the  load, 
the  part  <^y  of  the  diagonal  9-10  must  pull  the  part  y-\o  of 
the  same  diagonal. 

Next  take  moments  about  9 :  and,  since  the  moment  of  the 
stresses  in  9-1 1  and  9-10  about  9  is  zero,  we  must  have  that  the 
moment  of  the  stress  in  8-10;  i.e.,  the  product  of  this  stress 
by  the  height  of  the  girder,  must  equal  the  bending-moment. 
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Hence 


The  bending-moment  about  9  is 
8000  X  5  +  4000  X  10  = 


Soooo  foot-lbs. 


Stress  in  8-10  =  -5525  —  80000(0.23094)  =  18475  ^^s. 
4-33 
Proceed  in  a  similar  way  for  all  the  other  members.  The 
work  may  be  arranged  as  in  the  following  table ;  the  diagonal 
stresses  being  deduced  from  the  shearing-forces  by  multiplying 
^y  ^•IS47»  ^^^  the  chord  stresses  from  the  bending-moments 
by  multiplying  by  0.23094. 


\1 

shearing- 
Force 
in  lbs. 

Stresses  in  Diagonals  cut 

Bending- 

•  Moment,  in 

fbot.lbs. 

Stresses  in  Chords  opposite  the 
respective  Joints. 

Tension. 

Compression. 

Tension. 

Compresuon. 

I 

44000 

50806 

720000 

166277 

2 

44000 

50806 

610000 

140873 

3 

36000 

41569 

500000 

"S470 

4 

36000 

41569 

410000 

94685 

5 

28000 

32331 

320000 

73901 

6 

28000 

32331 

250000 

57735 

7 

20000 

23094 

180000 

41569 

8 

20000 

23094 

130000 

30022 

9 

12000 

13856 

80000 

1847s 

10 

12000 

13856 

50000 

"547 

11 

4000 

4619 

20000 

4618 

12 

4000 

4619 

1 0000 

2309 

Example  II.  —  Given  the  truss  (Fig.  109)  loaded  at  each  of 
the  lower  joints  with  loooo  lbs. :  find  the  stresses  in  the  members. 
The  length  of  chord  is  equal  to  the  length  of  diagonal  =  10  ft. 

In  future,  tensions  will  be  written  with  the  minus,  and  com- 
pressions with  the  plus  sign. 

Solution, — Total  load  =  14(10000)  =  140000  lbs. 
Each  supporting  force       =     70000    " 

The  entire  work  is  shown  in  the  following  tables  :  — 
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Mv^but  rf  Dunwwli. 

Streases  in  Duconals,  in  lbs. 

I-  2 

28-29 

-70000  X  1.1547  = 

—80829 

a-3 

27-28 

+60000  X  1.1547  = 

+69282 

3-4 

26-27 

—60000  X  1. 1547  = 

—69282 

4-S 

25-26 

-H50000  X  1. 1547  = 

+57735 

5-6 

24-25 

—50000  X  1. 1547  = 

-57735 

6-7 

23-24 

+40000  X  1. 1547  = 

+46188 

7-8 

22-23 

—40000  X  1. 1547  = 

-46188 

8-9 

21-22 

+30000  X  1. 1547  = 

-1- 34641 

9-10 

20-21 

-30000  X  1.1547  = 

-34641 

lO-II 

19-20 

+20000  X  1.1547  = 

+  23094 

II-I2 

18-19 

—20000  X  1. 1547  *= 

-23094 

12-13 

X7-18 

+  10000  X  1.1547  = 

+  11547 

13-14 

16-17 

—  loooo  X  1. 1547  = 

-11547 

14-15 

15-16 

+0 

0 

LOWER  CHORDS. 


Numben  of  Chords. 

Stiesaes  in  Chords,  m  lbs. 

2-  4 

26-28 

—    650000  X  O.I  1547  =  -   75056 

4-6 

24-26 

—  1200000  X  O.I  1547  =  —138564 

6-  8 

22-24 

—  1650000  X  0.11547  =  —190526 

8-10 

20-22 

—  9000000   X    O.II547   =    —230940 

10-12 

18-20 

—  2250000  X  O.I1547 259808 

12-14 

16-18 

—  2450000  X  0.11547  -  -377128 

14-16 

—  2450000  X  O.I1547  —  —282902 
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UPPER  CHORDS. 


Numbers  of  Chonis. 

Sttenes  in  Chords,  in  lbs. 

I-  3 

27-29 

350000  X  O.I  1547  =  +   40415 

3-  S 

25-27 

950000  X  O.I  1547  =  +109697 

5-  7 

23-25 

1450000  X  O.I  1547  =s  +167432 

7-  9 

21-23 

1850000  X  O.I1547  =  +213620 

9-1 1 

19-21 

3150000   X   O.II547  =s  +248261 

11-13 

17-19 

2350000  X  O.I  1547  =  +267355 

13-15 

15-17 

2450000  X  O.I  1547  =  +282902 

Example  III.  —  Given  the  same  truss  as  in  Example  II., 
loaded  at  2,  4,  6,  8,  10,  and  12  with  icxxx)  lbs.  at  each  point, 
the  remaining  lower  joints  being  loaded  with  50000  lbs.  at  each 
joint :  find  the  stresses  in  the  members. 

Example  -IV. — Gi¥en  a  semi-girder,  free  at  one  end  (Fig. 
112),  loaded  at  2,  4,  and  6  with  loooo  lbs.,  and  at  8,  10,  and  12 
with  5000  lbs. :  find  the  stresses  in  the  members. 

TRAVELLING-LOAD. 

§148.  Half- Lattice  Girder:  Travelling- Load.  —  When  a 
girder  is  used  for  a  bridge,  it  is  not  subjected  all  the  time  to 
the  same  set  of  loads. 

The  load  in  this  case  consists  of  two  parts,  —  one,  the  dead 
load,  including  the  bridge  weight,  together  with  any  permanent 
load  that  may  rest  upon  the  bridge ;  and  the  other,  the  moving 
or  variable  load,  also  called  the  travelling-load,  such  as  the 
weight  of  the  whole  or  part  of  a  railroad  train  if  it  is  a  railroad 
bridge,  or  the  weight  of  the  passing  teams,  etc.,  if  it  is  a  common- 
road  bridge.  Hence  it  is  necessary  that  we  should  be  able  to 
determine  the  amount  and  distribution  of  the  loads  upon  the 
bridge  which  will  produce  the  greatest  tension  or  the  greatest 
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compression  in  every  member,  and  the  consequent  stress  pro- 
duced. 

§  149.  Greatest  Stresses  in  Semi-Girder.  —  Wherever  the 
section  be  assumed  in  a  semi-girder,  it  is  evident  that  any  load 
placed  on  the  truss  at  any  point  between  the  section  and  the 
free  end  increases  both  the  shearing-force  and  the  bending- 
moment  at  that  section,  and  that  any  load  placed  between  the 
section  and  the  fixed  end  has  no  effect  whatever  on  either 
the  shearing-force  or  the  bending-moment  at  that  section. 

Hence  every  member  of  a  semi-girder  will  have  a  greater 
stress  upon  it  when  the  entire  load  is  on,  than  with  any  partial 
load. 

§  150.  Greatest  Chord  Stresses  in  Girder  supported  at 
Both  Ends.  —  Every  load  which  is  placed  upon  the  truss,  no 
matter  where  it  is  placed,  will  produce  at  any  section  whatever  a 
bending-moment  tending  to  turn  the  two  parts  of  the  truss  on 
the  two  sides  of  the  section  upwards  from  the  supports ;  i.e.,  so 
as  to  render  the  truss  concave  upwards. 

Hence  every  load  that  is  placed  upon  the  truss  causes  com- 
pression in  every  horizontal  upper  chord,  and  tension  in  every 
horizontal  lower  chord.  Hence,  in  order  to  obtain  the  greatest 
chord  stresses,  we  assume  the  whole  of  the  moving  load  to  be 
upon  the  bridge. 

§151.  Greatest  Diagonal  Stresses  in  Girder  supported 
at  Both  Ends.  —  To  determine  the  distribution  of  the  load 
that  will  produce  the  greatest  stress  of  a  certain  kind  (tension 
or  compression)  in  any  given  diagonal,  let  us  suppose  the  diag- 
onal in  question  to  be  7-8  (Fig.  109),  through  which  we  take 
our  section  ab.  Now,  it  is  evident  that  any  load  placed  on  the 
truss  between  ab  and  the  left-hand  (nearer)  support  will  cause  a 
shearing-force  at  that  section  which  will  tend  to  slide  the  part 
of  the  girder  to  the  left  of  the  section  downwards  with  refer- 
ence to  the  other  part,  and  hence  will  cause  a  compressive 
stress  in  7-8 ;  while  any  load  between  the  section  and  the  right- 
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hand  (farther)  support  will  cause  a  shearing-force  of  the  oppo- 
site kind,  and  hence  a  tension  in  the  bar  7-8. 

Now,  the  bridge  weight  itself  brings  ah  equal  load  upon  each 
joint ;  hence,  when  the  bridge  weight  is  the  only  load  upon  the 
truss,  the  bar  7-8  is  in  tension. 

Hence,  any  load  placed  upon  the  truss  between  the  section 
and  the  farther  support  tends  to  increase  the  shearing-force  at 
that  section  due  to  the  dead  load  (provided  this  is  equally  dis- 
tributed  among  the  joints) ;  whereas  any  load  placed  between 
the  section  and  the  nearer  support  tends  to  decrease  the  shear- 
ing-force at  the  section  due  to  the  dead  load,  or  to  produce  a 
shearing-force  of  the  opposite  kind  to  that  produced  by  the  dead 
load  at  that  section. 

Hence,  if  we  assume  the  dead  load  to  be  equally  distributed 
among  the  joints,  we  shall  have  the  two  following  propositions 
true :  — 

(d)  In  order  to  determine  the  greatest  stress  in  any  diagonal 
which  is  of  the  same  kind  as  that  produced  by  the  dead  load, 
we  roust  assume  the  moving  load  to  cover  all  the  panel  points 
between  the  section  and  the  farther  abutment,  and  no  other 
panel  points. 

ip)  In  order  to  determine  the  greatest  stress  in  any  diagonal 
of  the  opposite  kind  to  that  produced  by  the  dead  load,  we  must 
assume  the  moving  load  to  cover  all  the  panel  points  between 
the  section  and  the  nearer  abutment,  and  no  others. 

This  will  be  made  clear  by  an  example. 

Example  I.  —  Given  the  truss  shown  in  Fig.  113.     Length 

of  chord  =  length  of  diagonal  = 
10  feet.  Dead  load  =  8000  lbs. 
applied  at  each  upper  panel  point. 
Moving  load  =  30000  lbs.  applied 
at  each  upper  panel  point.  Find 
the  greatest  stresses  in  the  members. 


Fig.  X13. 
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Solution,  (a)  Chord  Stresses.  —  Assume  the  whole  load  to 
be  upon  the  bridge : 
this  will  give  38CXX) 
lbs.  at  each  upper 
panel  point;  i.e.,  omit- 
ting I  and  17,  where 
the  load  acts  directly 
on  the  support,  and 
not  on  the  truss. 
Hence,  considering  the  bridge  so  loaded,  we  shall  haVe  thcf  fol- 
lowing results  for  the  chord  stresses  :  — 

Each  supporting  force  =  38ooo(-j  =  133000. 
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SectioD  at 

2 

16 

133000  X    5                                             =    665000 

3 

15 

133000  X  10                                            =  1330000 

4 

14 

133000  X  15  —  38000  X    5                   =  1805000 

5 

13 

133000  X   20  —  38000  X   10                       =  2280000 

6 

12 

133000  X  25  -  38ooo(  5  -h  15)             -  2565000 

7 

II 

133000  X  30  —  38000(10  -f  20)              =  2850000 

8 

10 

133000  X  35  -  38ooo(  5  +  15  +  25)  =  2945000 

9 

133000  X  40  —  38000(10  -h  20  -f  30)  =  3040000 

N  mubcra  ct  Choras. 

Stictwa  in  Upper  Chords. 

1-3 
3-5 
5-7 
7-9 

1S-17 

13-15 

11-13 

9-1 1 

665000  X  0.11547  =  +  76788 
1805000  X  0.11547  =  +208423 

2565000  X  O.I  1547  =  +296181 

2945000  X  0.1 1547  =  +340059 
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Numben  of  Chords. 

Stresses  in  Lower  (Chords. 

2-  4 

4-6 
6-  8 
8-10 

14-16 
12-14 
10-12 

-1330000  X  0.11547  =  -153575 

—  2280000  X  O.I  1547  =  —263272 

—  2850000  X  0.11547  =  —329090 
-3040000  X  O.11547  =  —351029 

Next,  as  to  the  diagonals,  take,  for  instance,  the  diagonal 
7-8.  When  the  dead  load  alone  is  on  the  bridge,  the  diagonal 
7-8  is  in  tension.  From  the  preceding,  we  see  that  the  greatest 
tension  is  produced  in  this  bar  when  the  moving  load  is  on  the 
points  9,  II,  13,  and  15,  and  the  dead  load  only  on  the  points  3, 
5,  7.     Now,  a  load  of  380CX)  lbs.  at  13,  for  instance,  causes  a 

shearing-force  of  -^(38000)  =  9500  lbs.  at  any  section  to  the 
10 

left  of  13;  and  this  shearing-force  tends  to  cause  the  part  to 

the  left  of  the  section  to  slide  upwards,  and  that  to  the  right 

downwards. 

On  the  other  hand,  with  the  same  load  at  the  same  place, 

12 
there  is  produced  a  shearing-force  of  — (38000)  =  28500   lbs. 

16 

at  any  section  to  the  right  of  13  ;  and  this  shearing-force  tends 
to  cause  the  part  to  the  left  to  slide  downwards,  and  that  to  the 
right  upwards.  Paying  attention  to  this  fact,  we  shall  have, 
when  the  loads  are  distributed  as  above  described,  a  shearing- 
force  at  the  bar  7-8  causing  tension  in  this  bar ;  the  magnitude 
of  this  shearing-force  being 


3S^(,  +  4  +  6  -f  8)  -  ^(2  +  4  +  6)  =  41500. 


16 


16 


Hence,  we  may  arrange  the  work  as  follows  :• 
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Greatest 
Stresses  in 

Numbeno^ 
Diagooala. 

Gieaftest  Sheariag-Foroet  produdng  Streaws  of  Same  Kind  as 
Dead  Load. 

Diagonals  of 

Same  Kind 

as  those  due 

to  Dead 

Load. 

1-2 

17-16 

^(2+4+6+8+10+12+14)                         =  133000 

-153575 

2-3 

16-15 

^(2+4+6+8+10+12+14)                          =  133000 

+  153575 

^4 

15-14 

^(2+4+6+8+10+12) -?^(2)               =    98750 

-II4027 

4-5 

14-13 

^(2+4+6+8+10+12) -!^(2)               =    98750 

+ I 14027 

5-6 

1^12 

^(2+4+6+8+10)          -^(2+4)         =    68250 

-  78808 

^ 

12-11 

5^(2+4+6+8+10)          -^(2+4)         =    68250 

+  78808 

7-8 

II-IO 

^(2+4+6+8)                -?^(2+4+6)  =    4,5cx) 

-  47920 

8^ 

10-  9 

^(2+4+6+8)                -!|?(2+4+6)  =    41500 

+  47920 

Greatest 

Stresses  in 

Nmnbenof 

Greatest  Shearing-Forces  producing  Stresses  of  Kind  Opposite 

Diagonals  of 

Diagooak. 

from  Dead  T.o»1. 

Kind  Oppo- 
site from 
Dead  Load. 

H) 

10-  9 

^(2+4+6)  -  5^(2+4+6+8)                     =  18500 

—21362 

7-8 

11-10 

^(2+4+6)  -  ?^(2+4+6+8)                   =  18500 

+21362 

The  diagonals  7-8,  8-9,  9-10,  and  lo-ii  are  the  only  ones 
that,  under  any  circumstances,  can  have  a  stress  of  the  kind 
opposite  to  that  to  which  they  are  subjected  under  the  dead 
load  alone. 
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Fig.  1 14  exhibits  the  manner  of  writing  the  stresses  on  the 
diagram. 

§  152.  General  Application  of  this  Method.  —  It  is  plain 
that  the  method  used  above  will  apply  to  any  single  system  of 
bridge-truss  with  horizontal  chords  and  diagonal  bracing,  what- 
ever be  the  inclination  of  the  braces. 

When  seeking  the  stress  in  a  diagonal,  the  section  must  be 
so  taken  as  to  cut  that  diagonal ;  and,  as  far  as  this  stress  alone 
is  concerned,  it  may  be  equally  well  taken  at  any  point,  as  well 
as  near  a  joint,  provided  only  it  cuts  that  diagonal  which  is  in 
action  under  the  load  that  produces  the  greatest  stress  in  this 
one,  and  no  other. 

On  the  other  hand,  when  we  seek  the  stress  in  a  horizontal 
chord,  the  section  might  very  properly  be  taken  through  the 
joint  opposite  that  chord. 

Taking  it  very  near  the  joint,  only  serves  to  make  one  sec- 
tion answer  both  purposes  simultaneously. 

§  153.  Bridge-Trusses  with  Vertical  and  Diagonal  Bra- 
cing—  When,  as  in  Figs.  11 1  and  112,  there  are  both  vertical 
and  diagonal  braces,  and  also  horizontal  chords,  we  may  deter- 
mine the  stresses  in  the  diagonals  and  in  the  chords  just  as 
before ;  only  we  must  take  the  section  just  to  one  side  of  a  joint, 
and  never  through  the  joint. 

'As  to  the  verticals,  in  order  to  determine  the  stress  in  any 
vertical,  we  must  impose  the  conditions  of  equilibrium  between 
the  vertical  components  of  the  forces  acting  at  one  end  of  that 
vertical :  thus,  if  the  loads  are  at  the  upper  joints  in  Fig.  in, 
then  the  stress  in  vertical  3-2  must  be  equal  and  opposite  to 
the  vertical  component  of  the  stress  in  diagonal  1-2,  as  these 
stresses  are  the  only  vertical  forces  acting  at  joint  2. 

Vertical  5-4  has  for  its  stress  the  vertical  component  of  the 
stress  in  3-4,  etc.     Thus 

Stress  in  3-2  rs  sheariQg-force  in  panel  1-3, 
Stress  in  5-4  =  shearing-force  in  panel  3-5,  etc. 
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On  the  other  hand,  if  the  loads  be  applied  at  the  lower 
joints,  then 

Stress  in  3-2  =  shearing-force  in  panel  3-5, 
Stress  in  5-4  =  shearing-force  in  panel  5-7,  etc. 

Example. — Given  the  truss  shown  in  Fig.  iii.  Given 
panel  length  =  height  of  truss  =  10  feet,  dead  load  per  panel 
point  =  12000  lbs.,  moving  load  per  panel  point  =  23000  lbs. ; 
load  applied  at  upper  joints. 

Solution,  (a)  Chord  Stresses,  —  Assume  the  entire  load  on 
the  bridge,  i.e.,  35000  lbs.  per  panel  point.     Hence 

Total  load  on  truss  =  13  (35000)  =  455000  lbs., 
Each  supporting  force  =  227500  lbs. 


Jointnear 

whacfa 
Sectioois 

Bending-Moment  at  dw  Section  veiy  near  the  Joint,  on  Either  Side  of  the  Joint.     | 

taken. 

28 

0 

27 

227500  X  10 

=  2275000 

25 

227500  X  20  —  35000  X  10 

=  4200000 

23 

227500  X  30  -  35000(10  -I-  20) 

-  5775000 

21 

227500  X  40—  35000  (10 -h  20 -f-  30) 

=  7000000 

II 

19 

227500  X  50  —  35000  (10+20-^-30-1-  40) 

=  7875000 

13 

17 

227500  X  60  —  35000(10  -f  20  -h  30  +  40  +  50) 

=  8400000 

'^1  - 

227500  X  70  —  35000(10 -h  20 H-  30  +  40 -»-  50  -f  60] 

=  8575000 

To  find  any  chord  stress,  divide  the  bending-moment  at  a 
section  cutting  the  chord,  and  passing  close  to  the  opposite 
joint,  by  the  height  of  the  girder,  which  in  this  case  is  10. 
Hence  we  have  for  the  chord  stresses  (denoting,  as  beforei  com« 
pression  by  +,  ^d  tension  by  — ) :  — 
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Stresses  in  Upper  Chords. 

Stresses  in  Lower  Chords. 

I-  3 

27-28 

+  227500 

2-  4 

24-26 

—  227500 

3-  5 

25-27 

+420000 

4-6 

22-24 

—  420000 

5-  7 

23-25 

+  577500 

6-  8 

20-22 

-577500 

7-  9 

21-23 

+  700000 

8-10 

18-20 

—  700000 

9-1 1 

19-21 

+  787500 

10-12 

16-18 

-787500 

11-13 

17-19 

+840000 

12-14 

14-16 

—840000 

13-15 

15-17 

+857500 

Diagonals.  —  It  is  evident,  that,  for  the  diagonals,  the  same 
rule  holds  as  in  the  case  of  the  Warren  girder :  i.e.,  the  greatest 
stress  of  the  same  kind  as  that  produced  by  the  dead  load 
occurs  when  the  moving  load  is  on  all  the  joints  between  the 
diagonal  in  question  and  the  farther  abutment ;  whereas  the 
greatest  stress  of  the  opposite  kind  occurs  when  the  moving 
load  covers  all  the  joints  between  the  diagonal  in  question  and 
the  nearer  abutment. 

The  work  of  determining  the  greatest  shearing-forces  may 
be  arranged  as  in  tables  on  p.  191. 

Counterbraces.  —  If  the  truss  were  constructed  with  those 
diagonals  only  that  slope  downwards  towards  the  centre,  and 
which  may  be  called  the  main  braces,  the  diagonals  11-12, 
13-14,  14-17,  and  16-19  would  sometimes  be  called  upon  to 
bear  a  thrust,  and  the  verticals  12-13  and  17-16  a  pull:  this 
would  necessitate  making  these  diagonals  sufficiently  strong 
to  resist  the  greatest  thrust  to  which  they  are  liable,  and  fixing 
the  verticals  in  such  a  way  as  to  enable  them  to  bear  a  pull. 

In  order  to  avoid  this,  the  diagonals  10-13,  12-15,  15-16, 
and  17-18  are  inserted,  which  are  called  counterbraces,  and 
which  come  into  action  only  when  the  corresponding  main 
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draces  would   otherwise  be  subjected  to  thrust.     They  also 
prevent  any  tension  in  the  verticals. 


DtaigOQiis. 


Greatest  Shearing-Foxoes  of  the  Same  Kind  as  thooe  produced  by 
Dead  Load. 


1-2 

3-4 
5-6 
7-8 
9-10 

11-12 

13-14 


28-26 
27-24 
25-22 
23-20 
21-18 
19-16 

17-14 


5^1+2+3+. ..  +  13) 

5^(1  +  2+3+.. .  +  I2)-i^l) 


35000. 

«4  ^ 
35000^ 

14  ^ 
3500a 


^-^(1  +  2+3+. ..  +  Il)-"-^I  +  2) 


,,  '0  +  2  +  3+  ...  +10)-  *-^I  +  2+3) 


=  227500 

=  I94I43 
=  162429 

=  132357 


^(1  +  2+3+...+  9)-^0  +  2+... +4)=  103929 
2^1  +  2+3+...+  8)-^(i  +  2+... +5)=  77143 
^(1  +  2+3+...+  7)--*^i  +  2+...+6)=    52000 


Diagonals. 


Greatest  Shearing-Foroes  of  the  Opposite  Kind  to  thooe  produced  by 
Dead  Load. 


'3-14 
IM2 
9-10 


17-14 
19-16 
21-18 


2^(1  +  2+3+  .  .  .  +  6)-  ^I  +  2+.  .  .+  7)  : 


^(1  +  2+ 
^(1  +  2+ 


..;  +  5)-^{l  +  2+...  +  8)  = 
..'.  +  4)- ^-^1  +  2+... +9)^ 


28500 
:  6643 
=  -13571 


The  main  braces  and  counterbraces  of  a  panel  are  never  in 
action  simultaneously.  Hence  we  have,  for  the  greatest  stresses 
in  the  diagonals,  the  following  results,  obtained  by  multiplying 

the  corresponding  shearing-forces  by 


I 


cos  45' 


=  1.414. 
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In  the  following  I  have  used  this  number  to  three  decimal 
places,  as  being  sufficiently  accurate  for  practical  purposes. 


Stresses  in  Main  Braces. 

Stresses  in  Countexbreces. 

I-    2 

28-26 

-321685 

15-12 

15-16 

-40299 

3-  4 

27-24 

-274518 

13-10 

17-18 

-  9393 

5-6 

25-22 

-229675 

7-8 

23-20 

-187153 

9-10 

21-18 

-146956 

11-12 

19-16 

—  109080 

13-14 

17-14 

-  73528 

^ 

Vertical  Posts.  —  Since  the  loads  are  applied  at  the  upper 
joints,  the  conditions  of  equilibrium  at  the  lower  joints  require 
that  the  thrust  in  any  vertical  post  shall  be  equal  to  the  vertical 
component  of  the  tension  in  that  diagonal  which,  being  in  action 
at  the  time,  meets  it  at  its  lower  end. 

Hence  it  is  equal  to  the  shearing-force  in  that  panel  where 
the  acting  diagonal  meets  it  at  its  lower  end 

We  therefore  have,  for  the  posts,  the  following  as  the  greatest 
thrusts :  — 

STRESSES  IN  VERTICALS. 


3-    2 

27-26, 

-1-227500 

5-4 

25-24 

+I94I43 

7-6 

23-22 

-I-I62429 

9-8 

21-20 

+132357 

II-IO 

19-18 

-h  103929 

13-12 

17-16 

+  77143 

15- 

-14 

-h  52000 
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Fig.  115  shows  the  stresses  marked  on  the  diagram. 

§  154.  Manner  of  Concentrating  the  Load  at  the  Joints. 

—  In  using  the  methods  given  above,  we  are 

assuming  that  all  the  loads  are  concentrated 

at  the  joints,  and  that  none  are  distributed 

over  any  of  the  pieces.     As  far  as  the  mov- 
ing load  is  concerned,  and  also  all  of  the 

dead  load  except   the  weight  of  the  truss 

itself,  this  always  is,  or  ought  to  be,  effected ; 

and  it  is  accomplished  in  a  manner  similar 

to  that  adopted  in  the  case  of  roof-trusses. 

This  method  is  shown  in  the  figure  (Fig.' 

116);  floor-beams  being  laid  across  from 
girder  to  girder  at  the  joints, 
on  top  of  which  are  laid  longi- 
tudinal beams,  and  on  these 
the  sleepers  if  it  is  a  railroad 
bridge,  or  the  floor  if  it  is  a 
road  bridge.  The  weight  of 
the  truss  itself  is  so  small  a 
part  of  what  the  bridge  is 
called  upon  to  bear,  that  it 
can,  without  appreciable  error, 
be  considered  as  concentrated 
at  the  joints  either  of  the  up- 
per chord,  of  the  lower  chord, 
or  of  both,  according  to  the 
manner  in  which  the  rest  of 
the  load  is  distributed.  i    %s.  /w    % 

§  155.  Closer  Approxima- 
tion   tp   Actual    Shearing- 
Force.  —  In  our  computations 
Fic.  116.         of  greatest  shearing-force,  we  *''°*  "s- 


-naiMae 


■f  77143 


make  an  approximation  which  is  generally  considered  to  bv^ 
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sufficiently  close,  and  which  is  always  on  the  safe  side.  To 
illustrate  it,  take  the  case  of  panel  3-5  of  the  last  example. 
In  determining  its  greatest  shearing-force,  we  considered  a  load 
of  35000  lbs.  per  panel  point  to  rest  on  all  the  joints  from  the 
right-hand  support  to  joint  5,  inclusive,  and  the  dead  load  to 
rest  on  all  the  other  joints  of  the  truss.  Now,  it  is  .impossible, 
if  the  load  is  distributed  uniformly  on  the  floor  of  the  bridge, 
to  have  a  load  of  35000  lbs.  on  5  and  12000  on  3  simultaneously; 
for,  if  the  moving  load  extended  on  the  bridge  floor  only  up  to 
5,  the  load  on  5  would  be  only  12000  +  ^(23000)  =  23500  lbs., 
and  that  on  3  would  then  be  12000  lbs.  If,  on  the  other  hand, 
the  moving  load  extends  beyond  5  at  all,  as  it  must  if  the  load 
on  5  is  to  be  greater  than  23500  lbs.,  then  part  of  it  will  rest 
on  3,  and  the  load  on  3  will  then  be  greater  than  12000  lbs.; 
for  whatever  load  there  is  between  3  and  5  is  supported  at 
3  and  5. 

Moreover,  we  know  that  the  effect  of  increasing  the  load  on 
5  is  to  increase  the  shearing-force,  provided  we  do  not  at  the 
same  time  increase  that  on  3  so  much  as  to  destroy  the  effect 
of  increasing  that  on  5. 

Hence,  there  must  be  some  point  between  3  and  5  to  which 
the  moving  load  must  extend  in  order  to  render  the  shearing- 
force  in  panel  3-5  a  maximum. 

Let  the  distance  of  this  point  from  5  be;r;  then,  if  we  let 

2*2000 

=  moving  load  per  foot  of  length, 


w  = 


Moving  load  on  panel  = 


WXy 


Part  supported  at  3      =  , 

20 

Part  supported  at  5      =  wx  --  ^^. 

20 

Hence,  portion  of  shearing-force  due  to  the  moving  load  on 
panel  3-5  equals 
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12/  wc^\         I   wx^       wl  i3-**\ 

-A  WX J =  — I  I2Jf  —  -^—  J. 

I4\  20  /        14   20         I4\  20  / 

This  becomes  a  maximum  when  its  first  differential  co-efficient 
becomes  zero,  Le.,  when 

12  -  |J:r  =  oj 


therefore 


a:    =  9  23. 


Hence,  when  the  moving  load  extends  to  a  distance  of  9.23  feet 
from  5,  then  the  shearing-force  in  panel  3-5,  and  hence  the 
stress  in  diagonal  3-4,  is  a  maximum. 


Pttiels. 

Portioo  of  Shearing-Foro: 
Panel 

Value 

of jc,  in 

feet 

Portion  of  Load 

at  Joints  pa™^ 

below. 

Portion  of  Load 

at  Joints  named 

below. 

1-3 

27-28 

SC"--^) 

10.00 

I 

11500 

3 

11500 

3-5 

25-27 

S(— ^) 

923 

3 

9797 

5 

1 1432 

5-  7 

23-25 

I4\               20  / 

8.46 

5 

8230 

7 

1 1 227 

7-9 

21-23 

I4\              20  / 

7.69 

7 

6801 

9 

10886 

9-11 

19-21 

I4\  ^         20  / 

6.92 

9 

5507 

II 

10409 

n-13 

17-19 

i5:(8:r-i3£!\ 
I4\               20  / 

6.15 

II 

4350 

13 

9795 

13-15 

,  »5-i7 

-(  7;r  -  '3^) 
I4\              20  / 

5.38 

13 

3329 

15 

i 
9045 

To  show  how  the  adoption  of  this  method  would  affect  the 
resulting  stresses  in  the  diagonals  and  verticals,  I  have  given 
the  Work  above,  and  shown  the  difference  between  these  and 
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the  former  results.     In  this  table  x  =  distance  covered  by  1 
from  end  of  panel  nearest  the  centre. 


PaneU. 


Greatest  Shearing-Force  of  Same  Kind  as  that  dvtt  to  Dead  Load. 


I-  3 
3-  5 
5-  7 
7-9 
^11 

11-13 
J3-15 


27-28 
25-27 

23-25 
21-23 
19-21 
17-19 
15-17 


^-^(i+...+  i3)  =«27S* 

^5^(i+. .  .+  ii)H-^(34932>-^(2i797)  ='93385 

'-^(i+. .  .+  io)  +  ;-;(34727)-^(2023o)~(i200d)  =161038 
^-^{1+...+  9)+i;(34386)-f^(i88oi)-'-^(i  +  2)  =130461 
3-^(1+...+  8)+^(33909)-i^(i7507)-^(iH-2+3)  =101654 
^-^(1+...+  7)+f4(33295)-r4<'635o)-^(i+~.+4)=  746i6 
^-^(1+...+  6)+f^(32545>-f,(r5329)+^(i+...+5)=  49345 


Hence,  for  stresses  in  main  braces,  we  have 


Diagonals. 

Stresses. 

I-    2 

28-26 

-321685 

3-  4 

27-24 

-273446 

5-6 

25-22 

—  227708 

7-8 

23-20 

-184472 

9-10 

21-18 

-143739 

11-12 

19-16 

-105507 

13-14 

17-14 

-    69774 

Moreover,  for  the  shearing-forces  of  opposite  kind  from 
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those  due  to  dead  load,  we  have,  if  jr  3=  distance  from  end  of 
panel  nearest  support  wbieb  is  covered  by  moving  load,  — 


Faids. 

Portion  of  Shear  due 
to  Moring  Load  on  Panel. 

Value 
ofx. 

Portion  of  Load 

at  Joints  named 

below. 

Portion  of  Load 

at  Joints  named 

below. 

13-15 

17-15 
19-17 

4.62 
3.84 

IS 
13 

2455 
1695 

13 
II 

8171 
7137 

Gieamt  Shcaring-Foroes  of  Opposite  Kind  firom  those  due  to  Dead  Load. 


17-15 
19-17 


'-^(1+. .  .+5)+r4(3'67i)-^(i4455)- V  (i+. .  .+6)  =  25846 
^-f5(i+...+4)+^,(30637)-^(i369S)-^(i+...+7)  =  4116 


Hence  we  have  the  following  as  the  stresses  in  the  counter- 
braces:— 


Counter-Braces. 

Stresses. 

15-12 
13-10 

15-16 
17-18 

-  36546 

-  5820 

And,  for  the  verticals,  we  have  the  ileW,  itlstead  of  the  old, 
*he»ing-forces. 
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The  following  table  compares  the  results :  — 


Diasonals. 

Stress,  Ordinaiy 
Method. 

Stress,  New  Method. 

Difleienoe. 

I-   2 

28-26 

—  321685 

-321685 

3-  4 

27-24 

-274518 

-273446 

1072 

5-6 

25-22 

-229675 

—  227708 

1967 

7-8 

23-20 

-187153 

-184472 

2681 

9-10 

21-18 

-146956 

-  143739 

3217 

11-12 

19-16 

—  109080 

-105507 

3573 

13-14 

17-14 

-    73528 

-    69774 

3754 

15-12 

15-16 

-    40299 

-36546 

3753 

13-10 

17-18 

-     9393 

-    5820 

3573 

Verticals. 

Stress,  Ordinary 
Method. 

Stress,  New  Method. 

Diflerence. 

3-  2 

27-26 

-1-227500 

+  227500 

0 

5-4 

25-24 

-I-I94143 

+  193385 

758 

7-6 

23-22 

+  162429 

+  161038 

1391 

9-8 

21-20 

-H132357 

+  13046 1 

1896 

II-IO 

19-18 

-♦-103929 

+  IO1654 

2275 

13-12 

17-16 

+    77143 

+    74616 

2527 

15-14 

-h    28500 

+  49345 

2655 

§156.  Compound  Bridge-Trusses.  —  The  trusses  already 
discussed  have  contained  but  a  single  system  of  latticing,  or 
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at  least  only  one  system  that  comes  in  play  at  one  time;  so  that 
a  vertical  section  never  cuts  more  than  three  bars  that  are  in 
action  simultaneously,  the  main  brace  hsiving  no  stress  upon  it 
when  the  counterbrace  is  in  action,  and  vice  versa. 

We  may,  however,  have  bridge-trusses  with  more  than  one 
system  of  lattices ;  and,  in  determining  the  stresses  in  their 
members,  we  must  resolve  them  into  their  component  systems, 
and  determine  the  greatest  stress  in  each  system  separately, 
and  then,  for  bars  which  are  common  to  the  two  systems,  add 
together  the  stresses  brought  about  by  each. 

In  some  cases,  the  design  is  such  that  it  is  possible  to 
resolve  the  truss  into  systems  in  more  than  one  way,  and  then 
there  arises  an  uncertainty  as  to  which  course  the  stresses  will 
actually  pursue. 

In  such  cases,  the  only  safe  way  is  to  determine  the  greatest 
stress  in  each  piece  with  every  possible  mode  of  resolution  of 
the  systems,  and  then  to  design  each  piece  in  such  a  way  as  to 
be  able  to  resist  that  stress. 

Generally,  however,  such  ambiguity  is  an  indication  of  a 
waste  of  material ;  as  it  is  most  economical  to  put  in  the  bridge 
only  those  pieces  that  are  absolutely  necessary  to  bear  the 
stresses,  as  other  pieces  only  add  so  much  weight  to  the  struc- 
ture, and  are  useless  to  bear  the  load. 

The  mode  of  proceeding  can  be  ^best  explained  by  some 
examples. 


-   18    5 


9   11  IS  IS  17  19  21  88   85 


Example  I.  —  Given  the  lattice-girder  shown  in  Fig.  117, 
loaded  at  the  lower  panel  points 
only.  Dead  load  =  7200  lbs. 
per  panel  point,  moving  load 
=  18000  lbs  per  panel  point ; 
let  the  entire  length  of  bridge 
be  60  feet;  let  the  angle  made  by  braces  with  horizontal 
=  6o^ 


4    8    8   10  12  U  18  18  80  83  84  2( 
Fig.  1x7. 
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This  truss  evidently  consists  of  the  two  single  trusses  shown 
_     in    Figs,     iija 


1       5       %      n     n     ti      % 

KAAAAA/ 


and  1x76;  and 
we  can  compute 
the  greatest 
stress    of    each  ^*°"^'- 

kind  in  each  member  of  these  trusses,  and  thus 
obtain  at  once 
all  the  diag- 
onal stresses, 
and  then,  by 
addition,    the 


AAAaaa 


14 


¥ic.  iijS, 


greatest  chord  stresses. 

Thus  the  stress  in  1-3  (Fig.  117)  is  the 
same  as  the  stress  in  1-5  (Fig.  117^). 

The  stress  in  3-5  =  stress  in  1-5  (Fig. 
117^)  -f-  stress  in  3-7  (Fig.  117*). 

The  stress  in  5-7  =  stress  in  5-9  (Fig. 
117^)  -f-  stress  in  3-7  (Fig.  117*). 

The  results  are  given  on  the  diagram  (Fig. 
117c);  the  work  being  left  for  the  student,  as 
it  is  similar  to  that  done  heretofore. 

Example  II.  —  Given  the  lattice-girder 
shown  in  Fig.  118.  Given,  as  before,  Dead 
load  =  7200  lbs.  per  panel  point,  moving  load 
=  18000  lbs.  per  panel  point,  entire  length  of 
bridge  =  25  feet ;  load  applied  at  loyrer  panel 
points. 


Solution.  —  In  this  case,  there  are  two  possible  modes  of 
resolving  it  into  systems.  The  first  is  shown  in  Figs.  ii8a  and 
118^;  and  this  is  necessarily  the  mode  of  division  that  must 
hold  whenever  the  load  is  unevenly  distributed,  or  when  the 
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travelling-load  covers  only  a  part  of  the  bridge;  for  a  single 
load  at  6  is  necessarily  put  in  communication  with  the  support 
at  2  by  means  of  the  diagonals  6-3  and  3-2,  and  with  the  sup- 
port at  12  by  means  of  the  diagonals  6-7,  7-10,  lo-ii,  and  the 
vertical  11-12,  and  can  caufee  no  stress  in  the  other  diagonals. 


115    7    9     n 


9    4     6 

Fig.  1x8. 


Ma    ^^ 


FkLzzStf. 


6       la 

Fks.  1x8^. 


i^sf    m\ 


Tia,  itZe, 


Tig.  iiSd, 


When,  however,  the  whole  travelling-load  is  on  the  bridge, 
it  is  perfectly  possible  to  divide  it  into  the  two  trusses  shown 
in  Figs.  11&:  and  Ii8^/,  the  diagonals  4-5,  7-10,  6-7,  and  5-8 
having  no  stress  upon  them. 

When  the  load  is  unevenly  distributed,  we  have  certainly 
the  first  method  of  division  ;  and  when  evenly,  we  are  not  sure 
which  will  hold. 

Hence  we  must  compute  the  greatest  stresses  with  each 
mode  of  division,  and  use  for  each  member  the  greatest ;  for 
thus  only  shall  we  be  sure  that  the  truss  is  made  strong 
enough. 

We  shall  thus  have  the  following  results :  — 
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FIRST  MODE  OP  DIVISION  (FIGS,  xi&i  AND  zi8^). 


Diagonals. 


FifiT. 
tt8«. 


2-  3 

12-9 

3-6 

9-8 

6-  7 

8-5 

7-IO 

5-4 

lO-II 

4-1 

Pig. 
xxU, 


Greatest  Sbearing-Force 
of  One  Kind. 


25300 
5 

5 


3+1)       =  20160 

^3+1)     =«oi6o 

!52?2.Z!2?(2)=    2,60 
5  5  ^  ' 

?H2?..Z^(2)=    2160 

5  5   ^  ' 


Greatest  Shearing-Force 
of  Opposite  Kind. 


f^a)-^=  8640 
'-f^(2)-^=  8640 

35200. 


(2  +  4)         =30240 


Corresponding 
Stresses. 


+23279 
-23279 

+  3494 

-  2494 

o 


+ 


o: 

I 


-  9976  I 
+  9976 
-349»8 


Chords, 
Supporting  force  at  2  (Fig.  iiS^i)  or  12  (Fig,  118*) 

=  ^(3  +  0  =  20160, 
Supporting  force  at  12  (Fig.  i\%d)  or  2  (Fig.  118^) 

'-^2+4)  =30240. 


Secuon. 

Bending-Moment. 

Chords. 

Maxi- 
mum 

Stresses 
m 

Separate 

Com- 
ponents 

of* 
Stresses. 

Greatest 

Resultant 
Stresses. 

3 

M 

i 

Choras. 

s 

^ 

t 

Trusses. 

9 

20160X  5  =  100800 

2-  6 

8-12 

-1 1639 

1-3 

9-ii|      o+i-s 

+17459 

6 

8 

20160X10=201600 

3-  7 

5-9 

+23279 

3-5 

7-  9  3-  7+1-5 

+40738  i 

7 

5 

20160X15—25200 

i 

X5=I76400 

6-10 

4-8 

-20369 

5-7 

3-  7+5-9 

+46558  I 

10 

4 

30240X  5=151200 

7-1 1 

I-  5 

+17459 

2-4 

10-12  2-  6+2-4 

-116391 

10-12 

2-  4 

0 

4-6 

8-102-  6+4-8 

— 32008 t 

6-8 

6-10+4-8 

-40738 
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SECOND    METHOD    OF    DIVISION    (FIGS.  \\%c   AND    iiSrf). 

Diagonals  (Fig.  118^). 


Diagonals. 

Maximum 
Shear. 

Stresses. 

1-4 

4-5 

lO-II 

7-10 

25200 
0 

—  29098 
0 

Fig.  wid. 


3-3 
3-6 
6-7 


9-12 

8-9 
S-8 


Shear. 


25200 

25200 

O 


CorrespoiKliiig 
Stresses. 


+  29098 

—  29098 

O 


Chords. 

Each  supporting  force  in  either  figure  =  25200. 
Fig.  118^. 

Bending-moment  anywhere  between  4  and  10  sx  (25200)  (5)  aas  126000; 

.-.    Stress  in  i-ii  as  +14549, 
.'.    Stress  in  4-10  =  — 14549. 

Fig.  iiSrf. 

Bending-moment  at  3  or  9  =  126000, 

Bending-moment  anywhere  between  6  and  8  =  252000; 

.'.     Stress  in  3-9  =  +29098, 

Stress  in  2-6  or  8-12  =  —14549, 
Stress  in  6-8  as  —29098. 
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Hence  we  have  for  chord  stresses,  with  this  second  divis- 
ion,— 


Cboids. 

StTOMM. 

1-3 

9-ii 

i-ii  4-  o 

+  14549 

.  3-5 

7-9 

I-"  +  3-9 

+43647 

5-7 

i-ii  +  3-9 

+43647 

2-4 

IO-I2 

o  4-  2-6 

-14549 

4-6 

8-IO 

4-IO  4-  2-6 

—  29098 

6-8 

- 

4-IO  +  6-8 

-43647 

Hence^  selecting  for  each  bar  the  greatest,  we  shall  have,  as 
the  stresses  which  the  truss  must  be  able  to  resist,  — 


1-4 

lO-II 

+        0 

-34918 

1-3 

9-1 1 

+ I 7459 

2-3 

12-9 

+  29098 

—         0 

3-5 

7-  9 

+43647 

3-6 

9-8 

+        0 

—  29098 

5-7 

- 

+46558 

4-5 

10-  7 

+  9976 

-  2494 

2-4 

10-12 

-14549 

S-8 

7-6 

+  2494 

-  9976 

4-6 
6-8 

8-10 

—32008 
—43647 

These  results  are  recorded  in  Fig.  118^. 


(2'-U6«9(4)-8»SX6)-4a6CrC8)-«00BaO)-14548a2) 
Fig.  xz8#. 

§157.  Other  Trusses.  —  In   Figs.  119,   120,  and   121,  we 
have  examples  of  the  double-panel  system  with  the  load  placed 
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at  the  lower  panel  points  only.  When,  as  in  119  and  120,  the 
number  of  panels  is  odd,  the  same  ambiguity  arises  as  took  place 
in  Fig.  118.  When,  on  the  other  hand,  the  number  of  panels 
is  even,  as  shown  in  Fig.  121,  there  is  only  one  mode  of  division 
into  systems  possible.  The  diagrams  speak  for  themselves,  and 
need  no  explanation. 
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A 

/ 

•7              ! 

L 
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\ 

k 

2 
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Fig.  zaxa. 


Fks,  xzxb. 


^yi/i/iyiyN\M\ 


Fig.  zaa. 


n      18 


The  trusses  given  above  may  be  considered  as  examples,  to 
be  solved  by  the  student  by  assuming  the  dead  and  the  moving 
load  per  panel  point  respectively. 

§158.  Fink's  Truss.  —  The  description  of  this  truss  will 
be  evident  from  the  figure.  There  is,  first,  the  primary  truss 
1-8-16;  then  on  each  side 
of  9-8  (the  middle  post  of 
this  truss)  is  a  secondary 
truss  (1-4-9  on  the  left, 
and  9-1 2-16  on  the  right). 

Each  of  these  secondary 
trusses  contains  a  pair  of  smaller  secondary  trusses,  and  the 
division  might  be  continued  if  the  segments  into  which  the 
upper  chord  is  thus  divided  were  too  long. 

Of  the  inclined  ties,  there  is  none  in  which  any  load  tends 
to  produce  compression  ;  in  other  words,  every  load  either  in- 
creases the  tension  in  the  tie,  or  else  does  not  affect  it.     Hence 


8 
Fig.  123. 
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the  greatest  stresses  in  all  the  members  will  be  attained  when 
the  entire  travelling-load  is  on  the  truss,  and  we  need  only  con- 
sider that  case. 

The  determination  of  the  stress  in  any  one  member  can 
readily  be  obtained  by  determining,  by  means  of  the  triangle 
of  forces,  the  stress  in  that  member  due  to  the  presence  of 
the  total  load  per  panel  point,  at  each  point,  and  then  adding  the 
results.    This  will  be  illustrated  by  a  few  diagonals. 


Let  angle  8-1-9  =  *» 
Let  angle  4-1-5  =  /j, 
Let  angle  2-1-3  =  «, ; 

we  shall  have,  if  «/  +  w,  =  entire  load  per  panel  point,  — 


Effbct  of  Loads  at 


11 


18 


16 


i\ 


2-5 
S-6 
6-9 
1-4 
4-9 
1^ 


w\-  Wi 


2  sin  la 


2Sinia 
O 

O 
W  +  W1 


w\r  Wi 


o 


2  sm  /a 


2  sin  /a 
W  +  Wi 


4  sm  /I 

W  +  Wi 


2sinii 

w  +  Wi 


4  sm  $1 


4smfi 


2  sin  ti 


4sm/| 


o 
o 
o 
o 


8  sin  I 


4smi 


8   sinf 


35+Wi 


o 
o 
o 
o 


W  +  Wi 


2  Sin  f  s 

W  +  W| 


o 
o 
o 
o 


2  Sin  /a 
70  +  Wi 


2  Sin  /a 
W  +  7Vi 


2  sm  /a 


Binii 

«/  +  Wx 


sinfi 


2sini 


8   sin* 


4smi 


Ssini 


sm  t 


The  stresses  in  all  the  other  members  may  be  found  in  a 
similar  manner. 
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§  159.  BoUman's  Truss.  —  The  description  of  this  truss  is 
made  sufficiently  clear  by  the  figure.  The  upper  chord  is  made 
in  separate  pieces ;  and 
the  short  diagonals  2-5, 
3-4,  4-7,  5-6,  J'%,  6-9, 
8-1 1,  and  9-10  are  only 
needed  to  prevent  a 
bending  of  the  upper 
chord  at  the  joints. 
When  this  is  their  only  object,  the  stress  upon  them  cannot  be 
calculated  :  indeed,  it  is  zero  until  bending  takes  place ;  and 
then  it  is  the  less,  the  less  the  bending.  Hence,  in  this  case, 
the  stress  is  wholly  taken  up  by  the  principal  ties ;  and  these 
have  their  greatest  stress  when  the  whole  load  is  on  the  bridge. 

The  computation  of  the  stresses  is  made  in  a  similar  man- 
ner to  that  used  in  the  Fink. 


§160.  General  Remarks.  —  The  methods  already  explained 
are  intended  to  enable  the  student  to  solve  any  case  of  a  bridge- 
truss  where  there  is  no  ambiguity  as  to  the  course  pursued  by 
the  stresses. 

In  cases  where  a  large  number  of  trusses  of  one  given  type 
are  to  be  computed,  it  would,  as  a  rule,  be  a  saving  of  labor  to 
determine  formulae  for  the  stresses  in  the  members,  and  then 
substitute  in  these  formulae. 

Such  formulae  may  be  deduced  by  using  letters  to  denote 
the  load  and  dimensions,  instead  of  inserting  directly  their 
numerical  values ;  and  then,  having  deduced  the  formulae  for 
the  type  of  truss,  we  can  apply  it  to  any  case  by  merely  sub- 
stituting for  the  letters  their  numerical  values  corresponding 
to  that  case. 

Such  sets  of  formulae  would  apply  merely  to  specific  styles 
of  trusses,  and  any  variation  in  these  styles  would  require  the 
formulae  to  be  changed. 
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In  order  to  show  how  such  formulae  are  deduced,  a  few  will 
be  deduced  for  such  a  bridge  as  is  shown  in  Fig.  1 1 1. 

Let  the  load  be  applied  at  the  upper  panel  points  only ;  let 
dead  load  per  panel  point  =  w,  moving  load  per  panel  point 
=  w^.  Let  the  whole  number  of  panels  be  -A^,  iV  being  an  even 
number.  Let  the  length  of  one  panel  =  height  of  truss  =  /. 
Then  length  of  entire  span  =  NL 

Consider  the  («  +  i)*^  panel  from  the  middle. 

The  stress  in  the  main  tie  is  greatest  when  the  moving  load 
is  on  all  the  panel  points  from  the  farther  abutment  up  to  the 
panel  in  question,  («  +  0***- 

Hence,  for  the  n^  panel  from  the  middle,  the  greatest  shear- 
ing-force  that  causes  tension  in  the  main  tie  is  equal  to 


N 


=  dvr|«''[(.T+«)*+7+«]+«'('«+^)^[- 


Hence  stress  in  main  tie 


=^{«''[(f+'')'+f+'']+«'^"«+')^|-  <') 

For  the  counterbrace,  we  should  obtain,  in  a  similar  way,  the 
formula 

^{-[(f-)'.-f+-]-»-<"+')}. 

which  represents  tension  when  it  is  positive.     Proceed  in  a 
similar  way  for  the  other  members. 

When  there  is  more  than  one  system,  we  must  divide  the 
truss  into  its  component  systems ;  and  when  there  is  ambiguity, 
we  must  use,  in  determining  the  dimensions  of  each  member, 
the  greatest  stress  that  can  possibly  come  upon  it. 
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CHAPTER  V. 
CENTRE   OF  GRAVITY. 

§  i6i.  The  centre  of  gravity  of  a  body  or  system  of  bodies,  is 
that  point  through  which  the  resultant  of  the  system  of  parallel 
forces  that  constitutes  the  weight  of  the  body  or  system  of 
bodies  always  passes,  whatever  be  the  position  in  which  the 
body  is  placed  with  reference  to  the  direction  of  the  forces. 

§  162.  Centre  of  Gravity  of  a  System  of  Bodies.  —  If 
we  have  a  system  of  bodies  whose  weights  are  JT,,  W„  IVy  etc., 
the  co-ordinates  of  their  individual  centres  of  gravity  being 
(^«,  J^tf  -sr,),  (r,,  ^3,.  ^,),  (1:3,  ^j,  ^j),  etc.,  respectively,  and  if  we 
denote  by  Xo,  y^*  ^w  the  co-ordinates  of  the  centre  of  gravity  of 
the  system,  we  should  obtain,  just  as  in  the  determination  of  the 
centre  of  any  system  of  parallel  forces,  — 

i^  By  turning  all  the  forces  parallel  to  OZ^  and  taking 
moments  about  OF, 

{IV,+  IK+  fV,  +  etc.)^o  =  JV,x,  +  IV^,  +  lV,x,  +  etc., 

or 

x^Wm:^  iJVx; 

and,  taking  moments  about  OX, 

{fV,  +  W,+  W,  +  ttc.)y,  =  W,y,  +  W^,  +  W^,  +  etc., 
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2°.  By  turning  all  the  forces  parallel  to  OX,  and  taking 
moments  about  OY, 


or 


{W,  +  ^,  +  »-3  +  etc.)Bo  =  W,z,  +  JV^+  IVfy  +  etc., 


Hence  we  have,  for  the  co-ordinates  of  the  centre  of  gravity 
of  the  system, 

iJVx  "ifVy  ^m 


Xo  = 


1,1V' 


2^' 


«o   = 


2^* 


EXAAfPLBS. 

I.  Suppose  a  rectangular,  homogeneous  plate  of  brass  (Fig.  125), 

where  AD  =  1 2  inches,  AB  =  5  inches, 
and  whose  weight  is  2  lbs.,  to  have 
weights  attached  at  the  points  A,  B,  C, 
and  D  respectively,  equal  to  8,  6,  5,  and 
3  lbs. ;  find  the  centre  of  gravity  of  the 
system. 


Y 

D 

A 

0 

f 

C 

B 

Solution, 
Assume  the  origin  of  co-ordinates  at 


Fig.  195. 

the  centre  of  the  rectangle,  and  we  have 

W,  =  2,     ^,  =  8,  W,  =      6,     ^,  =  5, 

X,    =0,     X2   =  6,  x^    =      6,     ^4   =  —6, 

yi    =0,     7,    =  4,  y^    =  -I,     y^    =  -I,     ^s    = 

/.     'S.Wx  =  o  H-  48  H-  36  —  30.0  —  18.0  =  36, 

2^  =  o  H-  20  -  15  -  12.5  +  7.5  =    o, 

2^    =  2  -h  8  4-    6+    5.0 -f  3.0=24; 


^5=      3, 
:rs   =  -6, 


36 

^o  =  —   =    1.5, 

24         •" 


Vo  =   —   =  O. 


Hence  the  centre  of  gravity  is  situated  at  a  point  E  on  the  line  OX, 
where  C7-^  =1.5. 
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2.  Given  a  unifonn  circular  plate  of  radius  8,  and  weight  3  lbs. 
(Fig.  126).     At  the  points  A,  B,  C,  and  D, 
weights  are  attached  equal  to  10,  15,  25,  and  23     <y 
lbs.  respectively,  also  given  AB  =  45**,  BC  =      /      o— — b— _ 
I05^  Cn  =  120**;  find  the  centre  of  gravity  of     ^  '  ^ 

the  system. 


§  163.  Centre  of  Gravity  of  Homogeneous  Bodies.  —  For 
the  case  of  a  single  homogeneous  body,  the  formulae  have  been 
already  deduced  in  §  44.     They  are 

and  for  the  weight  of  the  body, 

W^wfdV, 

where  x^^  ^«  si<^  are  the  co-ordinates  of  the  centre  of  gravity  of 
the  body,  W  its  weight,  and  w  its  weight  per  unit  of  volume. 

From  these  formulae  we  can  readily  deduce  those  for  any 
special  cases  ;  thus,  — 

{d)  For  a  volume  referred  to  rectangular  co-ordinate  axes, 
dV^dxdydz, 

__  SSfxdxdydz  _  fffydxdydz  _  fffzdxdydz 

^"^  "   fffdxdydz'    ^"^  "■  SSfdxdydz       ^  "  fffdxdydz' 

(6)  For  aflat  plate  of  uniform  thickness,  t,  the  centre  of  grav- 
ity is  in  the  middle  layer;  hence  only  two  co-ordinates  are 
required  to  determine  it.  If  it  be  referred  to  a  system  of  rect- 
angular axes  in  the  middle  plane,  dV=z  tdxdy, 

^  ^  ffxdxdy  _  ffydxdy 

^       ffdxdy'    y^"       ffdxdy' 
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The  centre  of  gravity  of  such  a  thin  plate  is  also  called  the 
centre  of  gravity  of  the  plane  area  that  constitutes  the  middle 
plane  section  ;  hence  — 

(<r)  For  a  plane  area  referred  to  rectangular  co-ordinate  axes 
in  its  own  plane, 

_  Sfxdxdy  _  SSydxdy 

°        SSdxdy'    •^^""  SSdxdi 

{d)  For  a  slender  rod  of  uniform  sectional  area,  a,  if  ;r,  y,  s, 
be  the  co-ordinates  of  points  on  the  axis  (straight  or  curved)  of 
the  rod,  we  shall  have  dV=  ads  =  a^{dxy  +  (dyY  +  i^dzf. 


^  ~  fds 


(e)  For  a  slender  rod  whose  axis  lies  wholly  in  one  planey 
the  centre  of  gravity  lies,  of  course,  in  the  same  plane ;  and  if 
our  co-ordinate  axes  be  taken  m  this  plane,  we  shall  have  -sr  =  o 

.  •.      ^  =  o*  and  also  z^=  o.    Hence  we  need  only  two  co- 
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ordinates  to  determine  the  centre  of  gravity,  hence  dV  ^  ads 
^it^{dxy  +  {dyy.  


_f.dsj4^^M± 


Sds 


/n/-(I)'- 


(/)  For  a  tine,  straight  or  curved,  which  lies  entirely  in  one 
plane,  we  shall  have,  again, 


Jxds 


_  /yds 


'/v/-(l)-- 


Whenever  the  body  of  which  we  wish  to  determine  the 
centre  of  gravity  is  made  up  of  simple  figures,  of  which  we 
already  know  the  positions  of  the  centres  of  gravity,  the  method 
explained  in  §  162  should  be  used,  and  not  the  formulae  that 
involve  integration  ;  i.e.,  taking  moments  about  any  given  line 
will  give  us  the  perpendicular  distance  of  the  centre  of  gravity 
from  that  line. 

In  the  case  of  the  determination  of  the  strength  and  stiff- 
ness of  beams,  it  is  necessary  to  know  the  distance  of  a  hori- 
zontal line  passing  through  the  centre  of  gravity  of  the  section, 
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from  the  top  or  the  bottom  of  the  section ;  but  it  is  of  no  prac- 
tical importance  to  know  the  position  of  the  centre  of  gravity 
on  this  line.  In  most  of  the  examples  that  follow,  therefore, 
the  results  given  are  these  distances.  These  examples  should 
be  worked  out  by  the  student 

In  the  case  of  wrought-iron  beams  of  various  sections,  on 
account  of  the  thinness  of  the  iron,  a  sufficiently  close  approxi- 
mation is  often  obtained  by  considering  the  cross-section  as 
composed  of  its  central  lines ;  the  area  of  any  given  portion 
being  found  by  multiplying  the  thickness  of  the  iron  by  the 
corresponding  length  of  line,  the  several  areas  being  assumed 
to  be  concentrated  in  single  lines. 

EXAMPLES, 

I .  Straight  Line  AB  (Fig.  127).— The  centre  of  gravity  is  evidently 
at  the  middle  of  the  line,  as  this  is  a  point  of 


I  ^   syounetry. 


Fig.  xt7. 

2.  Combination  of  Two  Straight  Lines. — The  centre  of  gravity  in 
each  case  lies  on  the  line  OOx,  Figs.  128,  129,  130,  and  131. 

{a)  Angle- Iron  of  Unequal  Arms  (Fig,  128).  —  Length  AB  =  ^, 
length  BC  =  h,  area  AB  =  A,  area 
BC  =  2?/ 


BR^  DE^ 


{J})  Angle-Iron  cf  Equal  Arms  (Fig.  129).  —  Length  AB  =  BC 


b         b 
BE  =  DE  =  — 7»  =  -VI 
2v^       4^«- 
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(r)  Cross  of  Equal  Arms  {^\%.  iy3).^AB  ■«  OOi  —  A; 

h 


.-.    AC^BC^ 


A 

S Pt 


(rf)  T'Iron  (Fig.  131). — Area  -4^  =  A^  area  C^  =  B^  length 

A         E  B  CE^hf 

Bh 


•••    J9^ 


Fig.  131. 


2{A  -h  ^)' 


3.  Combination  of  Three  Zines.^^  OOi  =  line  passing  through  the 
centre  of  gravity. 

{a)  Thin  Isosceles  Triangular  Cell  {Tig.  132).  — Length  AB  = 
BC  =  a,  length  AC  ^  b,  area  AB  =  BC          a         p         c 
=  ^,  area  ^C  =  ^/  o ^^ \^ — / 


Z>^ 


v^ 


.-.    i)^  = 


BE 


2(2  A  +  B) 
A  +  B 


y/{2a  -  b){2a  +  b), 


=  .(.^  +  V^'-^-^)('^  +  ^)- 


(^)  Same  in  Different  Position  (Fig.  133). 

B 


BD^DC^:: 

8 


FlG.  133. 
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{c)  Channel-Iron  (Fig*  134).  —  Area  of  flanges  =  Ay  area  of  web 
s  By  depth  of  flanges  +  \  thickness  of 
web  =  h; 


I 


Tig.  X34. 


„^      AA  +  2B 


{d)  1-Beam   (Fig.  135).  —  Area  of  upper  flange  =  Aj,  area  of 
lower  flange  =  A^,  area  of  web  =  B,  height  =  A. 


CG  =  '-      ""'^^ 


2A,  +  A^  +  B 


GD^^-    '^'  +  ^ 


C    B 
Q 


"Of 


EOF 

no.  135. 


2A,  +  A^  +  B 

4.  Combination  of  Four  Lines. —  OO^  =  line  passing  tlirough  the 
centre  of  gravity. 

{a)   Thin  Rectangular  Cell  (Fig.  136).  — Length  AB  =  A/ 


AE^BE^ 


D      A 
C       B 


Fic.  X36. 


{b)   Thin  Square  Cell  (Fig.  137).  —  ^^  ^  BC  =^  h; 


BE^  CE^  - 

2 


IS — m 

F E 


-O, 


Fig.  X37. 


5.   Circular  Arcs. 

{a)   Circular  Arc  AB  (Fig.  138).  —  Angle  AOB  ^  Ot,  radius  =  r. 


Use  formula 


^, 


*o  = 


fxds 
Tds' 


^0  = 


Sds^ 


'Q       but  use  polar  co-ordinates,  where 
Fig.  13$.  ds  sBs  r<^y    x  =  rcos^,    y  =  rsintf. 
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^  _     t/o ^(sin^,) 

^  =  —^ =  r — 2 , 


&r 


(i  —  cos  tf,)  sm'40x 

' — 5; '^-er' 


{b)  Circular  Arc  AC  (same  figure). 


*0 


rsintf. 


-g        ,     ^o  «»  V. 

(^)   Quarier^Arc  of  Circle  AB,  Radius  r  (Fig.  i39). 


^« 


•x^ 


r*\   cos  tf/# 


•  -r- 


IT 


2r 


(^)  Semi-circumference  ABC  (same  figure). 


2r 

Xo  =  —,     J'o  =  O. 

IT 

f 

6.  Combination  of  Circles  and  Straight  Lines. 

Barlow  Rail  (Fig.  140). — Two  quadrants,  radius  r,  and  web, 
^  ^        whose  area  =  -jf^  the  united  area  of  the  quadrants. 

P        Let  united  area  of  quadrants  =  A^  area  of  web 


au-Jb     «e 

nc.  140. 


^A:  \tXEF^  xo 


•••    iiAxo^A(^^^Ar 


V, 


^  =  -  =  -5i^,. 
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7.  Areas, 

(a)  TScction  (Fig.  141).  — Let  length  AB  =  B,  EF  =  b,  entire 
height  =  -^,  GE  =  ^.    Let  distance  of  centre 
I  *        of  gravity  belgw  AB  =  :r, ;   therefore,  taking 
^^    moments  about  AB  as  an  axis. 


=  \BH^  -  A(^ 
whence  we  can  readily  derive  *,• 


K-^> 


(3)   I-^ction  (Fig.  C4a).  — Let  ^^  «  ^,  G?^  =  ^,  ^iVT  =  ^„ 

entire  height  ^  H^  BC  ^  H '—  h^  EH  =  ^, ;  and  let  x^  =  distance 
of  centre  of  gravity  below  AB.                                    ^  b 

Hence,  taking  moments  about  AB^  we  have  E^..:;         ..^^^ 

*,  |^(^  -    .4)    +    ^.(.4    -    .40    +    ^A. j  ""  ^^  ^ 


+  ^.(A-A 

whence  we  can  deduce  *,• 


(^)   Triangle  (Fig.  143).  —  If  we  consider  the  triangle  OBC  as 
composed  of  an  indefinite  number  of  narrow  strips  parallel  to  the  side 
^  CBy  of  which  FLHK  is  one,  the  centre  of  gravity 

of  each  one  of  these  strips  will  be  on  the  line  OD 
drawn  from  O  to  the  middle  point  of  the  side 
CB  ;  hence  the  centre  of  gravity  of  the  entire  tri- 
angle must  be  on  the  line  OD,  For  a  similar  rea- 
son, it  must  be  on  the  median  line  CE;  hence  die 
centre  of  gravity  must  be  at  the  intersection  of  the  median  lines,  and 
hence 


D 
Fta.  143. 


oc^  a  OG  &«  \0D.    Moreover^  area 


BC .  ODsinODC 
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[a)   Trapezoid  {^\g,  144). 

First  So/ution.—BisGct  AB  in  O,  and  CE  in  Dj  let  g^  be  the 

centre  of  gravity  of  CEBy  and  ^,  that  of  ABC,  ^ o_ 

Then  will  Cr,  the  centre  of  gravity  of  the  trape- 
zoid, be  on  the  line  g^g^,  and 

Gg,  ^  ABC 
Gg,      CEB' 

But  it  must  be  on  the  line  OD;  hence  it  is  at  their  intersection. 
From  the  similarity  of  GG^^  GG^^^  we  have 

GG^  _  Gg,  _  ABC  _  AB__  B^ 
GG,      Gg^      BEC      CE       b' 


GG,  h  .    .  ^^       OD 


/.     OC=d7G.+  6:^.  =  ^+^^.  =  ^(x+-^) 


Second  Solution, — Fig.  144  (a).  Let  O  be  the 
point  of  intersection  of  the  non-parallel  sides  AC 
and  BE,  Let  OF  =  x,,  OD  =  x^,  OG  =  x,.  Take 
moments  about  an  axis  through  O^  and  perpen- 
dicular to  OFf  and  we  readily  obtain 


•"0   ' 
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(e)  Parabolic  Half-Segment  OAB   (Fig.    145).— Let    OA  =  x,, 
AB  =>', ;  let  x^y^  be  the  co-ordinates  of  the  centre  of  gravity  ;  let 
the  equation  of  the  parabola  be^  =  J^ax : 
t 

/       /      xdxdy      2tf '  /    x^dx 

%  •        Xq  ^— 


/»a-M 


/       /       dxdy       2aw     jc'^^c 


Fig.  145.  l-j.  t 


I      I      ydxdy 


.M 


Area  =  ^        ^)^    1/jc^  =  t«*^»*  =  \i^2a^x^)Xy^  =  fjfj^.. 


(/)  Parabolic  Spandril  OBC  (Fig.  145).— Let  x^yo^  be  co-ordi- 
nates of  centre  of  gravity  of  the  spandril. 

/     .    xdxdy 
Area  =  j:j,  -  \x^,  =  ij:,y,. 
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(g)  Circular  Sector  OAC  (Fig.  146).— Let  OA  =  r,  AOX  =  (9,. 
Xoy  y^  be  the  co-ordinates  of  the  centre  of  gravity  : 


yo  =  o, 


/  /     xdxdy+  I  I        xdxdy 


Area  =  \r{2re^)  =  r'^,. 


Fig.  146. 


Second  Solution, 

Consider  the  sector  to  be  made  up  of  an  indefinite  number  of 
narrow  rings  ;  let  p  be  the  variable  radius,  and  dft  the  thickness  : 

.'.     Elementary  area  =  2p6^dp, 

and  centre  of  gravity  of  this  elementary  area  is  on  OX,  at  a  distance 

from  O  equal  to  p    ^   '  [see  Example  5  (^)J  ; 


£{p'^\\'P^M    2^r.eXp'dp 


J\pB,dp 


^6,£pdp 


,  sin  B. 


{K)  Circular  Half -Segment  ABX  (Fig.  146), 


X^  = 


/        xdxdy  I    X  Vr'  -  x*dx 

_         .ooa»y  o _         ^^f-  C06  tf  I 


Sector  minus  triangle      ir*6^,  —  ^r*  sin  6^,  cos  ff^ 


sm 


6^,  —  sin  0,  cos  ^,* 

_        ^ -  4sin*^g,  — 

^  ~  *^(^,  -'  sin  «,  cos  0,) ""  *^     ^,  -  sin  <9,  cos  tf, 


—      ^rcos^,^^      -^      ^     _  ,^4sinH^,  -  sin*6>,  cos  g, 
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§  164,  Pappus's  Theorems. — The  following  two  theorems 
serve  often  to  simplify  the  determination  of  the  centres  of 
gravity  of  lines  and  areas.     They  are  as  follows : — 

Theorem  I. — If  a  plane  curve  lies  wholly  on  one  side  of  a 
straight  line  in  its  own  plane,  and,  revolving  about  that  line, 
generates  thereby  a  surface  of  revolution,  the  area  of  the  sur- 
face IB  equal  to  the  product  of  the  length  of  the  revolving  line, 
and  of  the  path  described  by  its  centre  of  gravity. 

Proof. — Let  the  curve  lie  in  the  xy  plane,  and  let  the  axis 
of  y  be  the  line  about  which  it  revolves.    We  have,  from  what 

precedes,  §  163  f/),  x^  =  yj^ 

.%    x^fds  =  foods ^ 

where  x^  equals  the  perpendicular  distance  of  the  centre  of 
gravity  of  the  curve  from  OY^  ds  ^  elementary  arc, 

/.     2'!rXofds  =  f{27rx)ds; 

or,  reversing  the  equation, 

f{2vx)ds  =  (2^*0)"^. 

But  f(2wx)ds  =  surface  described  in  one  revolution,  while  s  = 
length  of  arc,  and  2TrXo  =  path  described  by  the  centre  of 
gravity  in  one  revolution.     Hence  follows  the  proposition. 

Theorem  II.  —  If  a  plane  area  lying  wholly  on  the  same 
side  of  a  straight  line  in  its  own  plane  revolves  about  that  line, 
and  thereby  generates  a  solid  of  revolution,  the  volume  of  the 
solid  thus  generated  is  equal  to  the  product  of  the  revolving 
area,  and  of  the  path  described  by  the  centre  of  gravity  of  the 
plane  area  during  the  revolution. 
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Procf.  —  Let  the  area  lie  in  the  xy  plane,  and  let  the  axis 
(?  F  be  the  axis  of  revolution.  We  then  have,  from  what  has 
preceded,  if  x^  =  perpendicular  distance  of  the  centre  of  gravity 
of  the  plane  area  from  OY,  the  equation,  §  163  (6), 

ffxdxdy 


Xo 


Hence 


or 


SJdxdy 


x^Sfdxdy  =  ffxdxdy; 

{2irXo)ffdxdy  =  ff{2irx)dxdy 

ff{2vx)dxdy   =  2vx^fdxify, 


But  ff(2vx)dxdy  =  volume  described  in  one  revolution,  and 
Z-wx^  =  path  described  by  the  centre  of  gravity  in  one  revolu- 
tion.    Hence  follows  the  proposition. 

The  same  propositions  hold  true  for  any  part  of  a  revolution, 
as  well  as  for  an  entire  revolution,  since  we  might  have  multi- 
plied through  by  the  circular  measure  0,  instead  of  by  2v. 

It  is  evident  that  the  first  of  these  two  theorems  may  be 
used  to  determine  the  centre  of  gravity  of  a  line,  when  the 
length  of  the  line,  and  the  surface  described  by  revolving  it 
about  the  axis,  are  known  ;  and  so  also  that  the  second  theorem 
may  be  used  to  determine  the  centre  of  gravity  of  a  plane  area 
whenever  the  area  is  known,  and  also  the  volume  described  by 
revolving  i{  around  the  axis. 

EXAMPLES, 

I.  Circular  Arc  AC  (Fig.  138).  —  Length  of  arc  =  j  =  2rO,  sur- 
face of  zone  described  by  revolving  it  about  (9K=  circumference  of  a 
great  circle  multiplied  by  the  altitude  =  (27rr)(2rsintf,); 

/.     (2'rx^{2rBt)  3a(2irr)(2rsin^,)  /.    xj^t  =  rsintf, 

sin^i 
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2.  Semicircular  Arc  (Fig.  139).  —  Length  of  arc  =3  irr,  sur£Eu:e  of 
sphere  described  =s  4»r» ; 


^vXo{vr)  ass  4irr* 


3.  Trapezoid  (Fig.  147).  — Let  AD  =  ^,  BC  ^  b;  let  it  revolve 
around  AD :  it  generates  two  cones  and  a  cylinder. 

AD  +  -5(7 
Area  of  trapezoid  =  BG^ 

*  Volume  =  ^^^^(AG  +  HD)  +  ir{GBy.BC 

m  ^±—L{AG  +  BD+  3BC) 


Fig.  147. 


•%      {2WX0) 


riGsy 


{AD  +  BC  +  BC) 


{^^■^^ 


GB>m'^^^^\{AD  +  BC)  +  BC\ 


GBI  BC      \       GBI  b     \ 

4.  Circular  Sector  ACO  (Fig.  146).  —  Area  of  sector  =  r*^„ 
volume  described  =  -Jr(surface  of  zone)  =  \r(2vr)  (ar  sin  tf,)  = 
\trr^  sin  tf , ; 

sin  01 


.-.     (2ir^o)  (^*^i)  =  |«^'  sin  », 


/.    Xq  =s  |r- 


<?i 


§  165.  Centre  of  Gravity  of  Solid  Bodies — The  general 
formulae  furnish,  in  most  cases,  a  very  complicated  solution,  ant' 
hence  we  generally  have  recourse  to  some  simpler  method.  A 
few  examples  will  be  given  in  this  and  the  next  section. 
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Tetrahedron  ABCD  (Fig.  148).— The  plane  ABE,  containing  the 
edge  AB  and  the  middle  point  E  of  the  edge  CD^  bisects  all  lines 
drawn  parallel  to  CD^  and  terminating  in  the  faces 
ABD  and  ABC :  hence  a  similar  reasoning  to  that 
used  in  the  case  of  the  triangle  will  show  that  the  cen- 
tre of  gravity  of  the  pyramid  must  be  in  the  plane 
ABE ;  in  the  same  way  it  may  be  shown  that  it  must 
lie  in  the  plane  ACF.  Hence  it  must  lie  in  their 
intersection,  or  in  the  line  AG  joining  the  vertex  A 
with  the  centre  of  gravity  (intersection  of  the  medians) 
of  the  opposite  face.  In  the  same  way  it  can  be  shown  that  the  centre 
of  gravity  of  the  triangular  pyramid  must  lie  in  the  line  drawn  from 
the  vertex  B  to  the  centre  of  gravity  of  the  face  ACD,  Hence  the 
centre  of  gravity  of  the  tetrahedron  will  be  found  on  the  line  AG  2X. 
a  distance  from  G  equal  to  \AG. 


Fig.  Z48. 


§  166.  Centre  of  Gravity  of  Bodies  which  are  Symmet- 
rical with  Respect  to  an  Axis —  Such  solids  may  be  gener- 
ated by  the  motion  of  a  plane  figure,  as  ABCD 
(Fig.  149),  of  variable  dimensions,  and  of  any 
form  whose  centre  G  remains  upon  the  axis 
OX;  its  plane  being  always  perpendicular  to 
OX,  and  its  variable  area  X  being  a  function 
of  X,  its  distance  from  the  origin. 

Here  the  centre  of  gravity  will  evidently 
lie  on  the  axis  OX,  and  the  elementary  vol- 
ume will  be  the  volume  of  a  thin  plate  whose  area  is  X  and 
thickness  A;r;  hence  the  elementary  volume  will  be  X^x. 


Fig.  149. 


or 


Take  moments  about  OY,  and  we  shall  have 

XofXdx  =  fXxdx    and    Volume  =  fXdx^ 
fXxdx 


x^ 


JXdx 


V^  fXdx. 
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EXAMPLES. 

X*       y*       z* 

I.  Ellipsoid  —  +  ^  +  -;  *■  I  (Fig.  150). — Find  centre  of  gravity 

2  of  the  half  to  the  right  of  the  x  plane.    Let  OK 

~~       ^        s=s  jc.    Now  if,  in  the  equation  of  the  ellipsoid, 

X  0^1^ 

we  make  j;  =»  o,  we  have  —  -f-  —  =  i ; 


a 

Make  2;  =  o  in  the  equation  of  the  ellipsoid,  and  ~  +  jj  ■=  i ; 

b  . 

where  J'  s=  JTC/ 

are  the  semi-axes  of  the  variable  ellipse  EGFHy  which,  by  moving  along 
OX^  generates  the  ellipsoid.    Hence 

Area  EGFH  =  ir{EK .  GK)  =»  ^(a»  -  :c«)  «  X: 
hence 

Elementary  volume  =  --j  (a*  —  a;«)Ajp 

•*•     ^o  =  -^ — :; ' =  -7 r-  =  ftf. 

'^r<-->-  1—?!: 

V  =  —  /     {a^  -  jk:»)^jc    =  \trabc. 
2.  Hemisphere,  —  Make  a  ^  b  ^  c^  and  jto  =  fiJ,  F  =  fros. 
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If  the  section  X  were  oblique  to  OX^  making  an  angle  tf 
with  it,  the  elementary  volume  would  not  be  Xdx,  but  AT^^sin  d, 
and  we  should  have 

sinBfXxdx      fXxdx         •     -.,        >   t^rvj 
Xo  =     .^arvr^-,  =*    rvj^     ^^^     F as  sm BfXdx. 


sin  6fXdx        fXdx 


3.   Oblique  Cone  (Fig.  151).  —  Let  OA  =  h;  let  area  of  base  be 
Ay  and  let  the  angle  made  by  OX  with  the  base  be  61 


x-i^ 


Xo 


Wo 


«3/&  *! 


A  r* 

Wo 


jC^&r 


^  =  i^- 


ncxst- 


V^^efXdxtm^miej    3(*dx  9  \Ahwie. 


4.  Truncated  Cone  (Fig.  151).  — Let  height  of  entire  cone  be 
h  =s  C7-«4  /  let  height  of  portion  cut  off  be  ^^ ; 


Xo 


AC^ 


x^dx 


h^  -  A,4 


hi  -  A,»       ^h? 


yi^ejy^  =  ^%  -  >i.3)  -  i^dn6(x  -  ^0- 
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CHAPTER  VI. 

STRENGTH  OF  MATERIALS. 

§  167.  Stress,  Strain,  and  Modulus  of  Elasticity.  —  When 
a  body  is  subjected  to  the  action  of  external  forces,  if  we 
imagine  a  plane  section  dividing  the  body  into  two  parts,  the 
force  with  which  one  part  of  the  body  acts  upon  the  other 
at  this  plane  is  called  the  stress  on  the  plane ;  and,  in  order 
to  know  it  completely,  we  must  know  its  distribution  and  its 
direction  at  each  point  of  the  plane.  If  we  consider  a  small 
area  lying  in  this  plane,  including  the  point  C?,  and  represent 
the  stress  on  this  area  by  /,  whereas  the  area  itself  is  repre- 
sented by  Uy  then  will  the  limit  of -c  as  a  approaches  zero  be  the 

a 

intensity  of  the  stress  on  the  plane  under  consideration  at  the 
point  O. 

When  a  body  is  subjected  to  the  action  of  external  forces, 
and,  in  consequence  of  this,  undergoes  a  change  of  form,  it 
will  be  found  that  lines  drawn  within  the  body  are  changed,  by 
the  action  of  these  external  forces,  in  length,  in  direction,  or 
in  both ;  and  the  entire  change  of  form  of  the  body  may  be 
correctly  described  by  describing  a  sufficient  number  of  these 
changes. 

If  we  join  two  points,  A  and  B^  of  a  body  before  the 
external  forces  are  applied,  and  find,  that,  after  the  application 
of  the  external  forces,  the  line  joining  the  same  two  points  of 
the  body  has  undergone  a  change  of  length  ^{AB),  then  is  the 
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limit  of  the  ratio     ^   ^     as  AB  approaches   zero  called  the 
AB 

strain  of  the  body  at  the  point  A  in  the  direction  AB, 

If  AB  -f  A{AB)  >  AB,  the  strain  is  one  of  tension. 

If  AB  -h  A{AB)  <  AB,  the  strain  is  one  of  compression. 

Suppose  a  straight  rod  of  uniform  section  A  to  be  subjected 
to  a  pull  P  in  the  direction  of  its  length,  and  that  this  pull  is 
uniformly  distributed  over  the  cross-section  :  then  will  the  in- 
tensity of  the  stress  on  the  cross-section  be 

..J 

If  i'  be  measured  in  pounds,  and  A  in  square  inches,  tHen  will 
/  be  measured  in  pounds  per  square  inch. 

If  the  length  of  the  rod  before  the  load  is  applied  be  /, 
and  its  length  after  the  load  is  applied  be  I  +  e,  then  is  e  the 
elongation  of  the  rod ;  and  if  this  elongation  is  uniform  through- 

out  the  length  of  the  rod,  then  is  -  the  elongation  of  the  rod 

» 

per  unit  of  length,  or  the  strain. 

Hence,  if  a  represent  the  strain  due  to  the  stress  /  per 

unit  pf  area,  we  shall  have 

e 
a  =  -. 

The  Modulus  of  Elasticity  is  the  quotient  obtained  by 
dividing  the  stress  per  unit  of  area  by  the  strain,  or 

a 

and  this  is  expressed  in  units  of  weight  per  unit  of  area,  as  in 
pounds  per  square  inch. 
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The  modulus  of  elasticity  is  sometimes  defined  as  the 
weight  that  would  be  required  to  stretch  a  rod  one  square  inch 
in  section  to  double  its  length,  if  Hooke's  law,  "The  stress  is 
proportional  to  the  strain,"  held  up  to  that  point,  and  the  rod 
did  not  break.  Of  course  the  modulus  of  elasticity  is  a  con- 
stant for  any  given  material  just  as  far  as,  and  no  farther  than, 
Hooke's  law  holds. 

EXAMPLES. 

1.  A  wrought-iron  rod  lo  feet  long  and  i  inch  in  diameter  is  loaded 

in  the  direction  of  its  length  with  8000  lbs. ;  find  (i)  the  intensity  of 
the  stress,  (2)  the  elongation  of  the  rod ;  assuming  the  modulus  of  the 
iron  to  be  28000000  lbs.  per  squafe  inch. 

2.  What  would  be  the  elongation  of  a  similar  rod  of  cast-iron 
under  the  same  load,  assuming  the  modulus  of  elasticity  of  cast-iron  to 
be  1 7000000  lbs.  per  square  inch  ? 

3.  Given  a  steel  bar,  area  of  section  being  4  square  inches,  the 
length  of  a  certain  portion  under  a  load  of  25000  lbs.  being  10  feet, 
and  its  length  under  a  load  of  1 00000  lbs.  being  10'  0^^075  >  ^^^  ^^ 
modulus  of  elasticity  of  the  material. 

4.  What  load  will  be  required  to  stretch  the  rod  in  the  first  example 
^  inch? 

§  168.  Resistance  to  Stretching  and  Tearing. — The  most- 
used  criterion  of  safety  against  injury  for  a  loaded  piece  is, 
that  the  greatest  intensity  of  the  stress  to  which  any  part  of  it 
is  subjected  shall  nowhere  exceed  a  certain  fixed  amount,  called 
the  working-strength  of  the  material ;  this  working-strength 
being  a  certain  fraction  of  the  breaking-strength  determined 
by  practical  considerations. 

The  more  correct  but  less  used  criterion  is,  that  the  great- 
est strain  in  any  part  of  the  structure  shall  nowhere  exceed 
the  working-strain ;  the  greatest  allowable  amount  of  strain 
being  a  fixed  quantity  determined  by  practical  considerations. 
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This  is  equivalent  to  limfting  the  allowable  elongation  or 
compression  to  a  certain  fraction  of  its  length,  or  the  deflection 
of  a  beam  to  a  certain  fraction  of  the  span. 

If  the  stress  on  a  plane  surface  be  uniformly  distributed, 
its  resultant  will  evidently  act  at  the  centre  of  gravity  of  the 
surface,  as  has  been  already  shown  in  §  42  to  be  the  case  with 
any  uniformly  distributed  force. 

If  a  straight  rod  of  uniform  section  and  material  be  sub- 
jected to  a  pull  in  the  direction  of  its  length,  and  if  the  result- 
ant of  the  pull  acts  along  a  line  passing  through  the  centres 
of  gravity  of  the  sections  of  the  rod,  it  is  assumed  in  practice 
that  the  stress  is  uniformly  distributed  throughout  the  rod,  and 
hence  that  for  any  section  we  shall  obtain  the  stress  per  square 
inch  by  dividing  the  total  pull  by  the  number  of  square  inches 
in  the  section. 

If,  on  the  other  band,  the  resultant  of  the  pull  does  not  act 
through  thfe  centres  of  gravity  of  the  sections,  the  pull  is  not 
uniformly  distributed ;  and  while 


will  express  the  mean  stress  per  square  inch,  the  actual  inten- 
sity of  the  stress  will  vary  at  different  points  of  the  section, 

p 
being  greater  than  —  at  some  points  and  less  at  others.     How 

A 

to  determine  its  greatest  intensity  in  such  cases  will  be  shown 
later. 

With  good  workmanship  and  well-fitting  joints,  the  first 
case,  or  that  of  a  uniformly  distributed  stress,  can  be  practi- 
cally realized ;  but  with  ill-fitting  joints  or  poor  workmanship, 
or  with  a  material  that  is  not  homogeneous,  the  resultant  of 
the  pull  is  liable  to  be  thrown  to  one  side  of  the  line  passing 
through  the  centres  of  gravity  of  the  sections,  and  thus  there 
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is  set  up  a  bending-action  in  addition  to  the  direct  tension,  and 
therefore  an  unevenly  distributed  stress. 

It  is  of  the  greatest  importance  in  practice  to  take  cogni- 
zance of  any  such  irregularities,  and  determine  the  greatest 
intensity  of  the  stress  to  which  the  piece  is  subjected :  though 
it  is  too  often  taken  account  of  merely  by  means  of  a  factor  of 
safety ;  in  other  words,  by  guess. 

Leaving,  then,  this  latter  case  until  we  have  studied  the 
stresses  due  to  bending,  we  will  confine  ourselves  to  the  case 
of  the  uniformly  distributed  stress. 

If  the  total  pull  on  the  rod  in  the  direction  of  its  length 
be  P,  and  the  area  of  its  cross-section  Ay  we  shall  have,  for  the 
intensity  of  the  pull, 

P 

On  the  other  hand,  if  the  working-strength  of  the  material 

per  unit  of  area  be  /,  we  shall  have,  for  the  greatest  admissible 

load  to  be  applied, 

P^fA, 

If  /  be  the  working-strength  of  the  material  per  square 
inch,  and  E  the  modulus  of  elasticity,  then  is  the  greatest 
admissible  strain  equal  to 

Thus,  assuming  I2CXX)  lbs.  per  square  inch  as  the  working 
tensile  strength  of  wrought-iron,  and  28000CXX)  lbs.  per  square 
inch  as  its  modulus  of  elasticity,  its  working-strain  would  be 

1 2000  3 

a  = 


28000000       7000 

Hence  the  greatest  safe  elongation  of  the  bar  would  be 
Y^^  of  its  length.  Hence  a  rod  10  feet  long  could  safely  be 
stretched  y|^  of  a  foot  =  0.0514". 
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§  169.  Approximate  Values  of  Breaking  and  Working 
Strength,  and  of  Modulus  of  Elasticity.  —  In  a  later  part  of 
this  book  the  attempt  will  be  made  to  give  an  account  of  the 
experiments  that  have  been  made  to  determine  the  strength 
and  elasticity  of  the  materials  ordinarily  used  in  construction, 
in  such  a  way  as  to  enable  the  student  to  decide  for  himself,  in 
any  special  case,  upon  the  proper  values  of  the  constants  that 
he  ought  to  use. 

For  the  present,  however,  the  following  will  be  given  as  a 
rough  approximation  to  some  of  these  quantities,  which  we  may 
make  use  of  in  our  work  until  we  reach  the  above-mentioned 
account. 

(a)  Cast-Iron. 

Breaking  tensile  strength  per  square  inch,  of  common  quali- 
ties, 140CO  to  20000  lbs. ;  of  gun  iron,  30000  to  33000  lbs. 

Modulus  of  elasticity  for  tension  and  for  compression,  about 
17000000  lbs.  per  square  inch. 

(p)    Wrotight'Iron, 

Breaking  tensile  strength  per  square  inch,  from  40000  to 
60000  lbs. 

Modulus  of  elasticity  for  tension  and  for  compression,  about 
28000000. 

if)  Mild  Steel. 

Breaking  tensile  strength  per  square  inch,  55000  to  70000 
lbs. 

Modulus  of  elasticity  for  tension  and  for  compression,  from 
28000000  to  30000000  lbs.  per  square  inch. 

(^    Wood. 

Breaking  compressive  strength  per  square  inch:  — 

Oak,  green 3000  lbs. 

Oak,  dry 3000  to  6000  lbs. 

Yellow  pine,  green 3000  to  4000  lbs. 

Yellow  pine,  dry 4000  to  7000  lbs. 
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Modulus  of  elasticity  for  compression  (average  values) :  — 

Oak 1300000  lbs.  per  square  inch. 

Yellow  pine 1600000  lbs.  per  square  inch. 

§  170.  Sudden  Application  of  the  Load.  —  If  a  wrought- 
iron  rod  10  feet  long  and  i  square  inch  in  section  be  loaded 
with  12000  pounds  in  \\i^  direction  of  its  length,  and  if  the 
modulus  of  elasticity  of  the  iron  be  28000000,  it  will  stretch 
0.0514''  provided  the  load  be  gradually  applied :  thus,  the  rod 
begins  to  stretch  as  soon  as  a  small  load  is  applied ;  and,  as  the 
load  gradually  increases,  the  stretch  increases,  until  it  reaches 
0.0514". 

If,  on  the  other  hand,  the  load  of  12000  lbs.  be  suddenly 
applied  (i.e.«  put  on  all  at  once)  without  being  allowed  to  fall 
through  any  height  beforehand,  it  would  cause  a  greater  stretch 
at  first,  the  rod  undergoing  a  series  of  oscillations,  finally 
settling  down  to  an  elongation  of  0.05 14". 

To  ascertain  what  suddenly  applied  load  will  produce  at 
most  the  elongation  0.0514'',  observe,  that,  in  the  case  of  the 
gradually  applied  load,  we  have  a  load  gradually  increasing  from 

o  to  I3000  lbs. 

Its  mean  value  is,  therefore,  J(  12000)  =  6000  lbs. ;  and  this 
force  descends  through  a  distance  of 

0.0514". 

Hence  the  amount  of  mechanical  work  done  on  the  rod  by  the 
gradually  applied  load  in  producing  this  elongation  is 

(6000)  (0.05 14)  =  308.4  inch-lbs. 

Hence,  if  we  are  to  perform  upon  the  rod  308.4  inch-lbs.  of 
work  with  a  constant  force,  and  if  the  stretch  is  to  be  0.0514", 
the  magnitude  of  the  force  must  be 

^^  '^ „  =:  6000  lbs. 
0.0514" 


Digitized  by 


Google 


RESILIENCE  OF  A    TENSION-BAR,  24/ 

Hence  a  suddenly  applied  load  will  produce  double  the  strain 
that  would  be  produced  by  the  same  load  gradually  applied ; 
and,  moreover,  a  suddenly  applied  load  should  be  only  half  as 
great  as  one  gradually  applied  if  it  is  to  produce  the  same 
strain. 

§  171.  Resilience  of  a  Tension-Bar.  —  The  resilience  of  a 
tension-rod  is  the  mechanical  work  done  in  stretching  it  to  the 
same  amount  that  it  would  stretch  under  the  greatest  allowable 
gradually  applied  load,  and  is  found  by  multiplying  the  greatest 
allowable  load  by  half  the  corresponding  elongation. 

Thus,  suppose  a  load  of  100  lbs.  to  be  dropped  upon  the 
rod  described  above  in  such  a  way  as  to  cause  an  elongation  not 
greater  than  0.0514'',  it  would  be  necessary  to  drop  it  from  a 
height  not  greater  than  3.08''. 

EXAMPLES. 

1.  A  wrought-iron  rod  is  12  feet  long  and  i  inch  in  diameter,  and 
is  loaded  in  the  direction  of  its  length ;  the  working-strength  of  the 
iron  being  12000  lbs.  per  square  inch,  and  the  modulus  of  elasticity 
28000000  lbs.  per  square  inch. 

Find  the  working-strain. 
Find  the  working-load. 
Find  the  working-elongation. 
Find  the  working-resilience. 

From  what  height  can  a  50-pound  weight  be  dropped  so  as  to  produce 
tension,  without  stretching  it  more  than  the  working- elongation? 

2.  Do  the  same  for  a  cast-iron  rod,  where  the  working-strength  is 
5000  pounds  per  square  inch,  and  the  modulus  of  elasticity  1 7000000 ; 
the  dimensions  of  the  rod  being  the  same. 

§  172.  Results  of  Wohler's  Experiments  on  Tensile 
Strength.  —  According  to  the  experiments  of  Wohler,  of  which 
an  account  will  be  given  later,  the  breaking-strength  of  a  piece 
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depends,  not  only  on  whether  the  load  is  gradually  or  suddenly 
applied,  but  also  on  the  extreme  variations  of  load  that  the 
piece  is  called  upon  to  undergo,  and  the  number  of  changes  to 
which  it  is  to  be  submitted  during  its  life. 

For  a  piece  which  is  always  in  tension,  he  determines  the 
following  two  constants  ;  viz.,  /,  the  carrying-strength  per  square 
inch,  or  the  greatest  quiescent  stress  that  the  piece  will  bear, 
and  u^  the  primitive  safe  strength,  or  the  greatest  stress  per 
square  inch  of  which  the  piece  will  bear  an  indefinite  number 
of  repetitions,  the  stress  being  entirely  removed  in  the  inter- 
vals. 

This  primitive  safe  strength,  «,  is  used  as  the  breaking- 
strength  when  the  stress  varies  from  o  to  «  every  time.  Then, 
by  means  of  Launhardt's  formula,  we  are  able  to  determine  the 
ultimate  strength  per  square  inch  for  any  different  limits  of 
stress,  as  for  a  piece  that  is  to  be  alternately  subjected  to  8cxxx) 
and  6000  pounds. 

Thus,  for  Phoenix  Company's  axle  iron,  Wohler  finds 

/  s=  3290  kil.  per  sq.  cent.  =  46800  lbs.  per  sq.  in., 
u  =  2100  kil.  per  sq.  cent.  =  30000  lbs.  per  sq.  in. 

Launhardt's  formula  for  the  ultimate  strength  per  unit  of  area 
is 

t  —  u    least  stress    | 


=.{ 


I  + 


u     greatest  stress  J  * 


Hence,  with  these  values  of  /  and  «,  we  should  have,  for  the 
ultimate  strength  per  square  inch, 

(          I    least  stress    ) ,  „ 
a  =    2ioo<  I  H ^^^ 


or 


(  I    least  stress    ) ,  „ 

\  I  -h r-:—:^ — i^^*  P«r  sq.  cent, 

(  2 greatest  stress)        '^      ^ 

{1    least  stress    )  „ 
I  +  o T—r—. i  lbs.  per  sq.  m. 
2  greatest  stress  J        ^      ^ 
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Thus,  if  least  stress  =  6000,  and  greatest  =  8oocx),  we  should 

have 

a  =  300oo|i  +  |.^J  =  30ooo|i  +  Ai  =  3"2s; 

if  least  stress  =  600CX),  and  greatest  =  8ocxx), 

a  =  3000o{i  +  1 .  II  =  30Ooo|i  +  fl  =  412SO1 

if  least  stress  =  greatest  stress  =  8cxxx>, 

a  =  30000 1 1  +  ^}  =  45000  =  carrying-strength. 

Hence,  instead  of  using,  as  breaking-strength  per  square  inch 
in  all  cases,  45000,  we  should  use  a  set  of  values  varying  from 
45000  down  to  30000,  according  to  the  variation  of  stress  which 
the  piece  is  to  undergo. 

For  working-strength,  Weyrauch  divides  this  by  3:  thus 
obtaining,  for  working-strength  per  square  inch, 

.  (      .   I    least  stress    ) ,, 

b  =  ioooo{  I  H Ubs.  per  sq.  m. : 

(         2  greatest  stress ) 

for  Krupp's  cast-steel, 

'  =  7340  Itil*  per  sq.  cent.  =  104400  lbs.  per  sq.  In., 

u  =  3300  kil.  per  sq.  cent.  =    46900  lbs.  per  sq.  in. ; 

(  o     least  stress    ) , ., 

=    3300  <  I  -h : —  >kil.  per  sq.  cent, 

^^     \    ^  II  greatest  stress)        ^     ^  ' 


a 


or 


io     least  stress    )  „ 
I  -f  ^. : >lbs.  per  sq.  in., 
II  greatest  stress  (        ^      ^ 

(  Q     least  stress    )  „ 

.•.     b  =  15633  <  I  -h  r. .    .   . Mt>s.  per  sq.  in. 

^  ooy         1 1  greatest  stress)        ^       ^ 

EXAMPLES. 

Find  the  breaking-strength  per  square  inch  for  a  wrought-iron  tensior. 
rod. 

1.  Extreme  loads  are    75000  and      6000  lbs. 

2.  Extreme  loads  are  120000  and  1 00000  lbs. 

3.  Extreme  loads  are  300000  and    loooo  lbs. 
Find  the  safe  section  for  the  rod  in  each  case. 
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§173.    Suspension-Rod   of   Uniform  Strength.  —  In   the 

.case  of  a  long  suspension-rod,  the  weight  of  the  rod  itself  some- 
times becomes  an  important  item.  The  upper  section  must,  of 
course,  be  large  enough  to  bear  the  weight  that  is  hung  from 
the  rod  plus  the  weight  of  the  rod  itself ;  but  it  is  sometimes 
desirable  to  diminish  the  sections  as  they  descend.  This  is  often 
accomplished  in  mines  by  making  the  rod  in  sections,  each  section 
being  calculated  to  bear  the  weight  below  it  plus  its  own  weight. 
Were  the  sections  gradually  diminished,  so  that  each  section 
would  be  just  large  enough  to  support  the  weight  below  it,  we 
should,  of  course,  have  a  curvilinear  form ;  and  the  equation  of 
this  curve  could  be  found  as  follows,  or,  rather,  the  area  of  any 
section  at  a  distance  from  the  bottom  of  the  rod. 
Let  W^  weight  hung  at  O  (Fig.  152), 

Let  w  =  weight  per  unit  of  volume  of 

the  rod, 
"T  Let  X  .  =  distance  AO^ 

Let  5  =  area  of  section  A^ 

Let  ;ir  +  iir  =  distance  BO^ 


V 


Let  5  +  tf5  =  area  of  section  at  By 
Let  /  =  working-strength  of  the  mate- 

rial per  square  inch. 

1°.  The  section  at  O  must  be  just  large  enough 
to  sustain  the  load  IV; 

c        ^ 

Fig.  158.  •'•     "^o  —  "JF* 

2°.  The  area  in  dS  must  be  just  enough  to  sustain  the 
weight  of  the  portion  of  the  rod  between  A  and  B. 
The  weight  of  this  portion  is  wSdx  ; 

^      wSdx 
:.    JS  =  —J- 

dS      w  w 

•'•    -^  =  -fdx  ••.    log(5  ass  y^  +  a  constant. 
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W 

When  ;r  =  o,  5  =  -^  ; 

W  IW\      w 

\    logtf-vT  ss:  the  constant  /•    log«^  —  ^^^\T)  ~  7^ 


S  ^  ^       W"^' 


■■■  (7) 


=  e^  ••.     S  =  y<f ^  • 


This  gives  us  the  means  of  determining  the  area  at  any  dis- 
tance X  from  O. 

EXAMPLES, 

1.  A  wrought-iron  tension-rod  200  feet  long  is  to  sustain  a  load  of 
2000  lbs.  with  a  factor  of  safety  of  4,  and  is  to  be  made  in  4  sections, 
each  50  feet  long ;  find  the  diameter  of  each  section,  the  weight  of  the 
wrought  iron  being  480  lbs.  per  cubic  foot. 

2.  Find  the  diameter  needed  if  the  rod  were  made  of  uniform 
section,  also  the  weight  of  the  extra  iron  necessary  to  use  in  this  case. 

3.  Find  the  equation  of  the  longitudinal  section  of  the  rod,  assum- 
ing a  square  cross-section,  if  it  were  one  of  uniform  strength,  instead  of 
being  made  in  4  sections. 

§  174.  Thin  Hollow  Cylinders  subjected  to  an  Internal 
Normal  Pressure.  —  Let/  denote  the  uniform  intensity  of  the 
pressure  exerted  by  a  fluid  which  is  confined  within  a  hollow 
cylinder  of  radius  r  and  of  thickness  /  (Fig   153),  e_^^ 

the  thickness  being  small  compared  with  the  radius.     /(^^\ 

Let  us  consider  a  unit  of  length  of  the  cylinder,  and  ^fr J° 

let  us  also  consider  the  forces  acting  on  the  upper     ^^s^-s-^j^ 
half-ring  CED.  ^'  ^53. 

The  total  upward  force  acting  on  this  half-ring,  in  conse- 
quence of  the  internal  normal  pressure,  will  be  the  same  as 
that  acting  on  a  section  of  the  cylinder  made  by  a  plane  pass- 
ing through  its  axis,  and  the  diameter  CD.     The  area  of  this 
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section  will  be  2f  X  i  =  2r ;  hence  the  total  upward  force  will  be 
2r  X  /  =  2pr;  and  the  tendency  of  this  upward  force  is  to  cause 
the  cylinder  to  give  way  at  A  and  By  the  upper  part  separating 
from  the  lower. 

This  tendency  is  resisted  by  the  tension  in  the  metal  at  the 
sections  -^C  and  BD ;  hence  at  each  of  these  sections,  there  has 
to  be  resisted  a  tensile  stress  equal  to  \{^pr)  ^=pr.  This  stress 
is  really  not  distributed  uniformly  throughout  the  cross-section 
of  the  metal ;  but,  inasmuch  as  the  metal  is  thin,  no  serious 
error  will  be  made  if  it  be  accounted  as  distributed  uniformly. 
The  area  of  each  section,  however,  is  /  X  i  =^/  therefore,  if 
r denote  the  intensity  of  the  tension  in  the  metal  in  a  tangential 
direction  (i.e.,  the  intensity  of  the  hoop  tension),  we  shall  have 

t 

Hence,  to  insure  safety,  T  must  not  be  greater  than  /  the 
working-strength  of  the  material  for  tension  ;  hence,  putting 


/=^. 

we  shall  have 

1 

'=5 

as  the  proper  thickness,  when/  =  normal  pressure  per  square 
inch,  and  radius  =  r. 

The  above  are  the  formulae  in  common  use  for  the  deter- 
mination of  the  thickness  of  the  shell  of  a  steam-boiler ;  for  in 
that  case  the  steam-pressure  is  so  great  that  the  tension 
induced  by  any  shocks  that  are  likely  to  occur,  or  by  the  weight 
of  the  boiler,  is  very  small  in  comparison  with  that  induced 
by  the  steam-pressure.  On  the  other  hand,  in  the  case  of  ap 
ordinary  water-pipe,  the  reverse  is  the  case. 
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To  provide  for  this  case,  Weisbach  directs  us  to  add  to  the 
thickness  we  should  obtain  by  the  above  formulae,  a  constant 
minimum  thickness. 

The  following  are  his  formulae,  d  being  the  diameter  in 
inches,  /  the  internal  normal  pressure  in  atmospheres,  and  t 
the  thickness  in  inches.     For  tubes  made  of 

Sheet-iron /  =  0.00086/// -h  0.12 

Cast-iron /  =  0.00238///  -h  0.34 

Copper /=  0.00148/// 4- 0.16 

Lead /  =s  0.00507/// -|-  0.21 

Zinc /=  0.00242///+  0.16 

Wood ,    .  /  =  0.03230///  -h  1.07 

Natural  stone /=  0.03690/// -h  1.18 

Artificial  stone /  =  0.05380///  +  1.58 

§  175.  Resistance  to  Direct  Compression.  —  When  a  piece 
is  subjected  to  compression,  the  distribution  of  the  compressive 
stress  on  any  cross-section  depends,  first,  upon  whether  the 
resultant  of  the  pressure  acts  along  the  line  containing  the  cen- 
tres of  gravity  of  the  sections,  and,  secondly,  upon  the  dimen- 
sions of  the  piece ;  thus  determining  whether  it  will  bend  or 
not. 

In  the  case  of  an  eccentric  load,  or  of  a  piece  of  such  length 
that  it  yields  by  bending,  the  stress  is  not  uniformly  distributed ; 
and,  in  order  to  proportion  the  piece,  we  must  determine  the 
greatest  intensity  of  the  stress  upon  it,  and  so  proportion  it 
that  this  shall  be  kept  within  the  working-strength  of  the  ma- 
terial for  compression. 

Either  of  these  cases  is  not  a  case  of  direct  compres- 
sion. 

In  the  case  of  direct  compression  (i.e.,  where  the  stress  over 
each  section  is  uniformly  distributed),  the  intensity  of  the  stress 
is  found  by  dividing  the  total  compression  by  the  area  of  the 
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section  ;  so  that,  if  P  be  the  total  compression,  and  A  the  area 
of  the  section,  and/  the  intensity  of  tiie  compressive  stress. 

On  the  other  hand,  if  /  is  the  compressive  working-strength  of 
the  material  per  square  inch,  and  A  the  area  of  the  section  in 
square  inches,  then  the  greatest  allowable  load  on  the  piece 
subjected  to  compression  is 

P^fA. 

The  same  remarks  as  were  made  in  regard  to  a  suddenly 
applied  load  and  resilience,  in  the  case  of  direct  tension,  apply 
in  the  case  of  direct  compression. 

§  176.  Results  of  Wohler's  Experiments  on  Compressive 
Strength.  —  Wohler  also  made  experiments  in  regard  to  pieces 
subjected  to  alternate  tension  and  compression,  taking,  in  the 
experiments  themselves,  the  case  where  the  metal  is  subjected 
to  alternate  tensions  and  compressions  of  equal  amount. 

The  greatest  stress  of  which  the  piece  would  bear  an  indefi- 
nite number  of  changes  under  these  conditions,  is  called  the 
vibration  safe  strength,  and  is  denoted  by  j. 

Weyrauch  deduces  a  formula  similar  to  that  of  Launhardt 
for  the  greatest  allowable  stress  per  unit  of  area  on  the  piece 
when  it  is  subjected  to  alternate  tensions  and  compressions  of 
different  amounts. 

Thus,  for  Phoenix  Company's  axle  iron,  Wohler  deduces 

/  =  3290  kil.  per  sq.  cent.  =  46800  lbs.  per  sq.  in., 
»  =s  2100  kil.  per  sq.  cent.  «  30000  lbs.  per  sq.  in., 
^  =  1170  kil.  per  sq.  cent.  =  16600  lbs.  per  sq.  in. 
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Weyrauch's  formula  for  the  ultimate  strength  per  unit  of 
area  is 

j         »  —  X    least  maximum  stress    | 
"     \    ^      u     greatest  maximum  stress  K 

and,  with  these  values  of  u  and  s^  it  gives 
I     least  maximum  stress 


{I     least  raaxunum  stress    ) , ., 
I  — — — : — —  >kil.  per  sq.  cent., 
«  greatest  maxunum  stress  J       *'     "^  ' 

{I     least  maximum  stress    ) ,, 
I  — — ; — —  >lbs.  per  sq.  m. 
2  greatest  maximum  stress )        ^      ^ 


With  a  factor  of  safety  of  3,  we  should  have,  for  the  greatest 
admissible  stress  per  square  inch, 

{I     least  maximum  stress    ) , 
2  greatest  maximum  stress ) 

For  Knipp's  cast-steel, 

/  =  7340  kil.  per  sq.  cent.  =  104400  lbs.  per  sq.  in., 

u  —  3300  kil.  per  sq.  cent.  =    46900  lbs.  per  sq.  in.  approximately^ 

s  =  2050  kil.  per  sq.  cent.  =    29150  lbs.  per  sq.  in.  approximately. 

We  have,  therefore,  for  the  breaking-strength  per  unit  of 
area,  according  to  Weyrauch's  formula, 

least  maximum  stress 
a 


or 


i<     least  maximum  stress    ) , ., 
I  —  it — — : — —  >kil.  per  sq.  cent., 
II  greatest  maximum  stress)       ^      ^  ' 

(  e     least  maximum  stress    )  „ 

=s  46000 <  I  —  n 1 : ?lbs.  per  sq.  m. : 

^     I  "  greatest  maximum  stress )        f^     h  *"•  * 


Digitized  by  VjOOQIC  , 

i 


256  APPLIED  MECHANICS. 

and,  using  a  factor  of  safety  of  3,  we  have,  for  the  greatest  admis- 
sible stress  per  square  inch, 

(  e     least  maximum  stress    )  „ 

b  =  i5630<  I  —  * ;-— : — — >lbs.  per  sq.  m. 

^  ^   \         II  greatest  maximum  stress)        ^      ^ 

The  principles  respecting  an  eccentric  compressive  load,  and 
those  respecting  the  giving-way  of  long  columns  so  far  as  they 
are  known,  can  only  be  treated  after  we  have  studied  the  resist- 
ance of  beams  to  bending ;  hence  this  subject  will  be  deferred 
until  that  time. 

EXAMPLES. 

Find  the  proper  working  and  breaking  strength  per  square  inch  to 
be  used  for  a  wrought-iron  rod,  the  extreme  stresses  being  — 

1.  80000  lbs.  tension  and      6000  lbs.  compression. 

2.  1 00000  lbs.  tension  and  1 00000  lbs.  compression. 

3.  70000  lbs.  tension  and    60000  lbs.  compression. 
Do  the  same  for  a  steel  rod. 

§  177.  Resistance  to  Shearing.  —  One  of  the  principal  cases 
where  the  resistance  to  shearing  comes  into  practical  use  is 
that  where  the  members  of  a  structure,  which  are  themselves 
subjected  to  direct  tension  or  compression  or  bending,  are  united 
by  such  pieces  as  bolts,  rivets,  pins,  or  keys,  which  are  sub- 
jected to  shearing.  Sometimes  the  shearing  is  combined  with 
tension  or  with  bending ;  and  whenever  this  is  the  case,  it  is 
necessary  to  take  account  of  this  fact  in  designing  the  pieces. 
It  is  important  that  the  pins,  keys,  etc.,  should  be  equally 
strong  with  the  pieces  they  connect. 

Probably  one  of  the  most  important  modes  of  connection  is 
by  means  of  rivets.  In  order  that  there  may  be  only  a  shearing 
action,  without  any  bending  of  the  rivets,  the  latter  must  fit 
very  tightly.  The  manner  in  which  the  riveting  is  done  will 
necessarily  affect  very  essentially  the  strength  of  the  joints; 
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hence  the  only  way  to  discuss  fully  the  strength  of  riveted 
joints  is  to  take  into  account  the  manner  of  effecting  the  rivet^ 
ing,  and  hence  the  results  of  experiments.  These  will  b^ 
spoken  of  later ;  but  the  ordinary  theories  by  which  the  strength 
and  proportions  of  riveted  joints  are  determined  will  be  given^ 
which  theories  are  necessary  also  in  discussing  the  results  of 
experiments  thereon. 

The  principle  on  which  the  theory  is  based  is  that  of  making 
the  resistance  of  the  joint  to  yielding  equal  in  the  first  three, 
and  also  in  either  the  fourth  or  the  fifth  of  the  ways  in  which  it 
is  possible  for  it  to  yield,  as  enumerated  on  pages  258  and  259, 


A  single-riveted  lap-joint  is  one 
with  a  single  row  of  rivets,  as 
shown  in  Fig.  154 


A  single-riveted  butt-joint  with 
one  covering  plate  is  shown  in 
Fig-  155. 


A  single-riveted  butt-joint  with 
two  covering  plates  is  shown  in 
Fig.  156. 


Fig.  154. 


Fig.  156. 
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Fig.  157. 


-  Jiv>?,!i — ^I'.'i^  - 


A  double-riveted  lap-joint  with 
the  rivets  staggered  is  shown  in 
Fig*  1575  ^^^  with  chain  riveting, 
in  Fig.  158. 


i 


Fig.  X58. 


Taking  the  case  of  the  single-riveted  lap-joint  shown  in  Fig. 
154,  it  may  yield  in  one  of  five  ways :  — 


i^  By  the  crushing  of  the  plate 
in  front  of  the  rivet  (Fig.  159). 


Ficj,  159. 


Fic.  160. 


2^.  By  the  shearing  of  the  rivet 
(Fig.  160). 
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3**.  By  the  tearing  of  the  plate 
between  the  rivet-holes  (Fig.  161). 

4®.  By  the  rivet  breaking 
through  the  plate  (Fig.  162). 

5*".  By  the  rivet  shearing  out 
the  plate  in  front  of  it 


F^G.  x6x. 


JL 


Let  us  call 

d  the  diameter  of  a  rivet. 

c  the  pitch  of  the  rivets ;  i.e.,  '^^  «^- 

their  distance  apart  from  centre  to  centre. 
/  the  thickness  of  the  plate. 
/  the  lap  of  the  plate ;  i.e.,  the  distance  from  the  outer  edge 

of  a  rivet-hole  to  the  outer  edge  of  the  plate. 
ft  the  ultimate  tensile  strength  of  the  iron. 
/,  the  ultimate  shearing-strength  of  the  rivet-iron. 
y>  the  ultimate  shearing-strength  of  the  plate, 
^the  ultimate  crushing-strength  of  the  iron. 
We  shall  then  have  — 

I**.  Resistance  of  plate  in  front  of  rivet  to  crushing  =  ftfd, 

2®.  Resistance  of  one  rivet  to  shearing  =  fi^ — Y 

3**.  Resistance  of  plate  between  two  rivet-holes  to  tearing 

4*^.  Resistance  of  plate  to  being  broken  through  =  a— 9 

a 

where  a;  is  a  constant  depending  on  the  material.     This  may  be 
taken  as  empirical  for  the  present. 

An  average  value  of  this  constant,  as  given  by  Robert  Wil- 
son, is  lOOOCX)  lbs.,  where  all  the  dimensions  are  measured  in 
inches. 
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5®.  Resistance  of  plate  in  front  of  the  rivet  to  shearing 

Assuming  that  we  know  the  thickness  of  the  plate  to  start 
with,  we  obtain,  by  equating  the  first  two  resistances, 

which  determines  the  diameter  of  the  rivet. 
Equating  3°  and  2°,  we  obtain 

which  gives  the  pitch  of  the  rivets  in  terms  of  the  diameter  of 
the  rivet,  and  the  thickness  of  the  plate. 
Equating,  next,  4°  and  1°,  we  have 

4'-/-^    ...  /=^. 

which  gives  the  lap  of  the  plate  needed  in  order  that  it  may  not 
break  through. 

By  equating  5°  and  1°,  we  find  the  lap  needed  that  it  may 
not  shear  out  in  front  of  the  rivet. 

A  similar  method  of  reasoning  would  enable  us  to  determine 
the  corresponding  quantities  in  the  cases  of  double-riveted 
joints,  etc. 

The  above  is  the  ordinary  theory  of  riveted  joints.  There 
are  a  number  of  practical  considerations  which  modify  more  or 
less  the  results  of  this  theory,  and  which  can  only  be  deter- 
mined experimentally.  A  fuller  account  of  this  subject  from 
an  experimental  point  of  view  will  be  given  later. 

§  178.  Ihlensity  of  Stress.  —  Whenever  the  stress  over  a 
plane  area  is  uniformly  distributed,  we  obtain  its  intensity  at 
eich  point  by  dividing  the  total  stress  by  the  area  over  which  it 
actS)  thus  obtaining  the  amount  per  unit  of  area.  When,  how- 
ever, the  stress  is  not  uniformly  distributed,  or  when  its  iftten- 
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sity  varies  at  different  points,  we  must  adopt  a  somewhat  differ- 
ent definition  of  its  intensity  at  a  given  point.  In  that  case,  it 
we  assume  a  small  area  containing  th9,t  point,  and  divide  th^ 
stress  which  acts  on  that  area  by  the  area,  we  shall  have,  in  the 
quotient,  an  approximation  to  the  intensity  required,  which  will 
approach  nearer  and  nearer  to  the  true  value  of  the  intensity  at 
that  point,  the  smaller  the  area  is  taken. 

Hence  the  intensity  of  a  variable  stress  at  a  given  point  is,  — 

The  limit  of  the  ratio  of  the  stress  acting  on  a  small  area 
containing  that  point,  to  the  area^  as  the  latter  grows  smaller  and 
smaller. 

By  dividing  the  total  stress  acting  on  a  certain  area  by  the 
entire  area,  we  obtain  the  mean  intensity  of  the  stress  for  the 
entire  area, 

§  179.   Graphical  Representation  of  Stress. —  A  conven- 
ient  mode   of  representing  stress 
graphically  is  the  following:  — 

Let  AB  (Fig.  163)  be  the  plane 
surface  upon  which  the  stress  acts ; 
let  the  axes  OX  and  OK  be  taken 
in  this  plane,  the  axis  OZ  being  at 
right  angles  to  the  plane. 

Conceive  a  portion  of  a  cylinder 
whose  elements  are  all  parallel  to 
OZt  bounded  at  one  end  by  the 
given  plane  surface,  and  at  the 
other  by  a  surface  whose  ordinate  at  any  point  contains  as 
many  units  of  length  as  there  are  units  of  force  in  the  intensity 
of  the  stress  at  that  point  of  the  given  plane  .surface  where  the 
ordinate  cuts  it. 

The  volume  of  such  a  figure  will  evidently  be 

V  =  ffzdxdy  =  SSpdxdy, 
where  z  =•  p  ^  intensity  of  the  stress  at  the  given  point. 


Fig.  263. 
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Hence  the  volume  of  the  cylindrical  figure  will  contain  as 
many  units  of  volume  as  the  total  stress  contains  units  of 
force ;  or,  in  other  words,  the  total  stress  will  be  correctly  repre- 
sented by  the  volume  of  the  body. 

If  the  stress  on  the  plane 
figure  is  partly  tension  and 
partly  compression,  the  sur- 
face whose  ordinates  repre- 
sent the  intensity  of  the 
stress  will  lie  partly  on  one 
side  of  the  given  plane  sur- 
face and  partly  on  the  other ; 
this  surface  and  the  plane 
surface  on  which  the  stress 
acts,  cutting  each  other  in 
some  line,  straight  or  curved, 
as  shown  in  Fig.  164.  In  that 
case,  the  magnitude  of  the  resultant  stress  P  =.  V  =^  ffzdxdy 
will  be  equal  to  the  difference  of  the  wedge-shaped  volumes 
shown  in  the  figure. 

It  will  be  observed  that  the  above  method  of  representing 
stress  graphically  represents,  1°,  the  intensity  at  each  point  of 
the  surface  to  which  it  is  applied ;  and,  2°,  the  total  amount 
of  the  stress  on  the  surface.  It  does  not,  however,  represent 
its  direction,  except  in  the  case  when  the  stress  is  normal  to 
the  surface  on  which  it  acts. 

In  this  latter  case,  however,  this  is  a  complete  representa- 
tion of  the  stress. 

The  two  most  common  cases  of  stress  are,  1°,  uniform  stress, 
and,  2°,  uniformly  varying  stress.  These  two  cases  are  repre- 
sented respectively  in  Figs.  165  and  166;  the  direction  also 
being  correctly  represented  when,  as  is  most  frequently  the 
case,  the  stress  is  normal  to  the  surface  of  action.  In  Fig. 
165,  AB  is  supposed  to  be  the  surface  on  which  the  stress 


Fig.  164. 
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acts ;  the  stress  is  supposed  to  be  uniform,  and  normal  to  the 
surface  on  which  it  acts ;  the  bound- 
ing surface  in  this  case  becomes  a 
plane  parallel  to  AB;  the  intensity 
of  the  stress  at  any  point,  as  P,  will 
be  represented  by  PQ;  while  the 
whole  cylinder  will  contain  as  many 
units  of  volume  as  there  are  units  of 
force  in  the  whole  stress. 

Fig.  166  represents  a  uniformly 
varying  stress.  Here,  again,  AB  is 
the  surface  of  action,  and  the  stress 
is  supposed  to  vary  at  a  uniform  rate 
from  the  axis  OY. 


Fig.  165. 


Fie.  z66. 


The  upper  bounding  surface  of  the  cylin- 
drical figure  which  represents  the  stress 
becomes  a  plane  inclined  to  the  XOV 
plane,  and  containing  the  axis  O  K 

In  this  case,  if  a  represent  the  in- 
tensity of  the  stress  at  a  unit's  distance 
^  from  OY,  the  stress  at  a  distance  x  from 
OY  will  hep  =  ax,  and  the  total  amount 
of  the  stress  will  be 

P  =  fSpdxdy  =  affxdxdy. 


When  a  stress  is  oblique  to  the  surface  of  action,  it  may  be 
represented  correctly  in  all  particulars,  except  in  direction,  in 
the  above-stated  way. 

§180.  Centre  of  Stress.  —  The  centre  of  stress,  or  the 
point  of  the  surface  at  which  the  resultant  of  the  stress  acts, 
often  becomes  a  matter  of  practical  importance.  If,  for  con- 
venience, we  employ  a  system  of  rectangular  co-ordinate  axes, 
of  which  the  axes  OX  and  OY  are  taken  in  the  plane  of  the 
surface  on  which  the  stress  acts,  and  if  we  let  /  =  «^(r,  y)  be 
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the  intensity  of  the  stress  at  the  point  (;r,  y)^  we  shall  have, 
for  the  co-ordinates  of  the  centre  of  stress, 

Sfxpdxdy  ^  SSypdxdy 

'        SSpdxdy'    ^'        SSpdxdy' 

(see  §  42),  where  the  denominator,  or  Sfpdxdy^  represents  the 
total  amount  of  the  stress. 

When  the  stress  is  positive  and  negative  at  different  parts 
of  the  surface,  as  in  Fig.  164,  the  case  may  arise  when  the  posi- 
tive and  negative  parts  balance  each  other,  and  hence  the 
stress  on  the  surface  constitutes  a  statical  couple.     In  that  case 

SSpdxdy  S3  o. 

§  181.  Uniform  Stress.  —  In  the  case  of  uniform  stress,  we 
have  — 

1°.  The  intensity  of  the  stress  is  constant,  or  /  =  a  con- 
stant. 

2^  The  volume  which  represents  it  graphically  becomes  a 
cylinder  with  parallel  and  equal  bases,  aa  in  Fig.  165. 

3°.  The  centre  of  stress  is  at  the  centre  of  gravity  of  the 
surface  of  action ;  for  the  formulae  become,  when  p  is  constant, 

_  pffxdxdy  __  ffxdxdy  __ 
^'  "  pSfdxdy  "■   Sfdxdy  ~  "^"^ 

^  Pffydxdy  ^  SSydxdy  ^ 
■^'        PSfdxdy         Sfdxdy       ^^'  , 

where  x^y  y^,  are  the  co-ordinates  of  the  centre  of  gravity  of  the 
surface. 

Examples  of  uniform  stress  have  already  been  given  in  the 
cases  of  direct  tension,  direct  compression,  and,  in  the  case  of 
riveted  joints,  for  the  shearing-force  on  the  rivet. 
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§182.  Uniformly  Varying  Stress.  —  Uniformly  varying 
stress  has  already  been  defined  as  a  stress  whose  intensity  varies 
uniformly  from  a  given  line  in  its  own  plane ;  and  this  line  will 
be  called  the  Neutral  Axis.  Thus,  if  the  plane  be  taken  as  the 
XOY  plane  (Fig.  166),  and  the  given  line  be  taken  as  OY^  we 
shall  have,  if  a  denotes  the  intensity  of  the  stress  at  a  unit's 
distance  from  OY^  and  x  the  distance  of  any  special  point  from 
O  F,  that  the  intensity  of  the  stress  at  the  point  will  be 

/  3^  ax. 

The  total  amount  of  the  stress  will  be 

P^  affxdxdy. 

The  total  moment  of  the  stress  about  O  Y  will  be  found  by 
multiplying  each  elementary  stress  by  its  leverage.  This  lever- 
age is,  in  the  case  of  normal  stress,  x;  hence  in  that  case  the 
moment  of  any  single  elementary  force  will  be 

{axdLx£^y)x  s=  ax^dLX^y^ 

and  the  total  moment  of  the  stress  will  be 

M  =:  affo^dxdy  =  al. 

In  the  case  of  oblique  stress,  this  result  has  to  be  modified, 
as  the  leverage  is  no  longer  x.  Confining  ourselves  to  stress 
normal  to  the  plane  of  action,  we  have,  for  the  co-ordinates  of 
the  centre  of  stress, 

^  Sfpxdxdy       affx^dxdy  ^  ffa^dxdy  ^  ffo^dxdy 
^'  "^   SSpdxdy  ^  P  ^  Sfxdxdy   ""       x^      ' 

_  ffpydxdy  ^  affxydxdy       ffxydxdy  ^  ffxydxdy 
^'  ""  SSpdxdy  "  P  "*  SSpdxdy  "*       XoA      ' 

since 

P  ^  affxdxdy  ^  aXoA, 

where  x^,  y^t  are  the  co-ordinates  of  the  centre  of  gravity,  and 
A  is  the  area  of  the  surface  of  action. 
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§  183.    Case    of    a    Uniformly    Varying    Stress    which 
amounts  to  a  Statical  Couple.  —  Whenever  P  =  o,  we  have 


affxdxdy  =  o 


Sfxdxdy  =  o 


XoA  =  o 


Xr,  =   o. 


In  this  case,  therefore,  we  have  — 

I**.  There  is  no  resultant  stress,  and  hence  the  whole  stress 
amounts  to  a  statical  couple. 

2°.  Since  x^  =  o,  the  centre  of  gravity  of  the  surface  of 
action  is  on  the  axis  O  F,  which  is  the  neutral  axis. 

Hence  follows  the  proposition  :  — 

When  a  uniformly  varying  stress  amounts  to  a  statical  couple^ 
the  neutral  axis  contains  (passes  through)  the  centre  of  gravity 
of  the  surface  of  action. 

In  this  case  there  is  no  single  resultant  of  the  stress ;  but 
the  moment  of  the  couple  will  be,  as  has  been  already  shown, 

M  =  affx'dxdy. 

§  184.  Example  of  Uniformly  Varying  Stress.  —  One  of 
the  most  common  examples  of  uniformly  varying  stress  is  that 
of  the  pressure  of  water  upon  the  sides  of  the  vessel  contain- 
ing it. 

Thus,  let  Fig.  167  represent  the  vertical  cross-section  of  a 
reservoir  wall,  the  water  pressing  against  the 
vertical  face  AB.  It  is  a  fact  established  by 
experiment,  that  the  intensity  of  the  pressure 
of  any  body  of  water  at  any  point  is  propor- 
tional to  the  depth  of  the  point  below  the 
free  upper  level  of  the  water,  and  normal  to 
the  surface  pressed  upon.  Hence,  if  we  sup- 
.pose  the  free  upper  level  of  the  water  to  be 
even  with  the  top  of  the  wall,  the  intensity 
of  the  pressure  there  will  be  zero ;  and  if  we  represent  by  CB 
the  intensity  of  the  pressure  at  the  bottom,  then,  joining  A  and 


Ffl 

1        \ 

1     \ 

'         \ 

.       \     \ 

A  ^ 

-^^-A 
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1   \ 

'    '  \ 

1    \ 

/                  B 

'    '  \ 

Fig.  Z67. 
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C  we  shall  have  the  intensity  of  the  pressure  at  any  point,  as 
/?,  represented  by  ED,  where 

ED  :  CB  =  AD:  AB. 

Here,  then,  we  have  a  case  of  uniformly  varying  stress  nor- 
mal to  the  surface  on  which  it  acts. 

§  185.  Fundamental  Principles  of  the  Common  Theory 
of  the  Stresses  in  Beams  under  ^... 
a  Transverse  Load — Fig.  168 
shows  a  beam  fixed  at  one  end  and 
loaded  at  the  other,  while  Fig.  169 
shows  a  beam  supported  at  the 
ends  and  loaded  at  the  middle. 
Let,  in  each  case,  the  plane  of  the 
paper  contain  a  vertical  longi- 
tudinal section  of  the  beam.  In 
^o  Fig.  168, 
it  is  evi- 
dent that 
the  upper 


// 


/ 


/ 


// 


/  fibres  are  lengthened,  while  the  lower 
ones  are  shortened,  and  vice  versa  in 
Fig.  169.  In  either  case,  there  is, 
somewhere  between  the  upper  and 
lower  fibres,  a  fibre  which  is  neither 
elongated  nor  com- 
pressed. 

Let    CN    repre- 
sent that  fibre.  Fig. 

168,  and    CP,   Fig. 

169.  This  line  may 
be  called  the  neutral 

F1C.X69.  line  of  the  longitu- 

dinal section ;  and,  if  a  section  be  made  at  any  point  at  right 
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angles  to  this  line,  the  horizontal  line  which  lies  in  the  cross- 
section,  and  cuts  the  neutral  lines  of  all  the  longitudinal  sec- 
tions, or,  in  other  words,  the  locus  of  the  points  where  the 
neutral  lines  of  the  longitudinal  sections  cut  the  cross-section, 
is  called  the  Neutral  Axis  of  the  cross-section.  In  the  ordinary 
theory  of  the  stresses  in  beams,  a  number  of  assumptions  are 
made,  which  will  now  be  enumerated. 

ASSUMPTIONS    MADE    IN    THE   COMMON    THEORY    OF   BEAMS. 

Assumption  No.  i.  —  If,  when  a  beam  is  not  loaded,  a 
plane  cross-section  be  made,  this  cross-section  will  still  be  a 
plane  after  the  load  is  put  on,  and  bending  takes  place.  From 
this  assumption,  we  deduce,  as  a  consequence,  that,  if*  a  certain 
cross-section  be  assumed,  the  elongation  or  shortening  per  unit 
of  length  of  any  fibre  at  the  point  where  it  cuts  this  cross-sec- 
tion, is  proportional  to  the  distance  of  the  fibre  from  the  neutral 
axis  of  the  cross-section. 

Proof,  —  Imagine  two  originally  parallel  cross-sections  so 
near  to  each  other  that  the  curve  in  which  that  part  of  the 
neutral  line  between  them  bends  may,  without  appreciable  error, 
be  accounted  circular.  Let  ED  and  GH  (Fig.  i68  or  Fig.  169) 
be  the  lines  in  which  these  cross-sections  cut  the  plane  of  the 
paper,  and  let  O  be  the  point  of  intersection  of  the  lines  ED 
and  GH.  Let  (9F=  r,  FL  =y,  FK  =  /,  LM  =  /  +  al,  in 
which  a  is  the  strain  or  elongation  per  unit  of  length  of  a  fibre 
at  a  distance  y  from  the  neutral  line,  y  being  a  variable ;  then, 
because  FK  and  LM  are  concentric  arcs  subtending  the  same 
angle  at  the  centre,  we  shall  have  the  proportion 

r  -^y       /+  aJ  y 

—y-  =  — J-     or     I  +  a  =  I  -f  ^ 


r 
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but  as  y  varies  for  different  points  in  any  given  cross-section, 
while  r  remains  the  same  for  the  same  section,  it  follows,  that, 
if  a  certain  cross-section  be  assumed,  the  strain  of  any  fibre  at 
the  point  where  it  cuts  this  cross-section  is  proportional  directly 
to  the  distance  of  this  fibre  from  the  neutral  axis  of  t/ie  cross- 
section. 


Assumption  No.  2.  —  This  assumption  is  that  commonly 
known  as  Hookers  Law,  It  is  as  follows :  "  Ut  tensio  sic  vis  ;  " 
i.e.,  The  stress  is  proportional  to  the  strain,  or  to  the  elonga- 
tion or  compression  per  unit  of  length.  As  to  the  evidence  in 
favor  of  this  law,  experiment  shows,  that,  as  long  as  the  mate- 
rial is  not  strained  beyond  safe  limits,  this  law  holds.  Hence, 
making  these  two  assumptions,  we  shall  have :  At  a  given 
cross-section  of  a  loaded  beam,  t/ie  direct  stress  on  any  fibre 
^varies  directly  as  the  distance  of  the  fibre  from  the  neutral  axis. 
Hence  it  is  a  uniformly  varying  stress,  and  we  may  repre- 
sent it  graphically  as  follows:  Let 
ABCD,  Fig.  170,  be  the  cross-sec- 
tion of  a  beam,  and  KL  the  neutral 
axis.  Assume  this  for  axis  OY,  and 
draw  the  other  two  axes,  as  in  the 
figure.  If,  now,  EA  be  drawn  to 
represent  the  intensity  of  the  direct 
(normal)  stress  at  A,  then  will  the 
pair  of  wedges  AEFBKL  and 
DCHGKL  represent  the  stress  graphically,  since  it  is  uni- 
formly varying. 


Fig.  17a 


l>OSItION  OF  NEUTRAL  AXIS. 

Assumption  No.  3.**— It  will  next  be  shown,  that,  on  the 
two  assumptions  made  above,  and  from  the  further  assumption 
that  the  only  resistances  opposed  to  the  bending  of  the  beam 


Digitized  by 


Google 


270  APPLIED  MECHANICS. 

are  the  direct  tensions  and  compressions  of  the  fibres,  it  fol- 
lows that  the  neutral  axis  must  pass  through  the  centre  of 
gravity  of  the  cross-section. 


!?    .JjA 


^T 


fwl 


Fta.  17X.  FiG.  X73. 

Since  the  curvatures  in  Figs.  168  and  169  are  exaggerated 
in  order  to  render  them  visible,  Figs.  171  and  172  have  been 
drawn.  If,  now,  we  assume  a  section  DE,  such  that  AD  •=.  x 
(Fig.  171)  and  NE  =  :r  (Fig.  172),  and  consider  all  the  forces 
acting  on  that  part  of  the  beam  which  lies  to  the  right  of  DE 
(i.e.,  both  the  external  forces  and  the  stresses  which  the  other 
parts  of  the  beam  exert  on  this  part),  we  must  find  them  in 
equilibrium.     The  external  forces  are,  in  Fig.  172,  — 

1°.  The  loads  acting  between  B  and  E ;  in  this  case  there 
are  none. 

2^,  The  supporting  force  at  B ;  in  this  case  it  is  equal  to 

W 

—,  and  acts  vertically  upwards. 

2 

In  Fig.  171  they  are, — 

The  loads  between  D  and  N;  in  this  case  there  is  only  the 
one,  W^  at  ^ 

The  internal  forces  are  merely  the  stresses  exerted  by  the 
other  parts  of  the  beam  on  this  part :  they  are,  — 

I**.  The  resistance  to  shearing  at  the  section,  which  is  a 
vertical  stress. 

2°.  The  direct  stresses,  which  are  horizontal. 

Now,  since  the  part  of  the  beam  to  the  right  of  DE  is  at 
rest,  the  forces  acting  on  it  must  be  in  equilibrium ;  and,  since 
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they  are  all  parallel  to  the  plane  of  the  paper,  we  must  have 
the  three  following  conditions ;  viz.,  — 

1°.  The  algebraic  sum  of  the  vertical  forces  must  be  zero. 

2°.  The  algebraic  sum  of  the  horizontal  forces  must  be  zero. 

3°.  The  algebraic  sum  of  the  moments  of  the  forces  about 
any  axis  perpendicular  to  the  plane  of  the  paper  must  be 
zero. 

But,  on  the  above  assumptions,  the  only  horizontal  forces 
are  the  direct  stresses :  hence  the  algebraic  sum  of  these  direct 
stresses  must  be  zero ;  or,  in  other  words,  the  direct  stresses 
must  be  equivalent  to  a  statical  couple. 

Now,  it  has  already  been  shown,  that,  whenever  a  uniformly 
varying  stress  amounts  to  a  statical  couple,  the  neutral  axis 
must  pass  through  the  centre  of  gravity  of  the  surface  acted 
upon.  Hence  in  a  loaded  beam,  if  the  three  preceding  assump- 
tions be  made,  it  follows  that  the  neutral  axis  of  any  cross- 
section  must  contain  the  centre  of  gravity  of  that  section. 

By  way  of  experimental  proof  of  this  conclusion.  Barlow 
has  shown  by  experiment,  that,  in  a  cast-iron  beam  of  rectangu- 
lar section,  the  neutral  axis  does  pass  through  the  centre  of 
gravity  of  the  section. 

RfeSUMfe. 

The  conclusions  arrived  at  from  the  foregoing  are  as  fol- 
lows :  — 

I®.  That  at  any  section  of  a  loaded  beam,  if  a  horizontal 
line  be  drawn  through  the  centre  of  gravity  of  the  section, 
then  the  fibres  lying  along  this  line  will  be  subjected  neither 
to  tension  nor  to  compression ;  in  other  words,  this  line  will  be 
the  neutral  axis  of  the  section. 

2°.  The  fibres  on  one  side  of  this  line  will  be  subjected  to 
tension,  those  on  the  other  side  being  subjected  to  compres- 
sion ;  the  tension  or  compression  of  any  one  fibre  being  propor- 
tional to  its  distance  from  the  neutral  axis. 
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§  1 86.  Shearing-Force  and  Bending^Moment.  —  In  deter- 
mining the  strength  of  a  beam,  or  the  proper  dimensions  of  a 
beam  to  bear  a  certain  load,  when  we  assume  the  neutral  axis 
to  pass  through  the  centre  of  gravity  of  the  cross-section,  we 
have  imposed  the  second  of  the  three  last-mentioned  conditions 
of  equilibrium.  The  remaining  two  conditions  may  otherwise 
be  stated  as  follows :  — 

1°.  The  total  force  tending  to  cause  that  part  of  the  beam 
that  lies  to  one  side  of  the  section  to  slide  by  the  other  part,, 
must  be  balanced  by  the  resistance  of  the  beam  to  shearing  at 
the  section. 

2°.  The  resultant  moment  of  the  external  forces  acting  on 
that  part  of  the  beam  that  lies  to  one  side  of  the  section,  about 
a  horizontal  axis  in  the  plane  of  the  section,  must  be  balanced 
by  the  moment  of  the  couple  formed  by  the  resisting  stresses. 

The  shearing-force  at  any  section  is  the  force  with  which  the 
part  of  the  beam  on  one  side  of  the  section  tends  to  slide  by  the 
part  on  the  other  side.  In  a  beam  free  at  one  end,  it  is  equal  to- 
the  sum  of  the  loads  between  the  section  and  the  free  end.  In 
a  beam  supported  at  both  ends,  it  is  equal  in  magnitude  to  the 
difference  between  the  supporting  force  at  either  end,  and 
the  sum  of  the  loads  between  the  section  and  that  support. 

The  bending-moment  at  any  section  is  the  resultant  moment 
of  the  external  forces  acting  on  the  part  of  the  beam  to  one 
side  of  the  section,  these  moments  being  taken  about  a  hori- 
zontal axis  in  the  section. 

In  a  beam  free  at  one  end,  it  is  equal  to  the  sum  of  the 
moments  of  the  loads  between  the  section  and  the  free  end^ 
about  a  horizontal  axis  in  the  section. 

In  a  beam  supported  at  both  ends,  it  is  the  difference  be- 
tween the  moment  of  either  supporting  force,  and  the  sum  of 
the  moments  of  the  loads  between  the  section  and  that  sup- 
port ;  all  the  moments  being  taken  about  a  horizontal  axis  in 
the  section. 
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Hence  the  two  conditions  of  equilibrium  may  be  morQ 
briefly  stated  as  follows  :  — 

i^  The  shearing-force  at  the  section  must  be  balanced 
by  the  resistance  opposed  by  the  beam  to  shearing  at  the 
section. 

2°.  The  bending-moment  at  the  section  must  be  balanced 
by  the  moment  of  the  couple  formed  by  the  resisting  stresses. 

It  is  necessary,  therefore,  in  determining  the  strength  of  a 
beam,  to  be  able  to  determine  the  shearing-force  and  bending- 
moment  at  any  point,  and  also  the  greatest  shearing-force  and 
the  greatest  bending-moment,  whatever  be  the  loads. 

A  table  of  these  values  for  a  number  of  ordinary  cases  will 
now  be  given  ;  but  I  should  recommend  that  the  table  be  merely 
considered  as  a  set  of  examples,  and  that  the  rules  already 
given  for  finding  them  be  followed  in  each  individual  case. 

Let,  in  each  case,  the  length  of  the  beam  be  /,  and  the 
total  load  W.  When  the  beam  is  fixed  at  one  end  and  free  at 
the  other,  let  the  origin  be  taken  at  the  fixed  end ;  when  it  is 
supported  at  both  ends,  let  it  be  taken  directly  over  one  support. 
Let  X  be  the  distance  of  any  section  from  the  origin.  Then  we 
shall  have  the  results  given  in  the  following  table :  — 
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In  a  beam  fixed  at  one  end  and  free  at  the  other,  the  great- 
est shearing-force,  and  also  the  greatest  bending-moment,  are  at 
the  fixed  end.  In  a  beam  supported  at  both  ends,  and  loaded 
at  the  middle,  or  with  a  uniformly  distributed  load,  the  greatest 
shearing-force  is  at  either  support,  the  greatest  bending-moment 
being  at  the  middle.  In  the  last  case  (i.e.,  that  of  a  beam  sup- 
ported at  the  ends,  and  having  a  single  load  not  at  the  middle), 
the  greatest  bending-moment  is  at  the  load ;  the  greatest  shear- 
ing-force being  at  that  support  where  the  supporting  force  is 
greatest. 

§  187.  Moments  of  Inertia  of  Sections.  —  In  the  usual 
methods  of  determining  the.  strength  of  a  beam  or  column,  it 
is  necessary  to  know,  i^  the  distance  from  the  neutral  axis  of 
the  section  to  the  most  strained  fibres ;  2°,  the  moment  of  in- 
ertia of  the  section  about  the  neutral  axis.  The  manner  of 
finding  the  moments  of  inertia  has  been  explained  in  Chap.  II. 

In  the  following  table  are  given  the  areas  of  a  large  number 
of  sections,  and  also  their  moments  of  inertia  about  the  neutral 
axis,  which  is  the  axis  YY  in  each  case.  These  results  should 
be  deduced  by  the  student. 
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§  1 88.  Cross- Sections  of  Phoenix  Columns  considered 
as  made  of  Lines.  —  It  is  to  be  observed  that  the  moments 
of  inertia  are  the  same  for  all  axes  passing  through  the  centre. 
Thickness  =  /,  radiys  of  round  ones  =  r,  area  of  each  flange 
=  a^  length  of  each  flange  =  /. 


Figure. 


Description. 


Four  flanges 
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§  189.  Graphical  Representation  of  Bending-Moments. — 
The  bending-moment  at  each  point  of  a  loaded  beam  may  be 
represented  graphically  by  lines  laid  off  to  scale,  as  will  be 
shown  by  examples. 

I.  Suppose  we  have  the  cantilever  shown  in  Fig.  215, 
loaded  at  D  with  a  load  W:  then 
will  the  bending-moment  at  any 
section,  as  at  Fy  be  obtained  by 
multiplying  W  by  FD ;  that  at  -^C 
being  W  X  {AB),  If,  now,  we  lay 
off  CE  to  scale  to  represent  this, 
i.e.,  having  as  many  units  of  length 
as  there  are  units  of  moment  in  the  product  W  X  {AE)y  and 
join  E  with  D^  then  will  the  ordinate  FG  of  any  point,  as  G^ 
represent  (to  the  same  scale)  the  bending-moment  at  a  section 
through  F, 

II.  If  we  have  a  uniformly  distributed  load,  we  should  have, 
for  the  line  corresponding  to  CE  in  Fig.  215,  a  curve.     This  is 

shown  in  Fig.  216,  where  we  have  the 
uniformly  distributed  load  EIGF.  If 
we  take  the  origin  at  2?,  as  before, 
we  have,  for  the  bending-moment,  at  a 
distance  x  from  the  origin,  as  has  been 


Fie.  ai5. 


k 

^s^  - 

r--^ 

A 

A    T^    1 

i 

1:1  liiiiJ 

1 

liiiiiiii 

illiiiiiiii: 

■' 

Fig.  2x6. 


W 

shown,  —  (/  —  xY ;  and  by  giving  x  dif- 
ferent values,  and  laying  off  the  corresponding  value  of  the 
bending-moment,  we  obtain  the  curve  CAy  any  ordinate  of 
which  will  represent  the  bending-moment  at  the  corresponding 
point  of  the  beam. 

When  we  have  more  than  one  load  on  a  beam,  we  must  draw 
the  curve  of  bending-moments  for  each  load  separately,  and 
then  find  the  actual  bending-moment  at  any  point  of  the  beam 
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by  taking  the  sum  of  the  ordinates  (drawn  from  that  point)  of 
each  of  these  separate  curves  or  straight  lines.  If  we  then 
draw  a  new  curve,  whose  ordinates  are  these  sums,  we  shall  have 
the  actual  curve  of  bending-moments  for  the  beam  as  loaded. 
Some  examples  will  now  be  given,  which  will  explain  them- 
selves. 

III.  Fig.  217  shows  a  cantilever  with  three  concentrated 
loads.  The  line  of  bending-moments 
for  the  load  at  C  is  CEy  that  for  the 
load  at  O  is  OFy  and  for  the  load  at  P 
is  PG,  They  are  combined  above  the 
beam  by  laying  off  AH  =  D£,  HK  = 
DF^  and  KL  =  DGy  and  thus  obtaining 
the  broken  line  LMNBy  which  is  the 
line  of  bending-moments  of  the  beam 
loaded  with  all  three  loads. 


Ficai;. 

IV.  Fig.  218  shows  the  case  of  a  beam  supported  at  both 
ends,  and  loaded  at  a  single  point 
D ;  ALB  is  the  line  of  bending- 
moments  when  the  weight  of  the 
beam  is  disregarded,  so  that  xy  = 
bending-moment  at  x.  Ficais. 

V.  Fig.  219  shows  the  case  of  a  beam  supported  at  the  ends, 
and  loaded  with  three  concentrated 
loads  at  the  points  B^  C,  and  D  re- 
spectively; the  lines  of  bending-mo- 
ments for  each  individual  load  being 
respectively  AFE^  AGE^  and  AHE, 

Fig.  3x9.  and  the   actual   line  of  bending-mo- 

ments being  AKLME. 
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VI.  Fig.  220  shows  the  case  of  a  beam  supported  at  the 
ends,  and  loaded  with  a  uniformly  dis- 
tributed load;    the  line    of    bending- 
moments  being  a   curve,   ACDB^  as 
shown  in  the  figure.  FiG.2ao, 

VII.  In  Fig.  221  we  have  the  case  of  a  beam,  over  a  part  of 
which,  viz.,  EF^  there  is  a  distributed  load;    the  rest  of  the 

beam  being  unloaded.  The  line  of 
bending-moments  is  curvilinear  be- 
tween E  and  /%  and  straight  outside 
of  these  limits.  It  isAGSHB;  and, 
when  the  curve  is  plotted,  we  can 
find  the  greatest  bending-moment 
graphically  by  finding  its  greatest  ordinate.  We  can  also- 
determine  it  analytically  by  first  determining  the  bending- 
moment  at  a  distance  x  from  the  origin,  and  on  the  side 
towards  the  resultant  of  the  load,  and  then  differentiating. 
This  process  is  shown  in  the  following :  — 


ttS 


Let  A  (Fig.  222)  be  the  point  where 
the  resultant  of  the  load  acts,  and  O  the     c; 
middle  of   the  beam,  and    let  2v  be    the 
load  per  unit  of  length  ;  let  OA  =  ay  AB  = 
AC  =^  bf  and  ED  =  2^,  so  that  the  whole  load  =  2wb:  there- 


T 

Fig.  2*2. 


II 
OA 


fore  supporting  force  at  Z?  =  2wb 


a  -\-  c 


wb(a  -f-  c) 
2c  c        * 

If  we  take  a  section  at  a  distance  x  from  O  to  the  right,  we 
shall  have,  for  the  bending-moment  at  that  section, 

wb(a  4"  ^)  w 

{c  —  x) {a  +  b  —  xY  =  a  maximum. 


Differentiate,  and  we  have 
—wb(a  -f  r) 


-f  w(a  +b  —  or)  =  o 


X  =s    > 
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hence  the  greatest  bending-moment  will  be 


wb{a  -f-  c) 


ab\^ 


=  —{a  +  c)(c-^ac  +  ab)  -  —{a^  +  2^^:  +  ^) 

wb , 


c=  — {jaa^b  —  2fl:«^  +  2^3  —  ^^). 
2^ 


VIII.    In  Figs.  223  and  224  we  have  the  case  of  a  beam 
''   supported   at 
the  ends,  and 
loaded  with  a 
I  uniformly  dis- 


FiG.  393. 


is  at/?,  and  in  the  second  at  C, 


^  tributed  load, 
and  also  with 
a  c  o  n  c  e  n- 
trated  load. 
In  the  first 
figure,  the  greatest  bending-moment 


Fic.  224. 


n 


v^ 


IX.  In  Fig.  225  we  have  a  beam  supported  at  A  and  B,  and 
loaded  at  C  and  D  with  equal 
weights  ;  the  lengths  oi  AC  and 
BD  being  equal.  We  have,  con- 
sequently, between  A  and  By  a 
uniform  bending-moment ;  while 
on  the  left  of  A  and  on  the  right 
of  B  we  have  a  varying  bending-moment.  The  line  of  bending- 
moments  is,  in  this  case,  CabD. 

We  may,  in  a  similar  way,  derive  curves  of  bending-moment 
for  all  cases  of  loading  and  supporting  beams. 


Fig.  aas. 
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§  190.  Mode  of  Procedure  for  Ascertaining  the  Stresses 
at  Different  Parts  of  a  Beam  when  the  Loads  and  the  Di- 
mensions are  given.  —  When  the  dimensions  of  a  beam,  the 
load  and  its  distribution,  and  the  manner  of  supporting  are 
given,  and  it  is  desired  to  find  the  actual  intensity  of  the  stress 
on  any  particular  fibre  at  any  given  cross-section,  we  must  pro- 
ceed as  follows :  — 

1°.  Find  the  actual  bending-moment  (M)  at  that  cross-sec- 
tion. 

2^.  Find  the  moment  of  inertia  (/)  of  the  section  about  its 
neutral  axis. 

3**.  Observe,  that,  from  what  has  already  been  shown,  the 
moment  of  the  couple  formed  by  the  tensions  and  compressions 
is  a/,  where  a  =  intensity  of  stress  of  a  fibre  whose  distance 
from  the  neutral  axis  is  unity,  and  that  this  moment  must  equal 
the  bending-moment  a^.the  section  in  order  to  secure  equilib- 
rium.    Hence  we  must  have 

Moreover,  if  /  denote  the  (unknown)  intensity  of  the  stress 
of  the  fibre  where  the  stress  is  desired,  and  if  j^  denote  the 
distance  of  this  fibre  from  the  neutral  axis,  we  shall  have 

«=< 
y 

p  My 

from  which  equation  we  can  determine/. 

EXAMPLES, 

I.  Given  a  beam  18  feet  span,  supported  at  both  ends,  and  loaded 
uniformly  (its  own  weight  included)  with  1000  lbs.  per  foot  of  length. 
The  cross-section  is  a  T,  where  area  of  flange  =  3  square  inches, 
area  of  web  =  4  square  inches,  height  =10  inches.     Find    {a)  the 
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bending-moment  at  3  feet  from  one  end  ;  (3)  the  greatest  bending- 
moment;  (r)  the  greatest  intensity  of  the  tension  at  each  of  the 
above  sections  ;  {d)  the  greatest  intensity  of  the  compression  at  each 
of  these  sections. 

3.  Given  an  I-beam  with  equal  flanges,  area  of  each  flange  =  3 
square  inches,  area  of  web  =  3  square  inches,  height  =10  inches ;  the 
beam  is  12  feet  long,  supported  at  the  ends,  and  loaded  unifonnly  (its 
own  weight  included)  with  a  load  of  2000  lbs.  per  foot  of  length.  Find 
(a)  the  bending-moment  at  a  section  one  foot  from  the  end ;  {b)  the 
greatest  bending-moment;  {c)  the  greatest  intensity  of  the  stress  at 
each  of  the  above  cross-sections. 


§  191.  Mode  of  Procedure  for  Ascertaining  the  Dimen- 
sions of  a  Beam  to  bear  a  Certain  Load,  or  the  Load  that 
a  Beam  of  Given  Dimensions  and  Material  is  Capable  of 

Bearing If  we  wish  to  determine  the  proper  dimensions 

of  the  beam  when  the  load  and  its  distribution,  as  well  as  the 
manner  of  supporting,  are  given,  so  that  it  shall  nowhere  be 
strained  beyond  safe  limits,  or  if  we  wish  to  determine  the 
greatest  load  consistent  with  safety  when  the  other  quantities 
are  given,  we  must  impose  the  condition  that  the  greatest 
intensity  of  the  tension  to  which  any  fibre  is  subjected  shall 
not  exceed  the  safe  working-strength  for  tension  of  the  mate- 
rial of  which  the  beam  is  made,  and  the  greatest  intensity  of 
the  compression  to  which  any  fibre  is  subjected  shall  not  exceed 
the  safe  working-strength  of  the  material  for  compression. 

Thus,  we  must  in  this  case  first  determine  where  is  the 
section  of  greatest  bending-moment  (this  determination  some- 
times involves  the  use  of  the  Differential  Calculus). 

Next  we  must  determine  the  magnitude  of  the  greatest 
bending-moment,  absolutely  if  the  load  and  length  of  the  beam 
are  given  (if  not,  in  terms  of  these  quantities),  and  then  equate 
this  to  the  moment  of  the  resisting  couple. 

Thus,  if  J/o  is  the  greatest  bending-moment,  /«  the  moment 
of  inertia  of  that  section  where  this  greatest  bending-moment 
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acts,  and  if  y>  =  working-strength  per  square  inch  for  tension, 
fg  =  working-strength  per  square  inch  for  compression,  yt  = 
distance  of  most  stretched  fibre  from  the  neutral  axis,  and  yc 
=  distance  of  most   compressed  fibre  from  the  neutral  axis, 

then  will  —  be  the  greatest  tension  per  square  inch,  at  a  unit's 
distance  from  the  neutral  axis,  consistent  with  safety  against 

fc        ' 

tearing,  and  —  the  greatest  compression  per  square  inch,  at  a 

yc 

unit's  distance  from  the  neutral  axis,  consistent  with  safety 
against  crushing. 

Of  course  the  least  of  these  must  not  be  exceeded  in  the 
actual  beam.     Hence  we  must  put 

Mo  =  -/, 

y 

f  f         f 

where  -  is  taken  as  the  lesser  of  the  two  quantities  —  and  — • 

y  ^  yt      yc 


MODULUS  OF  RUPTURE. 

The  modulus  of  rupture  is  the  greatest  tension  or  com- 
pression per  square  inch  to  which  the  most  strained  fibre  of 
the  beam  is  subjected  when  the  beam  is  just  on  the  point 
of  breaking. 

WORKING-STRENGTH. 

The  working-strength  per  square  inch  of  a  material  for 
transverse  strength  is  the  greatest  stress  per  square  inch  to 
which  it  is  safe  to  subject  the  most  strained  fibre  of  the  beam. 
It  is  usually  obtained  by  dividing  the  modulus  of  rupture  by 
some  factor  of  safety,  as  3  or  4. 
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§  192.        '  EXAMPLES, 

1.  Given,  as  the  modulus  of  rupture  of  a  spruce  beam,  4000  lbs.  per 
square  inch  :  find  its  breaking-load,  assuming*  it  to  be  4  inches  wide 
and  12  inches  deep,  the  span  being  18  feet,  the  load  being  uniformly 
distributed  over  its  entire  length. 

2.  Suppose  such  a  beam  to  break  with  a  load  at  the  middle  of  5000 
lbs. :  find  its  modulus  of  rupture. 

3.  Given  a  T-beam  fixed  at  one  end,  and  loaded  uniformly.  The 
area  of  the  fiange  is  3  square  inches,  that  of  the  web  also  3  square 
inches,  height  =  10  inches.  The  beam  is  4  feet  long.  Find  the  greatest 
load  it  will  bear  with  safety,  the  working-strength  per  square  inch  of  the 
material  being,  for  tension,  loooo  lbs.,  and  for  compression  8000  lbs. 

4.  Given  an  I-beam,  area  of  each  flange  being  3  square  inches,  and 
area  of  web  3  square  inches,  height  =12  inches,  span  8  feet,  supported 
at  the  ends,  and  loaded  uniformly :  what  load  will  it  bear  with  safety,  the 
working-strength  of  the  iron  for  tension,  and  also  for  compression,  being 
12000  lbs.  per  square  inch. 

5.  Given  a  beam  (Fig.  226)  supported  at  both  ends,  and  loaded, 
I®,  with  w  pounds  per  unit  of  length  uniformly,  and  2**,  with  a  single 
load  W  ^\  2k  distance  a  from  the  left-hand  support :  find  the  position 
of  the  section  of  greatest  bending-moment,  and  the  value  of  the  greatest 
bending-moment. 

Solution, 

o      A  B        I.  Left-hand  supporting-force 

^^'  _  «'^  .    ^(/  -  a) 

—  r  5 • 

2  / 

Right-hand  supporting-force 

Rg.  aa6.  _  ^^    I     ^^ 

2.  Assume  a  section  at  a  distance  x  from  the  left-hand  support 
(this  support  being  the  origin),  and  the  bending-moment  at  that 
section  is, — 


<  a  ^ 
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when  X  <a, 

and  when  x>  a, 

{-  -h       \       '\x  -  —  ^W{x^  a). 

To  find  the  value  of  x  for  the  section  of  greatest  bending-moment, 
differentiate  each,  and  put  the  first  differential  co*efi[icient  =  zero. 
We  shall  thus  have,  in  the  first  case, 

w/       W{1  -a)                                    I       W{i  -  a) 
1 J wx  =  o,  or  jp  =  -  H -J : 

and  in  the  second  case, 

wl       WU  -  a)  „^  I       W(l  -  tf )        W 

h  -^ -  wo:  -  W=  o,   or  x  —  --\ ^—7 — . 

2  /  ^  2  wl  w 

Now,  whenever  the  first  is  <  a,  or  the  second  is  >  a,  we  shall  have 
in  that  one  the  value  of  x  corresponding  to  the  section  of  greatest 
bending-moment.  But  if  the  first  is  >  a,  and  the  second  <  a,  then  the 
greatest  bending-moment  is  at  the  concentrated  load. 

These  conclusions  will  be  evident  on  drawing  a  diagram 
representing  the  bending-moments  graphically,  as  in  Figs.  223 
and  224 ;  and  the  greatest  bending-moment  may  then  be  found 
by  substituting,  in  the  corresponding  expression  for  the  bend- 
ing-moment, the  deduced  value  of  x. 

6.  Given  an  I-beam  lO  feet  long,  supported  at  both  ends,  and 
loaded,  at  a  distance  2  feet  to  the  left  of  the  middle,  with  20000  pounds. 
Find  the  bending-moment  at  the  middle,  the  greatest  bending-moment; 
also  the  greatest  intensity  of  the  tension,  and  that  of  the  compression  at 
each  of  these  sections. 

Given  Area  of  upper  flange  =  8  sq.  in. 

Area  of  lower  flange  =  5  sq.  in. 

Area  of  web  =  7  sq.  in. 

Total  depth  =  14  in. 
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7.  Given  a  beam  (Fig.  227)  18  feet  long,  loaded  at  A  with  1000 

o      A B c   lbs.,  and  at  B  with  2000  lbs.  \  the  beam 

^  weighing  200  lbs.  {^OA  =  3  feet,  OB 
=  10  feet).  Find  the  section  of  great- 
est bending-moment,  and  the  bending- 
moment  at  that  section. 

Fig.  227. 


0 


§  193.  Beams  of  Uniform  Strength.  —  A  beam  of  uniform 
strength  (technically  so  called)  is  one  in  which  the  dimensions 
of  the  cross-section  are  varied  in  such  a  manner,  that,  at  each 
cross-section,  the  greatest  intensity  of  the  tension  shall  be 
the  same,  and  so  also  the  greatest  intensity  of  the  com- 
pression. 

Such  beams  are  very  rarely  used ;  and,  as  the  cross-section 
varies  at  different  points,  it  would  be  decidedly  bad  engineering 
to  make  them  of  wood,  for  it  would  be  necessary  to  cut  the 
wood  across  the  grain,  and  this  would  develop  a  tendency  to 
split. 

In  making  them  of  iron,  also,  the  saving  of  iron  would  gen- 
erally be  more  than  offset  by  the  extra  cost  of  rolling  such  a 
beam.  Nevertheless,  we  will  discuss  the  form  of  such  beams  in 
the  case  when  the  section  is  rectangular. 

In  all  cases  we  have  the  general  equation 

y 

applying  at  each  cross-section,  where  \^  =  bending-moment 
(section  at  distance  x  from  origin),  /  =  moment  of  inertia  of 
same  section,  y  =  distance  from  neutral  axis  to  most  strained 
fibre,  and  /=  intensity  of  stress  on  most  strained  fibre;  the 
condition  for  this  case  being  that  /  is  a  constant  for  all  values 
of  X  (i.e.,  for  all  positions  of  the  section),  while  Af,  /,  and  y 
are  functions  of  x. 
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As  we  are  limiting  ourselves  to  rectangular  sections,  if  we 
let  b  =  breadth  and  A  =  depth  of  rectangle  (one  or  both  vary- 
ing with  x),  we  shall  have 

6 

as  the  condition  for  such  a  beam,  with/  a  constant  for  all  values 
of  x^  when  the  same  load  remains  on  the  beam. 

We  must,  therefore,  have  bh^  proportional  to  M.  Hence, 
assuming  the  origin  as  before, 

I**.  Fixed  at  oiie  end,  load  at  the  other,         bh^  =  {^  W{1  -  x). 

2**.  Fixed  at  one  end,  uniformly  loaded,         M»  «  (-  — )  (/  -  xy. 

^    .     ..       ffora:<^,  M»  =C^— V; 
3  .  Supported  at  ends,  loaded  at  I  2  \p  2  ^ 

4"*.  Supported  at  ends,  uniformly  loaded,      bh^  =  (-  — \lx  —  ^). 

Now,  this  variation  of  section  may  be  accomplished  in  one 
of  two  ways :  ist,  by  making  h  constant,  and  letting  b  vary ; 
and  2d,  by  making  b  constant,  and  letting  h  vary.  Thus,  in 
the  first  case  above  mentioned,  if  h  is  constant,  we  have,  for  the 
plan  of  the  beam. 


'=©<'-')■ 


and  if  one  side  be  taken  parallel  to  the  axis  of  the  beam,  this 
will  be  the  equation  of  the  other  side ;  and,  as  this  is  the  equa- 
tion of  a  straight  line,  the  plan  will  be  a  triangle. 
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If,  on  the  other  hand,  b  be  constant,  and  h  vary,  we  shall 
have,  for  the  vertical  longitudinal  section  of  the  beam, 


*=('^('-')> 


and,  if  one  side  be  taken  as  a  straight  line  in  the  direction  of 
the  axis,  the  other  will  be  a  parabola. 

A  similar  reasoning  will  give  the  plan  or  elevation  respect- 
ively in  each  case ;  and  these  can  be  readily  plotted  from  their 
equations. 

CROSS-SECTION  OF  EQUAL  STRENGTH. 

A  cross-section  of  equal  strength  (technically  so  called)  is 

one  so  proportioned  that  the  greatest  intensity  of  the  tension 

shall  bear  the  same  ratio  to  the  breaking  tensile  strength  of  the 

material  as  the  greatest  intensity  of  the  compression  bears  to 

the  breaking  compressive  strength  of  the  material.     This  is 

accomplished,  as  will  be  shown  directly,  by  so  arranging  the 

form  and  dimensions  of  the  section  that  the  distance  of  the 

neutral  axis  from  the  most  stretched  fibre  shall  bear  to   its 

distance  from  the  most  compressed  fibre  the  same  ratio  that 

the  tensile  bears  to  the  compressive  strength  of  the  material. 

Let  fc  =  breaking-strength  per  square  inch  for  compression, 

ft  =  breaking-strength  per  square  inch  for  tension, 

j^c  =  distance  of  neutral  axis  from  most  compressed 

fibre, 

jy^  =  distance  of  neutral  axis  from  most  stretched  fibre. 

If  Pc  =  actual  greatest  intensity  of  compression,  and  //  = 

actual  greatest  intensity  of  tension,  then,  for  a  cross-section 

of  equal  strength,  we  must  have,  according  to  the  definition, 

-^1=  -^ ;  but  we  have  -^  =  ^  =  intensity  of  stress  at  a  unites 
//     fi  yc      yt 
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distance  from  the  neutral  axis.  Hence,  combining  these  two, 
we  obtain 

yt      ft 

EXAMPLE. 

Suppose  we  have^^  =  80000  lbs.  per  square  inch,  and/  =  20000 
lbs.  per  square  inch. :  find  the  proper  proportion  between  the  flange  A^ 
and  the  web  A^  of  a  T-section  whose  depth  is  h. 

§  194.  Deflection  of  Beams.  — We  have  already  seen  (§  185), 
that,  in  the  case  of  a  beam  which  is  bent  by  a  transverse  load, 
we  have 

a  =  i(jK). 

where  (having  assumed  a  certain  cross-section  whose  distance 
from  the  origin  is  ;tr)  a  =  the  strain  of  a  fibre  whose  distance 
from  the  neutral  axis  is  y^  and  r  =  radius  of  curvature  of 
the  neutral  lamina  at  the  section  in  question.  Hence  follows  the 
equation 

I  _  a. 

r      y 

but  from  the  definition  of  £",  the  modulus  of  elasticity,  we  shall 
have 

where  /  =  intensity  of  the  stress  at  a  distance  y  from  the 
neutral  axis. 

Hence  it  follows,  assuming  Hooke's  law,  that 

r       Ey       Ey 
We  have  already  seen,  that,  disregarding  signs,  M  '=i^  I 
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(making,  of  course,  the  two  assumptions  already  spoken  of 
when  this  formula  was  deduced),  where  M  =  bending-moment 
at,  and  /  =  moment  of  inertia  of,  the  section  in  question  ;  i.e., 
of  that  section  whose  distance  from  the  origin  is  x.    This  gives 

-^  = ,  if,  denoting  tension  by  the  +  sign,  and  taking  y 

y        I 

positive  upwards,  we  call  M  positive  when  it  tends  to  cause 
tension  on  the  lower,  and  compression  on  the  upper,  side ;  these 
being  the  conventions  in  regard  to  signs  which  we  shall  adopt 
in  future.     Hence,  by  substitution,  we  have 

Now,  if  we  assume  the  axis  of  x  coincident  with  the  neutral 
line  of  the  central  longitudinal  section  of  the  beam,  and  the 
axis  oi  V  at  right  angles  to  this,  and  v  positive  upwards,  no 
matter  where  the  origin  is  taken,  we  shall  always  have,  as  is 
shown  in  the  Differential  Calculus, 

_  d^ 
I  do^ 


FW 


Hence  equation  (i)  becomes 


dx'         _M 


JFm 


(a) 


M  and  /  being  functions  of  x :  and,  when  we  can  integrate 
this  equation,  we  can  obtain  v  in  terms  of  ;r,  thus  having  the 
equation  of  the  elastic  curve  of  the  neutral  line ;  and,  by  com- 
puting the  value  of  v  corresponding  to  any  assumed  value  of  x, 
we  can  obtain  the  deflection  at  that  point  of  the  beam. 


Digitized  by 


Google 


formulje  for  slope  and  deflection,  301 

The  above  equation  (2)  is,  as  a  rule,  too  complicated  to  be 
integrated,  except  by  approximation;  and  the  approximation 
usually  made  is  the  following  :  — 

Since  in  a  beam  not  too  heavily  loaded,  the  slope,  and  con- 
sequently the  tangent  of  the  slope  (or  angle  the  neutral  line 
makes  with  the  horizontal  at  any  point),  is  necessarily  small,  it 

follows  that  -^  is  very  small,  and  hence  ( -^ )  is  also  very  small, 
ax  \dxj 

and  I  +  (y" )  is  nearly  equal  to  unity.     Making  this  substitu- 


tion, we  obtain,  in  place  of  equation  (2), 

d^      EI'  ^^^ 

and  this  is  the  equation  with  which  we  always  start  in  com- 
puting the  slope  and  deflection  of  a  loaded  beam,  or  in  finding 
the  equation  of  the  elastic  line. 

By  one  integration  (suitably  determining  the  arbitrary  con- 
stant) we  obtain  the  slope  whose  tangent  is  — ,  and  by  a  second 

dx 

integration  we  obtain  the  deflection  z;  at  a  distance  x  from  the 
origin ;  and  thus,  by  substituting  any  desired  value  for  x,  we 
can  obtain  the  deflection  at  any  point. 

§195.  Ordinary  Formulae  for  Slope  and   Deflection — 
We  may  therefore  write,  if  i  is  the  circular  measure  of  the 

slope  at  a  distance  x  from  the  origin,  since  i  =  tan  /  =  — 

dx 

nearly. 


d^v  ^  M 
dx'     Mr 

dx        JEI     ' 
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In  these  equations,  of  course,  E  is  taken  as  a  constant,  M 
must  ALWAYS  be  expressed  in  terms  of  x,  and  so  also  must  / 
whenever  the  section  varies  at  different  points.  When,  how- 
ever, the  section  is  uniform,  /  is  constant,  and  the  formulae 
reduce  to 

§  196.  Special  Cases.  —  1°.  Let  us  take  a  cantilever  loaded 
with  a  single  load  at  the  free  end.  Assume  the  origin,  as 
before,  at  the  fixed  end,  and  let  the  beam  be  one  of  uniform 
section.     We  then  have  M  =  ^  W{1  —  jr), 

••■'■= -I/*'- ^>-  =  -fe'-r)-- 

To  determine  r,  observe  that  when  ;tr  =  o,  *  =  o ; 


c  =s  o 


"-W-T)        « 


is  the  slope  at  a  distance  x  from  the  origin. 
The  deflection  at  the  same  point  will  be 

but  when  ;r  =  o,  z/  =  o  ^r  =  o        /.    the  deflection  at 

a  distance  x  from  the  origin  will  be 

The  equations  (i)  and  (2)  give  us  the  means  of  finding  the 
slope  and  deflection  at  any  point  of  the  beam. 

To  find  the  greatest  slope  and  deflection,  we  have  that  both 
expressions  are  greatest  when  x  =  I,  Hence,  if  i^  and  Vo  rep- 
resent the  greatest  slope  and  deflection  respectively, 

to  = =-r.  Vo  = 


2Er  **  zEJ' 
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2^.  Next  take  the  case  of  a  beam  supported  at  both  ends 
and  loaded  uniformly,  the  load  per  unit  of  length  being  w. 
Assume  the  origin  at  the  left-hand  end ;  then 

wl       wx^      w 
M^—x = -(£r  —  ^)         and         W^wl 

2  2  2^  ' 

/ 

To  determine  c^  we  have  that  when  ;r  =  -,  then  i  =  o ; 

2 


W      //3  /3\ 


_         a;/3 


24/  '  *  24^/ 

W        /IX^  X^\  Wl^  W  ,,,  ^v  y     V 

.-,     V  =  /llflS*:  =  '^mi^^^  -  4^3  -  /3)^ 

-^(2^3  -  ^  «  /J:r)  +  ^. 


w 
"~  2 
But  when  ^  =  o,  t/  =  o ; 


,•.     r  s=  o 

w 


^  ""  '^EI^^^^  -  ^  -  /3jp).  (a) 


For  the  greatest  slope,  we  have  j:  =  o,  or  ;r  =  I; 


to  = 


24^/       24^/ 


For  the  greatest  deflection,  ;r  =  -  ; 

2 


•'•    ^°  "  24^/  16  "  384^/  "■  384^/ 
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3^.  Take  the  case  of  a  beam  supported  at  both  ends,  and 
loaded  at  the  middle  with  a  load  W, 

Assume,  as  before,  the  origin  at  the  left-hand  support. 
Then  we  shall  have 

W  I  W  I 

M  =  —X,     X  <  -,     and     M  =  —(/  —  x)  when  jc  >  — 

Therefore,  for  the  slope  up  to  the  middle,  we  have 


IV   r   ^         W  x" 


When  ;r  =  -,  then  1  =  0; 
2 


c  = 


16^/' 


•••  -iSl-Q.  <■> 


and 


But  when  jr  =  o,  z/  =  o ; 


^  =  o. 


The  slope  is  greatest  when  ;r  =  o ; 
The  deflection  is  greatest  when  x  =  -; 

-  ivr 


«^n  = 


4**.  In  the  following  table  /  denotes  the  moment  of  inertia 
of  the  largest  section : 
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Unifoim  Cross-Section. 

Greatest  Slope. 

Greatest 
Deflection. 

Fixed  at  one  end,  loaded  at  the  other     . 
Fixed  at  one  end,  loaded  uniformly    .    . 
Supported  at  ends,  load  at  middle .    .    . 
Supported  at  ends,  uniformly  loaded  .    . 

'£1 
(>EI 

.  m^ 
I  m* 

^*£I 

iWli 
Z£I 
xWti        ■ 

'»£! 

S  »7' 
384^/     ■ 

Unifonn  Strength  and  Uniform  Depth. 

Fixed  at  one  end,  load  at  the  other    .    . 
Fixed  at  one  end,  uniformly  loaded    .     . 
Supported  at  both  ends,  load  at  middle  . 
Supported  at  both  ends,  uniformly  loaded. 

m* 

£1 
^£1 
^£1 
J6^/ 

I»75 

^£1 

xW/i 
*EI 
X  Wli 
y£I 

64  £/ 

Uoiform  Strength  and  Uniform  Breadth. 

Fixed  at  one  end,  loaded  at  the  other, 
Supported  at  both  ends,  load  at  middle, 
Supported  at  both  ends,  uniformly  loaded 

Wl* 
'  £1 
I  W7' 
4  £1 

0.098  ^j 

2  wr 
Vei 
r  wr 

24  £1 

0  wr 
0.0x8  ^^ 
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§197.    Deflection  with  Uniform  Bending-Moment If 

the  bending-moment  is  uniform,  then  M  is  constant ;  and,  if  / 
is  also  constant,  we  have 


lEIJ 


Mx 


but  when  x  -=•  -,  then  /  =  o ; 

Ml 


2EI 


Ml       A      dv 
M/x'      ix\ 


the  constant  disappearing  because  z;  =  o  when  ;ir  =  o. 

Hence,  for  a  beam  where  the  bending-moment  is  uniform, 
we  have 


t^Ej^x 


l\  Mfx^       ix\ 


and  for  greatest  slope  and  deflection,  we  have 


'^^   2EI' 


§  198.  Resilience  of  a  Beam.  —  The  resilience  of  a  beam 

is  the  mechanical  work  performed  in  deflecting  it  to  the  amount 

it  would  deflect  under  its  greatest  allowable  gradually  applied 

load.     In  the  case  of  a  concentrated  load,  if  W  is  the  greatest 

allowable   gradually  applied   load,   and   z/,   the  corresponding 

deflection  at  the  point  of  application  of  the  load,  then  will  the 

W 
mean  value  of  the  load  that  produces  this  deflection  be  -r-' 

W 

and  the  resilience  of  the  beam  will  be  -~z/,. 


Digitized  by 


Google 


SLOPE  AND  DEFLECTION  OF  A   BEAM,  ^Of 

§  199.  Slope  and  Deflection  of  a  Beam  with  a  Con- 
centrated Load  not  at  the  ^  ^ 
Middle.  — Take,  as  the  next      p                      ^      a  b 


case,  a  beam  (Fig.  228).     Let       < 
the  load  3t  A  he  W,  and  dis- 
tance OA  =  a,  and  let  a>  -. 

x<a    M^  — ^-- ^ X, 

When  X  =  o,    t  =r  ^  =r  undetermined  slope  at  O; 

.'.    e^t„        .'.    t  =      ^^^^^      ^  +  to,     .     (i) 
and 

••  '-^^^/'-^^/-^^^--^^- 

When  ;r  =  o,    t^  =  o ; 

To  determine  c,  observe  that  when  x  =  a,  this  value  of  i 
and  that  deduced  from  (i)  must  be  identical. 
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Wai,         ^\        Wa^    .    . 


or 

'  =  ^*^  -  *•  -  /ii)  +  4,  (3) 

and 


V 


= ^  A*^  -  *•  -  ^)'^ + '«./'& 


2IEI  3 

To  determine  c,  observe  that  when  x  =■  a,  this  value  of  v 
and  (2)  must  be  identical ; 


2lEI\      3 

6/^/  ^       6/^7       6EI 

.-.    »  =  g^(3^  -  *J  -  3^«c  +  /Si')  +  4*.         (4) 
To  determine  i„  we  have  that  when  x  =z  l,v  =  0', 
'.'.    o  =  g^(2/»  -  3*/'  +  ^)  +  4/ 

Substituting  this  value  of  to  in  the  equations  (i)»  (2),  (3),  and 
(4),  we  obtain  for 
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^^^  "^  =  Ml^^  -  *»  -  3^  +  ^0  +6^(3^-  »^^  -  ^)*- 

To  find  the  greatest  deflection,  differentiate  (2),  and  place 
the  first  differential  co-efHcient  equal  to  zero :  or,  which  is  the 
same  thing,  place  f'  =  o  in  (i),  and  find  the  value  of  x ;  then 
substitute  this  value  in  (2),  and  we  shall  have  the  greatest 
deflection. 

We  thus  obtain 

3  3\        '  —  ^        / 

or 


jc«  S3  -^2/  —  a)         .'•    jp  =  p * 

3  V3 


and  the  greatest  deflection  becomes 


Vc 


_  _  lVa(J  -  a)  (2/  -  a)  \l2al  -  ^ 


§  200.  EXAMPLES. 

1.  In  example  i,  p.  294,  find  the  greatest  deflection  of  the  beam 
when  it  is  loaded  with  \  of  its  breaking-load,  assuming  E  =^  1 200000. 

2.  In  the  same  case,  find  what  load  will  cause  it  to  deflect  -^  of  its 
span. 

3.  What  will  be  the  stress  at  the  most  strained  fibre  when  this  occurs* 

4.  In  example  3,  p.  294,  find  the  load  the  beam  will  bear  without 
deflecting  more  than  -^  of  its  span,  assuming  E  =  24000000. 

5.  Find  the  stress  at  the  most  strained  fibre  when  this  occurs. 

6.  In  example  6,  p.  295,  find  the  greatest  deflection  under  a  load 
\  the  breaking-load. 
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§20i.  Deflection  and  Slope  under  Working-Load.  —  If 
we  take  the  four  cases  of  deflection  given  in  the  first  part  of 
the  table  on  p.  305,  and  calling/  the  working  strength  of  the 
material,  and  y  the  distance  of  the  most  strained  fibre  from 
the  neutral  axis,  and  if  we  make  the  applied  load  the  working- 
load,  we  shall  have  respectively  — 


y 

,0  w    // 

2    •               —   

2         y 

...  ^=^ 

m_/i 
^'  A      y 

■■■  -=f- 

m_/j 

■■■  -T- 

And  the  values  of  slope  and  deflection  will  become  respectively. 


Slope. 

Deflection. 

Slope. 

Deflection. 

/ 

/» 

/ 

fi* 

I^ 

v^. 

"^Ey 

3". 

^fEy 

A^ 

I 

/» 

I 

f 

2^ 

^Ey 

^Ey 

4". 

^^Ey 

^Ey 

From  these  values,  and  those  given  on  p.  305,  we  derive  the 
following  two  propositions  :  — 

1°.  If  we  have  a  series  of  beams  differing  only  in  length, 
and  we  apply  the  same  load  in  the  same  manner  to  each,  their 
greatest  slopes  will  vary  as  the  squares  of  their  lengths,  and 
their  greatest  deflections  as  the  cubes  of  their  lengths. 
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2"^.  If,  however,  we  load  the  same  beams,  not  with  the  same 
load,  but  each  one  with  its  working-load,  as  determined  by 
allowing  a  given  greatest  fibre  stress,  then  will  their  greatest 
slopes  vary  as  the  lengths,  and  their  greatest  deflections  as  the 
squares  of  their  lengths. 

§  202. •Slope   and   Deflection  of  Rectangular  Beams. — 

bh}  h 

If  the  beams  are  rectangular,  so  that  /  =  —  and  ^^  =  -,  the 

12  2 

values  of  slope  and  deflection  above  referred  to  become  further 

simplified,  and  we  have  the  following  tables :  — 


Given  Load  W. 

Working-Load. 
Greatest  Fibre  Stress  =/. 

Slope. 

Deflection. 

Slope. 

Deflection. 

1°. 

Ebhi 

Ebhi 

Eh 

3£A 

2«. 

Ebhi 

'Ebhi 

3EA 

'EA 

3'- 

3  wi* 

AEbhi 

I  mi 

AEbhi 

2^A 

6EA 

4°. 

5    Wli 
VEbhi 

3/ 
3EA 

2*Eh 

So  that,  in  the  case  of  rectangular  beams  similarly  loaded  and 
supported,  we  may  say  that  — ^ 

Under  a  given  load  Wy  the  slopes  vary  as  the  squares  of 
the  lengths,  and  inversely  as  the  breadths  and  the  cubes  of  the 
depths ;  while  the  deflections  vary  as  the  cubes  of  the  lengths, 
and  inversely  as  the  breadths  and  the  cubes  of  the  depths. 
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On  the  other  hand,  under  their  working-loads,  the  slopes  vary 
directly  as  the  lengths,  and  inversely  as  the  depths ;  while  the 
deflections  vary  as  the  squares  of  the  lengths,  and  inversely  as 
the  depths. 

§  203.  Beams  Fixed  at  the  Ends,  —  The  only  cases  which 
we  shall  discuss  here  are  the  two  following ;  viz.,  —  * 

1°.  Uniform  section  loaded  at  the  middle. 

2°.  Uniform  section,  load  uniformly  distributed. 

Case  I.  —  Uniform  Section  loaded  at  the  Middle.  —  The 
fixing  at  the  ends  may  be  efEected  by  building  the  beam  for 

some  distance  into  the  wall,  as 
I     j  g|?|  shown  in  Fig.  229.     The  same 

^^''^'''^  ^1   result,  as  far  as  the  effect  on 


■4 


Ftts.  399. 


the  beam  is  concerned,  might 
be  effected  as  follows:  Hav- 
ing merely  supported  it,  and 
placed  upon  it  the  loads  it  has  to  bear,  load  the  ends  outside 
of  the  supports  just  enough  to  make  the  tangents  at  the  sup- 
ports horizontal. 

These  loads  on  the  ends  would,  if  the  other  load  was  re- 
moved, cause  the  beam  to  be  convex  upwards :  and,  moreover, 
the  bending-moment  due  to  this  load  would  be  of  the  same 
amount  at  all  points  between  the  supports ;  i.e.,  a  uniform 
bending-moment.  Moreover,  since  the  effect  of  the  central 
load  and  the  loads  on  the  ends  is  to  make  the  tangents  over 
the  supports  horizontal,  it  follows  that  the  upward  slope  at  the 
support  due  to  the  uniform  bending-moment  above  described 
must  be  just  equal  in  amount  to  the  downward  slope  due  to  the 
load  at  the  middle,  which  occurs  when  the  beam  is  only  sup- 
ported. 

Hence  the  proper  method  of  proceeding  is  as  follows :  — 
1°.  Calculate  the  slope  at  the  support  as  though  the  beam 
were  supported,  and  not  fixed,  at  the  ends ;  and  we  shall  have, 
if  we  represent  this  slope  by  /„  the  equation 


Digitized  by 


Google 


BEAMS  FIXED  AT  THE  ENDS.  313 

2^.  Determine  the  uniform  bending-moment  which  would 
produce  this  slope. 

To  do  this,  we  have,  if  we  represent  this  uniform  bending- 
moment  by  M^,  that  the  slope  which  it  would  produce  would  be 

and,  since  this  is  equal  to  f  „  we  shall  have  the  equation 

»£/      i6£I 


(3) 


••.  ^«  =  ^^-  (4) 

This  is  the  actual  bending-moment  at  either  fixed  end ;  and  the 
bending-moment  at  any  special  section  at  a  distance  x  from 
the  origin  will  be 

where  M  is  the  bending-moment  we  should  have  at  that  sec- 
tion if  the  beam  were  merely  supported,  and  not  fixed.  Hence, 
when  it  is  fixed  at  the  ends,  we  shall  have,  for  the  bending- 
moment  at  a  distance  x  from  O,  where  O  is  at  the  left-hand 
support, 

Af^—x---^/.  (5) 

When  ;ir  =  -,  we  obtain,  as  bending-moment  at  the  middle, 

^o  =  ^;  (6) 

and,  since  M^  =  — i/o>  it  follows  that  the  greatest  bending- 
moment  is 
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this  being  the  magnitude  of  tbe  bending-moment  at  the  middle 
and  also  at  the  support. 

POINTS    OF    INFLECTION. 

The  value  of  J/ becomes  zero  when 

4f  =  -  and  when  j?  =  — : 
4  4' 

hence  it  follows  that  at  these  points  the  beam  is  not  bent,  and 
that  we  thus  have  two  points  of  inflection  half-way  between  the 
middle  and  the  supports. 

SLOPE   AND   DEFLECTION    UNDER  A   GHTEN   LOAD. 

We  shall  have,  as  before, 

CM  ^         Wx^       Wlx  , 

and  since,  when  ;ir  =  o, «  =  o, 
/.    ^  =  o 


=  _»:(-'_^Y  (8) 


the  constant  vanishing  because  v  =  o  when  jr  =  o.    The  slope 

becomes  greatest  when  x-=  -,  and  the  deflection  when  ;r  =  -. 

4  2 

Hence  for  greatest  slope  and  deflection,  we  have 
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SLOPE    AND    DEFLECTION    UNDER    THE    WORKING-LOAD. 

If  /  represent  the  working-strength  of  the  material  per 
square  inch,  and  if  W  represent  the  centre  working-load,  we 
shall  have 

m    /I 

8    "  J. 
.-.     W^^Jl  (XX) 

Case  IL  —  Uniform  Section^  Load  uniformly  Distributed,  — 
Pursuing  a  method  entirely  similar  to  that  adopted  in  the  former 
case,  we  have  — 

i^.  Slope  at  end,  on  the  supposition  of  supported  ends,  is 


2°.  Slope  at  end  under  uniform  bending-moment  M,  is 


2EI 
Hence,  since  their  sum  equals  zero, 


(») 


i/.  «  -— ,  (3) 

iwhich  is  the  bending-moment  over  either  support 
The  bending-moment  at  distance  x  from  one  end  is 

M=-{lx-x')-—.  (4) 

IVl 

This  is  greatest  when  4r  =  o,  and  is  then .     Hence  great- 

12 

est  bending-moment  is,  in  magnitude, 

m 

12 


(5) 
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POINTS    OF    INFLECTION. 

^becomes  zero  when  ^  =  -  ±  — =.  (S) 

2  2^ 

Hence  the  two  points  of  inflection  are  situated  at  a  distance 
— -pc  on  either  side  of  the  middle. 

2^3 


/ 


SLOPE    AND    DEFLECTION. 


the  constant  vanishing  because  /  =  o  when  ;r  =  a 
W 


V  = 


{-  -  ?  -  '^\,     (») 


\2lEI 

the  constant  vanishing  because  v  =  o  when  ;r  =  o.     Hence  for 
greatest  slope  and  deflection  we  have,  /  is  greatest  when  x  = 

-( I  i:  -7=\  and  v  is  greatest  when  ;r  =  - ; 

2\     v^j;         ^  2 

SLOPE   AND   DEFLECTION    UNDER   WORKING-LOAD. 

For  working-load  we  have 

-77  ^  —  (") 


(12) 

(X3) 
(U) 


12 

y 

W  = 

12/7 

/y 

i     

fi 

»o   — 

6fiEy' 

Vo   = 

Z2Ey 
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EXAMPLES, 

1.  Given  a  4-inch  by  1 2-inch  yellow-pine  beam,  span  20  feet,  fixed 
at  the  ends ;  find  its  safe  centre  load,  its  safe  uniformly  distributed  load, 
and  its  deflection  under  each  load.  Assume  a  modulus  of  rupture  5000 
lbs.  per  square  inch,  and  factor  of  safety  4.  Modulus  of  elasticity, 
1200000. 

2.  Find  the  depth  necessary  that  a  4-inch  wide  yellow-pine  beam,  20 
feet  spaiji,  fixed  at  the  ends,  may  not  deflect  more  than  one  four-hun- 
dredth of  the  span  under  a  load  of  5000  lbs.  centre  load. 

§204.  Variation  of  Bending-Moment  with  Shearing- 
Force.  —  If^  in  any  loaded  beam  whatever^  M  represent  the 
bending-momenty  and  F  the  shearing-force  at  a  distance  x  from 
the  origin^  then  will 

Proof  {a).  —  In  the  case  of  a  cantilever  (Fig.  230),  assume 
the  origin  at  the  fixed  end  ;  then,  if  M 
represent    the    bending-moment    at   a   ^^ 
distance  x  from  the  origin,  and  M  +  ^M  m^  I 

that  at  a  distance  x  +  Ajr  from  the 
origin,  we  shall  have  the  following 
equations: — 

M^-X       lV{a^x), 


Fig.  230. 


M+  Aif  =  -S       lV{a-  jp  -  Ajt)  nearly. 

jr  =  jr 

a  being  the  co-ordinate  of  the  point  of  application  of  W^ 

x»l 

Aif=A^S        ^nearly 

...  ^=rv,. 

A^  X'X 
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and,  if  we  pass  to  the  limit,  and  observe  that 


X 

-I 

■■JT 

dM 

dx 

F. 

we  shall  obtain 

(0 


{b)  In  the  case  of  a  beam  supported  at  the  ends  (Fig.  231), 
_a__^  assume  the  origin  at  the  left-hand 

^         7\  end,  and  let  the  left-hand  support- 

^  ing-force  be  S ;  then,  if  a  represent 

Fw.  t3x.  the  distance  from  the  origin  to  the 

point  of  application  of  W,  we  shall  have  the  equations 

x^x 

M  -h  l^M  =  5(jc  -h  Ajc)  -  S       W{x  -  tf  +  Ajt)  neariy. 
Hence,  by  subtraction, 

jr  —  jT 

Ailf«5.A^-S       JFAjc  nearly 


—  =  S-i    '^nearly; 


and,  if  we  pass  to  the  limit,  and  observe  that 


we  shall  obtain 

dM 


^"'-         <3) 


as  before. 
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§  205.  Longitudinal  Shearing  of  Beams.  —  The  resistance 
of  a  beam  to  longitudinal  shearing  sometimes  becomes  a  mat- 
ter of  importance,  especially  in  timber,  where  the  resistance  to 
shearing  along  the  grain  is  very  small.  We  will  therefore  pro- 
ceed to  ascertain  how  to  compute  the  intensity  of  the  longi- 
tudinal shear  at  any  point  of  the  beam,  under  any  given  load ; 
as  this  should  not  be  allowed  to  exceed  a  certain  safe  limit,  to 
be  determined  experimentally.     Assume  a 


^. 


VA 


section  AC  (Fig.  232)  at  a  distance  x  from 
the  origin,  and  let  the  bending-moment  at 
that  section  be  M,  Let  the  section  BD  be 
at  a  distance  ;r  -{-  A;r  from  the  origin,  and 
let  the  bending-moment  at  that  section  be  ^  f«g.  233. 

Let  y^  be  the  distance  of  the  outside  fibre  from  the  neutral 
axis ;  and  let  ca  =  y^  be  the  distance  of  a^  the  point  at  which 
the  shearing-force  is  required,  from  the  neutral  axis. 

Consider  the  forces  acting  on  the  portion  ABba^  and  we 
Jhall  have  — 

1°.  Intensity  of  direct  stress  at  -4  =  -y^. 

2°.  Intensity  of  direct  stress  at  a  unit's  distance  from  neu- 

tral  axis  =  -y. 

3®.  Intensity  of  direct  stress  at  ^,  where  ce  =»  _;',  is  -y, 

(M  -|-  t^M)y 
So,  likewise,  intensity  of  direct  stress  at  /  is j . 

Therefore,  if  z  represent  the  width  of  the  beam  at  the  point 
^,  we  shall  have  — 

Total  stress  on  face  Aa  =  -7  /   yzdy^ 

Total  stress  on  face  Bo  = j I    ysay  ; 
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.'.    Difference  =  -y-  /   yzdy 


and  this  is  the  total  horizontal  force  tending  to  slide  the  piece 
AabB  on  the  face  ab. 

Area  of  face  ab,  if  s^  is  its  width,  is 

therefore  intensity  of  shear  at  a  is  approximately 


or  exactly  (by  passing  to  the  limit) 

And,  observing  that  /^  =  -^,  this  intensity  reduces  ta 

yzdy.  (i) 


We  may  reduce  this  expression  to  another  form  by  observ- 
ing, that,  if  y^  represent  the  distance  from  c  to  the  centre  of 
gravity  of  area  Aa,  and  A  represent  its  area,  we  have 

Jf    yzdy=:y^; 
yx 

therefore  intensity  of  shear  (at  distance^,  from  neutral  axis)  at 
point  a  = 

This  may  be  expressed  as  follows :  — 
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Divide  the  shearing-force  at  the  section  of  the  beam  under 
consideration^  by  the  product  of  the  moment  of  inertia  of  the 
section  and  its  width  at  the  point  where  the  intensity  of  the 
shearing  force  is  desired^  and  multiply  the  quotient  by  the  statical 
moment  of  the  portion  of  the  cross-section  between  the  point  in 
question  and  the  outer  fibre  ;  this  moment  being  taken  about  the 
neutral  axis.     The  result  is  the  required  intensity  of  shear. 

The  last  factor  is  evidently  greatest  at  the  neutral  axis; 
hence  the  intensity  of  the  shearing-force  is  greatest  at  the 
neutral  axis. 

LONGITUDINAL  SHEARING  OF  RECTANGULAR  BEAMS, 

For  rectangular  beams,  we  have 

/=-,  z^^b. 

Hence  formula  (2)  becomes 

^^3(^^^)-  (3) 

For  the  intensity  at  the  neutral  axis,  we  shall  have,  therefore, 


i^i^Ji^^iE,,  (,) 


b^h^  \4  2  /        2bh' 
since  for  the  neutral  axis  we  have 

y,  =  -     and     -4  =  — . 
4  a 

EXAMPLES, 

I.  What  is  the  intensity  of  the  tendency  to  shear  at  the  neutral  axis 
of  a  rectangular  4-inch  by  12-inch  beam,  of  14  feet  span,  loaded  at  the 
middle  with  5000  lbs. 
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2.  What  is  that  of  the  same  beam  at  the  neutral  axis  of  the  cross- 
section  at  the  support,  when  the  beam  has  a  uniformly  distriboted  load 
of  1 2000  lbs. 

3.  What  is  that  of  a  9-mch  l^  14-inch  beam,  20  feet  span,  loaded 
with  15000  lbs.  at  the  middle. 

§  206.  Strength  of  Hooks.  —  The  following  is  the  method 
to  be  pursued  in  determining  the  stresses  in  a 
hook  due  to  a  given  load;  or,  vice  versa^  the 
proper  dimensions  to  use  for  a  given  load. 

Suppose  (Fig.  233)  a  load  hung  at  E ;  the 
load  being  P,  and  the  distances 

O  being  the  centre  of  gravity  of  this 
section,  conceive  two  equal  and  opposite 
forces,  each  equal  and  parallel  to  P,  acting 
at  a 

Let  A  =  area  of  section,  and  let  /  =  its 
moment  of  inertia  about  CD  (BCDF  represents  the  section 
revolved  into  the  plane  of  the  paper) ;  then  — 

i^.  The  downward  force  at  O  causes  a  uniformly  distributed 
stress  over  the  section,  whose  intensity  is 

P 

2^,  The  downward  force  at  E  and  the  upward  force  at  O 
constitute  a  couple,  whose  moment  is 

and  this  is  resisted,  just  as  the  bending-moment  in  a  beam,  by 
a  uniformly  varying  stress,  producing  tension  on  the  left,  and 
compression  on  the  right,  of  CD. 


Fig.  233. 
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If  we  call  /,  the  greatest  intensity  of  the  tension  due  to 
this  bending-moment,  viz.,  that  at  j5,  we  have 


Ft  J 


and  if  /,  denote  the  greatest  intensity  of  the  compression  due 
to  the  bending  moment,  viz.,  that  at  F,  we  have 

P^-  J 

therefore  the  actual  greatest  intensity  of  the  tension  is 

P*  — /i  +  A  —  ^  i -J y 

and  this  must  be  kept  within  the  working  strength  if  the  load 
is  to  be  a  safe  one ;  and  so  also  the  actual  greatest  intensity 
of  the  compression,  viz.,  that  at  is  is,  when  /,  >  /„ 

Pc-Pt      P^-  J  ^> 

which  must  be  kept  within  the  working  strength  for  compression. 


§  207.  Short  Struts.  —  The  case  of  a  short  strut,  with  the 
load  applied  at  some  point  other  than  the 
centre  of  gravity  of  the  section,  is  similar  to  I 

that  of  the  hook.     Thus,  let  ff  (Fig.  234)  be        «r4r-T3 


Ta  io 
the  centre  of  gravity  of  th6  lower  section, 
and  let  A' (7  =  x^ 

Conceive  two  equal  and  opposite  forces 
at  dX,  each  equal  and  parallel  to  P,  and  we 
have  — 

I®.  Downward,  force  along  line  Off  causes  uniform  stress 
of  intensity, 

2".  The  other  two  form  a  couple,  whose  moment  is 
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therefore  the  greatest  intensity  of  the  compression  due  to  this 
will  be  that  at  B,  or 

A J-. 

where  a  =  ffB.     Hence  total  greatest  intensity  is 

^  =  :4  +  ^r' 

or,  if  we  write 

where  p  =  radius  of  gyration  of  lower  section  about  the  axis 
through  (y  perpendicular  to  the  plane  of  the  paper,  we  have 


-5(-?> 


and  this  should   be  kept  within  the  limits  of  the  working- 
strength  of  the  material. 

EXAMPLES, 

1.  Given  a  cylindrical  column  of  8  inches  diameter,  and  let  jCo  =  2 
inches :  find  greatest  stress  per  square  inch  under  a  load  of  1 00000  lbs. 

2.  Given-  P  =  200000  lbs.,  jCo  =  2  inches :  find  diameter  of  a 
yellow-pine  strut  suitable  to  bear  the  load,  with  factor  of  safety  4. 
Compressive  strength  of  yellow  pine  =  4400  lbs.  per  square  inch. 

§  208.  Strength  of  Columns. — The  formulae  most  com- 
monly used  for  the  strength  of  columns  are  of  three  kinds ;  viz., 

1°.  Euler's  formulae,  where  it  is  assumed,  that,  for  any  given 
material,  there  is  a  certain  definite  ratio  of  length  to  diameter, 
below  which  a  column  will  give  way  by  direct  crushing,  while 
one  whose  ratio  of  length  to  diameter  is  greater  will  give  way 
wholly  by  transverse  bending. 

2°.  HodgHinson's  empirical  formulae,  based  upon  his  experi- 
ments upon  small  columns  of  a  variety  of  ratios  of  length  to 
diameter. 
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3**.  Gordon's  formulae,  where  it  is  assumed  that  all  columns 
give  way  by  a  combination  of  crushing  and  bending. 

It  is  very  much  to  be  regretted  that  none  of  these  sets  of 
formulae  are  borne  out  by  experiment  upon  the  large  scale, 
and  that  thus  far  we  have  no  formulae  for  columns  that  are 
borne  out  generally.  Euler's  are  evidently  faulty  in  the  funda- 
mental assumption ;  Hodgkinson's  experiments  were  made  on 
small  columns,  and  do  not  agree  well  with  those  on  large  ones ; 
Gordon's,  or,  as  they  are  otherwise  called,  Rankine's,  are  prob- 
ably correct  in  their  fundamental  assumption,  but  there  is  a 
serious  lapse  in  the  reasoning  by  which  they  are  deduced. 

The  formulae  most  frequently  used  in  American  practice 
are  those  of  Gordon.     Hence  we  will  take  those  first. 

§  209.    Gordon's    Formulae   for    Columns,      {d)    Column 
fixed  in  Direction  at  Both  Ends:  —  Let  CAD  be  the  cen- 
tral axis  of  the  column,  P  the  breaking-load,  and  v  the 
greatest  deflection,  AB,     Conceive  at  A  two  equal  and 
opposite  forces,  each  equal  to  P ;  then  — 

1°.  The  downward  force  at  A  causes  a  uniformly  dis- 
tributed stress  over  the  section,  of  intensity, 


IP 

FkG.  935. 


2**.  The  downward  force  at  C  and  the  upward  force 
at  A  constitute  a  couple,  whose  moment  is 

M^  Pv: 

and  this  is  resisted,  just  as  the  bending-moment  in  a  beam,  by 
a  uniformly  varying  stress,  producing  compression  on  the  right, 
and  tension  on  the  left,  of  A. 

If  we  call  /a  the  greatest  intensity  of  the  compression  due 
to  this  bending,  we  have 
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where  y  =  distance  from  the  neutral  axis  to  the  most  strained 
fibre  of  the  section  at  A,  Then  will  the  greatest  intensity  of 
the  stress  of  compression  at  section  A  be 

P-pt  +/a  =  ]^  +  -]ri 

and,  since  P  is  the  breaking-load,  /  must  be  equal  to  the  break- 
ing-strength for  compression  per  square  inch  -=-/, 
Hence 

where  p  =  smallest  radius  of  gyration  of  section  at  A, 

Thus  far  the  reasoning  appears  sound ;  but  in  the  next  step 

it  is  assumed,  that   because,  in  a  loaded  beam,  the  greatest 

deflection  under  the  breaking-load  varies  as  the  square  of  the 

length,  and  inversely  as  the  distance  from  the  neutral  axis  to 

the  most  strained  fibre,  therefore  in  this  case  it  is  assumed 

that  we  must  have  also 

/■ 

y 

or 

where  ^  is  a  constant  to  be  determined  by  experiment    Hence 

therefore,  substituting  this  in  (i). 
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which  is  the  required  formula  for  a  column  fixed  in  direction 
at  both  ends. 

(Ji)  Column  hinged  at  the  Ends.  —  It  is  assumed  in  the 
previous  case  that  the  points  of  inflection  are  halfway 
between  the  middle  and  the  ends,  and  hence  that,  by 
taking  the  middle  half,  we  have  the  case  of  bending  of  a 
column  hinged  at  the  ends  (Fig.  236).  Hence,  to  obtain 
the  formula  suitable  for  this  case,  substitute,  in  (2),  2/ 
for  /,  and  we  obtain  fig.  236. 

M 


P  = 


(3) 


I  + 


c^ 


(c)  Column  fixed  at  One  End  and  hinged  at  the  Other  (Fig. 
237).  —  In  this  case  we  should,  in  accordance  with  these 
assumptions,  take  |  of  the  column  fixed  in  direction  at 
both  ends;  hence,  to  obtain  the  formula  for  this  case, 
substitute,  in  (2),  |/  for  /,  and  we  thus  obtain 


-P  = 


fA 


I  + 


Fic.  237. 


(4) 


Rankine  gives,  for  values  of  /  and  c,  the  following,  based 
upon  Hodgkinson's  experiments  :  — 


/ 

(lbs.  per  sq.  in.). 


Wrought-iron 
Cast-iron  .  . 
Dry  timber    . 


36000 

Soooo 

7200 


36000 
6400 
3000 
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§  2IO.  Ruler's  Rules  for  the  Strength  of  Columns.  —  The 
following  are  the  rules  for  determining  the  strength  of  a  col- 
umn of  uniform  cross-section,  according  to  Euler :  — 

{d)  Column  fixed  in  Direction  at  One  End  only ^  which  bends, 
as  shown  in  the  Figure. 

i^  Calculate  the  breaking-load  on  the  assumption  that  the 
column  will  give  way  by  direct  compression.     This  will  be 

P,  =/4,  (i) 

where  /  =  crushing-strength  per  square  inch,  and  A  ==  area 
of  cross-section  in  square  inches. 

2^.  Calculate  the  load  that  would  break  the  column  if  it 
were  to  give  way  by  bending,  by  means  of  the  following  for- 
mula :  — 


-©■ 


EI,  (2) 


where  E  =  modulus  of  elasticity  of  the  material,  /  =  smallest 
moment  of  inertia  of  the  cross-section,  and  /  =  length  of 
column. 

Then  will  the  actual  breaking-strength,  according  to  Euler, 
be  the  smaller  of  these  two  results. 

To  deduce  the  latter  formula,  assume   the  origin  at   the 
hinged  end,  and  take  x  vertical  and  y  horizontal. 

Let  p  =  radius  of  curvature  at  point  {x^y)t  and 
let  M  =  bending-moment  at  the  same  point. 

Then  we  shall  have,  just  as  was  shown  in   the 
case  of  the  deflection  of  beams, 

1       M      Py  ,  . 

-  =  ^=;^.  (3) 

But  as  was  there  shown, 

I  d^y 
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d^y        P 


and,  since  for 


^  =  0,  ...    c^-<^ 


dy 


dx 


^a'  -  y       V  EI 


And  since,  when 
and  we  have 


y^o, 


--© = sih- 


CmiO, 


(4) 


(S) 


When  ^^^  =  a,  we  know  that  x  =  /;  hence,  substituting  in 
^5),  we  have 

2     y  EI' 


or 


2       f  ^/ 


(«) 
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(b)  Column  hinged  at  Both  Ends  (Fig.  236). 

1°.  Calculate  the  crushing-load,  as  before,  from  the  formula 

2^.  Calculate  the  load  that  would  break  it,  if  it  were  to  give 
way  wholly  by  transverse  bending,  from  the  formula 


P. 


=  ($JEI.  (7) 


this  being  derived  from  (2)  or  (6)  by  substituting  -  for  /;  the 

2 

reasoning  being  the  same  for  this  substitution  as  was  adopted 
with  Gordon's  formula. 

{c)  Column  fixed  in  Direction  at  Both  Ends  (Fig.  235).  — 
We  have  for  the  crushing-load  the  same  formula  as  before; 
viz.,  — 

and  for  the  bending  we  have 

/>  =  (y)W,  (8) 

this  being  obtained  from  (2)  or  (6)  by  substituting  -  for  L 

4 

(d)  These  rules  may  be  summed  up  as  follows :  — 
I**.  Calculate  the  crushing-load  by  the  formula 

P^^fA. 

2^.  Calculate  the  load  that  would  break  the  column  by 
bending,  from  the  following  formulae :  — 


(«)  i>.  .  {^^^EI 
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if  fixed  in  direction  at  one  end  only ; 

if  hinged  or  rounded  at  both  ends ; 
(r)  '     P^  =  i^i)Ei 

if  fixed  in  direction  at  both  ends. 

Then  will  the  actual  breaking-strength  be  the  least  of  the 
two  results. 

{e)  In  order  to  ascertain  the  length  where  incipient  flexure 
occurs,  according  to  this  theory  we  should  place  the  two  results 
equal  to  each  other,  and  from  the  resulting  equation  determine  /. 
We  should  thus  obtain,  for  the  three  cases  respectively,  — 

(a) 

m 
(7) 

Hence  all  columns  whose  length  is  less  than  that  given  in 
these  formulae  will,  according  to  Euler,  give  way  by  direct 
crushing ;  and  those  of  greater  length,  by  bending  only. 

§  211.  Hodgkinson's  Rules  for  the  Strength  of  Columns. 
— Eaton  Hodgkinson  made  a  large  number  of  tests  of  small 
columns,  especially  of  cast-iron,  and  deduced  from  these  tests 
certain  empirical  formulae.  These  tests  form,  even  at  the  pres- 
ent time,  the  basis  of  the  most  used  formulae  for  the  strength 
•  of  columns.  The  strength  of  pillars  of  the  ordinary  sizes  used 
in  practice  has  been  computed  by  means  of  Hodgkinson *s  for- 
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mulae,  and  tabulated  by  Mr.  James  B.  Francis :  and  we  find  in 
his  book  the  following  rules  for  the  strength  of  solid  cylindrical 
pillars  of  cast-iron,  with  the  ends  flat;  i.e.,  "finished  in  planes 
perpendicular  to  the  axis,  the  weight  being  uniformly  distrib- 
uted on  these  planes." 

For  pillars  whose  length  exceeds  thirty  times  their  diameter, 
he  gives  the  formula, 

»'=  99318^*,  (I) 

where  D  =  diameter  of  column  in  inches,  /  =  length  in  feet, 
W  =  breaking-weight  in  pounds. 

If,  on  the  other  hand,  the  length  does  not  exceed  thirty  times 
the  diameter,  he  gives,  for  the  breaking-weight,  the  following 
formula :  — 

where  1^=  breaking-weight  that  would  be  derived  from  the 
preceding  formula,  W  =  actual  breaking-weight,  c  =  weight 
which  would  crush  the  pillar,  or 

c  =  lopSoif^f^V  (3) 


■Cf) 


For  hollow  cast-iron  pillars,  if  Z?  =  external  diameter  in  inches, 
d  =  internal  diameter  in  inches,  we  should  have,  in  place  of  (i), 

^  =  99318 -j^^ ,  (4) 

and  in  place  of  (3), 

c  =  109801  ^(-^-^').  (s) 

4 

For  very  long  wrought-iron  pillars,  Hodgkinson  found  the 
strength  to  be  1.74S  times  that  of  a  cast-iron  pillar  of  the  same 
dimensions ;  but,  for  very  short  pillars,  he  found  the  strength  of 
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the  wrought-iron  pillar  very  much  less  than  that  of  the  cast-iron 
one  of  the  same  dimensions.  With  a  length  of  30  diameters 
and  flat  ends,  the  wrought-iron  exceeded  the  cast-iron  by  about 
ten  per  cent. 

§  212.  Strength  of  Shafting.  —  The  usual  criterion  for  the 
strength  of  shafting  is,  that  it  shall  be  sufficiently  strong  to 
resist  the  twisting  to  which  it  is  exposed  in  the  transmission  of 
power. 

Proceeding  in  this  way,  let  EF  (Fig.  239)  be  a  shaft,  AB  the 
driving,  and  CD  the  following,  pulley. 
Then,  if  two  cross-sections  be  taken 
between  these  two  pulleys,  the  por- 
tion of  the  shaft  between  these  two 
cross-sections  will,  during  the  trans- 
mission of  power,  be  in  a  twisted  con- 
dition ;  and  if,  when  the  shaft  is  at 
rest,  a  pair  of  vertical  parallel  diameters  be  drawn  in  these  sec- 
tions, they  will,  after  it  is  set  in  motion,  no  longer  be  parallel, 
but  will  be  inclined  to  each  other  at  an  angle  depending  upon 
the  power  applied.  Let  GH  be  a  section  at  a  distance  x  from 
0,  and  let  KI  be  another  section  at  a  distance  x  -j-  dx  from  O, 
Then,  \i  di  represent  the  angle  at  which  the  originally  parallel 
diameters  of  these  sections  diverge  from  each  other,  and  \i  r  =. 
the  radius  of  the  shaft,  we  shall  have,  for  the  length  of  an  arc 
passed  over  by  a  point  on  the  outside. 


^b 


^t 


Ub 


H     I 


Fig.  339. 


^^ 


UO 


rdi  ; 

and  for  the  length  of  an  arc  that  would  be  passed  over  if  the 
sections  were  a  unit's  distance  apart,  instead  of  dx  apart, 

rdi  _    di 
dx        dx 

This  is  called  the  strain  of  the  outer  fibres  of  the  shaft,  as  it 
is  the  distortion  per  unit  of  length  of  the  shaft. 
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In  all  cases  where  the  shaft  U  homogeneous  and  symmet- 
rical, if  %  is  the  angle  of  divergence  of  two  originally  parallel 
diameters  whose  distance  apart  is  Xy  we  shall  have  the  strain, 

di        i 

y  =  r—  =  r-. 

ax        X 

This  also  is  the  tangent  of  the  angle  of  twist 

A  fibre  whose  distance  from  the  axis  of  the  shaft  is  unity, 
will  have,  for  its  strain, 

dx        X 

A  fibre  whose  distance  from  the  axis  of  the  shaft  is  /»,  will  have, 
for  its  strain, 

di         i 

Fixing,  now,  our  attention  upon  one  cross-section,  GHy  we  have 
that  the  strain  of  a  fibre  at  a  distance  p  from  the  axis  (p  varying, 
and  being  the  radius  of  any  point  whatever)  is 


<^) 


where  -  is  a  constant  for  all  points  of  this  cross-section. 

Hence,  assuming  Hooke's  law,  " Ut  tensio  sic  vis,*  we  shall 
have,  if  C  represent  the  shearing  modulus  of  elasticity,  that  the 
stress  of  a  fibre  whose  distance  from  the  axis  is  p,  is 


,  =  c,=  c-^|)  =  c^i), 


which  quantity  is  proportional  to  p,  or  varies  uniformly  from  the 
centre  of  the  shaft. 

The  intensity  at  a  unit's  distance  from  the  axis  is 


■^' 
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and  if  we  represent  this  by  a,  we  shall  have  for  that  at  a  dis- 
tance p  from  the  axis, 


Hence  we  shall  have  (Fig,  240),  that,  on  a  small 
area, 

dA^dpifufO)  ^pdpd»,  ^^ 

the  stress  will  be 

pdA  =  apdA  =  a^dpdB. 

The  moment  of  this  stress  about  the  axis  of  the  shaft  is 

ppdA  =s  afPdA  =  ap^dpdO, 

and  the  entire  moment  of  the  stress  at  a  cross-section  is 

afp^dA  =  afff^dpdO  =  «/, 

where  /  =  fp^dA  is  the  moment  of  inertia  of  the  section  about 
the  axis  of  the  shaft 

This  moment  of  the  stress  is  evidently  caused  by,  and  hence 
must  be  balanced  by,  the  twisting-moment  due  to  the  pull  of  the 
belt.  Hence,  if  M  represent  the  greatest  allowable  twisting- 
moment,  and  a  the  greatest  allowable  intensity  of  the  stress  at 
a  unit's  distance  from  the  axis,  we  shall  have 

P 

If /is  the  safe  working  shearing-strength  of  the  material 
per  square  inch,  we  shall  have  /  as  the  greatest  safe  stre3s  per 
square  inch  at  the  outside  fibre,  and  hence 

r 
will  be  the  greatest  allowable  twisting-moment 
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For  a  circle,  radius  r, 

2  "^     2  "^     l6 

For  a  hollow  circle,  outside  radius  r„  inside  radius  r^ 

2  "^  2r,^  '  ^ 

Moreover,  if  the  dimensions  of  a  shaft  are  given,  and  the 

actual  twisting-moment  to  which  it  is  subjected,  the  stress  at  a 

fibre  at  a  distance  p  from  the  axis  will  be  found  by  means  of  the 

formula 

Mp 

The  more  usual  data  are  the  horse-power  transmitted  and 
the  speed,  rather  than  the  twisting-moment 

If  we  let  P  =  force  applied  in  pounds  and  R  =  its  leverage 
in  inches,  as,  for  instance,  when  P=  difference  of  tensions  of 
belt,  and  R  =  radius  of  pulley,  we  have 

M^F.R\ 

and    if    HP  =  number    of    horses-power    transmitted,    and 
N  =  number  of  turns  per  minute,  then 

12   X  33000  ' 
271 N 


EXAMPLE. 

Given  working-strength  for  shearing  of  wrought-iron  as  loooo 
lbs.  per  square  inch  ;  find  proper  diameter  of  shaft  to  transmit 
2o-horse  power,  making  100  turns  per  minute. 
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Angle  of  Torsion.— From  the  formula,  page  336,/  =  -j-, 
combined  with 


we  have 


p^  ap 

=.c,l, 

<- 

I 

/.    /  = 

Mx 

cr 

which  gives  the  circular  measure  of  the  angle  of  divergence  of 
two  originally  parallel  diameters  whose  distance  apart  is  x ;  the 
twisting-moment  being  Af,  and  the  modulus  of  shearing  elas- 
ticity of  the  material,  C. 

EXAMPLES. 

1.  Find  the  angle  of  twist  of  the  shaft  given  in  example  i,  §  212, 
when  the  length  is  10  feet,  and  C  =  8500000. 

2.  What  must  be  the  diameter  of  a  shaft  to  carry  80  horses-power, 
with  a  speed  of  300  revolutions  per  minute,  and  factor  of  safety  6,  break- 
ing shearing-strength  of  the  iron  per  square  inch  being  50000  lbs. 

§  213.  Transverse  Deflection  of  Shafts — In  determining 
the  proper  diameter  of  shaft  to  be  used  in  any  given  case,  we 
ought  not  merely  to  consider  the  resistance  to  twisting,  but 
also  the  deflection  under  the  transverse  load  of  the  belt-pulls, 
weights  of  pulleys,  etc.  This  deflection  should  not  be  allowed 
to  exceed  -j^  of  an  inch  per  foot  of  length.  Hence  the  de- 
flection should  be  determined  in  each  case. 

The  formulae  for  computing  this  deflection  will  not  be  given 
here,  as  the  methods  to  be  pursued  are  just  the  same  as  in  the 
case  of  a  beam,  and  can  be  obtained  from  the  discussions  on 
that  subject. 
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§  214.  Combined  Twisting  and  Bending.  —  The  most  com- 
mon case  of  a  shaft  is  for  it  to  be  subjected  t6  combined  twisting 
and  bending.  The  discussion  of  this  case  involves  the  theory 
of  elasticity,  and  will  not  be  treated  here ;  but  the  formulae  com- 
monly given  will  be  stated,  without  attempt  to  prove  them  until 
a  later  period.  These  formulae  are  as  follows :  — 
Let  M^  =  greatest  bending-moment, 

M^  =  greatest  twisting-moment, 

r     =  external  radius  of  shaft, 

/     =  moment  of  inertia  of  section  about  a  diameter, 


for  a  solid  shaft  /  =  — , 
4 

f    =  working-strength  of  the  material  =  greatest  al- 
lowable stress  at  outside  fibre ; 
then 

1°.  According  to  Grashof, 


2®.  According  to  Rankine, 


/  =jj  M,  +  >mrVM}\.  (2) 

§  2 1 5.  Springs. — The  object  of  this  discussion  is  to  enable  us 
to  answer  the  following  three  questions :  {d)  Given  a  spring, 
to  determine  the  load  that  it  can  bear  without  producing  in  the 
metal  a  maximum  fibre  stress  greater  than  a  given  amount. 
(^)  Given  a  spring,  to  determine  its  displacement  (elongation, 
compression,  or  deflection)  under  any  given  load,  {c)  Given  a 
load  P  and  a  displacement  6^ ;  a  spring  is  to  be  made  of  a 
given  material  such  that  the  load  P  shall  produce  the  displace- 
ment  <^j ,  and  that  the  metal  shall  not,  in  that  case,  be  subjected 
to  more  than  a  given  maximum  fibre  stress.  Determine  the 
proper  dimensions  of  the  spring. 
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There  are  practically  only  two  cases  to  be  considered  as  far 
as  the  manner  of  resisting  the  load  is  concerned.  In  the  first, 
the  spring  is  subjected  to  transverse  stress,  and  is  to  be  calcu- 
lated by  the  ordinary  rules  for  beams.  In  the  second,  the 
spring  is  subjected  to  torsion,  and  the  ordinary  rules  for  re- 
sistance to  torsion  apply.  It  is  true  that  in  most  cases  where 
the  spring  is  subjected  to  torsion  there  is  also  a  small  amount 
of  transverse  stress  in  addition  to  the  torsion ;  but  in  a  well- 
made  spring  this  transverse  stress  is  of  very  small  amount,  and 
we  may  neglect  it  without  much  error. 

We  will  begin  with  those  cases  where  the  spring  is  subjected 
to  torsion,  and  for  all  cases  we  shall  adopt  the  following  nota 
tion : 

P  =  load  on  spring  producing  maximum  fibre  stress/; 

/  =  greatest  allowable  maximum  fibre  stress  for  shearing  \ 

C  =  shearing  modulus  of  elasticity; 

X  =  length  of  wire  forming  the  spring ; 
M^  =  greatest  twisting  moment  under  load  P\ 

L  =  any  load  less  than  the  limit  of  elasticity ; 
M  =  twisting  moment  under  this  load  ; 

/  =  maximum  fibre  stress  under  load  L ; 

p  =  distance  from  axis  of  wire  to  most  strained  fibre ; 

/  =  moment  of  inertia  of  section  about  axis  of  wire ; 

;,  =  angle  of  twist  of  wire  under  load  P\ 
i  =  angle  of  twist  of  wire  under  load  L ; 

V  =  volume  of  spring ; 

<J,  =  displacement  of  point  where  load  is  applfed  when  load 
\sP\ 

d  =  displacement  of  point  where  load  is  applied  when  load 
is  Z.  

Then  from  pages  335  and  337  we  obtain  the  following  four 
formulae : 


^=^^>  (0 
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(») 
(3) 
(4) 

These  four  formulae  will  enable  us  to  solve  all  the  cases  of 
springs  subjected  to  torsion  only.  Moreover,  in  the  cases 
which  we  shall  discuss  under  this  head,  the  wire  will  have  either 
a  circular  or  a  rectangular  section :  in  the  former  case  we  will 
denote  its  diameter  by  d^  and  we  shall  then  have 

/= and         P  =  — ; 

while  in  the  latter  case  we  will  denote  the  two  dimensions  of 
the  rectangle  by  b  and  A,  respectively,  and  we  shall  then  have 

bh 


/=  ^  {y + h%  A>  =  i  VPT^\ 

We  will  now  proceed  to  determine  the  values  of  Py  #,  S^ ,  and 
V  in  each  of  the  following  four  cases,  all  of  which  are  cases  of 
torsion : 

Case  i.  Simple  round  torsion  wire, — Let  AB^  the  leverage 
of  the  load  about  the  axis,  be  R ;  then  we  shall  have 

j^nd  we  readily  obtain  from  the  formulae  (i),  (2),  (3),  and  (4) 


ri 
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and  from  these  we  readily  obtain 

.■•V=^{PS,).  (8) 

Case  2.  Simple  rectangular  torsion  wire. — In  this  case  we 
readily  obtain 


P^:^Li,k^rF+h\  (9) 


6  = 

Si: 

12jPx       L 

(10) 

*.= 

xu 

tRx 

C 

(11) 

.-.Pdr- 

=*f 

(bhx) 

:.  V= 

c 

ip^) 

^^ 


(12) 

Cases  3  and  4.  Helical  springs  made  of  round  and  of  rec- 
tangular wire  respectively, — ^A  helical  spring  may  be  used  either 
in  tension  or  in  compression.  In  either  case  it  is  important 
that  the  ends  should  be  so  guided  that  the  pair  of  equal  and 
opposite  forces  acting  at  the  ends  of  the  spring  should  act  ex- 
actly  along  the  axis  of  the  spring. 

This  is  of  especial  importance  when  the  spring  is  used  for 
making  accurate  measurements  of  forces,  as  in  the  steam-en- 
gine indicator,  in  spring  balances,  etc. 

Moreover,  it  is  generally  safer,  as  far  as  accuracy  is  con- 
cerned, to  use  a  helical  spring  in  tension  rather  than  in  com- 
pression,  as  iX  is  easier  to  make  sure  that  the  forces  act  along 
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the  axis  in  the  case  of  tension  than  in  the  case  of  compres- 
sion. 

Whichever  way  the  spring  is  used,  however,  provided  only 
the  two  opposing  forces  act  along  the  axis  of  the  spring,  the 
resistance  to  which  the  spring  is  subjected  is  mainly  torsion, 
inasmuch  as  the  amount  of  bending  is  very  slight. 

This  bending,  however,  we  will  neglect,  and  will  compute 
the  spring  as  a  case  of  pure  torsion,  the  same  notation  being 
used  as  before,  except  that  we  will  now  denote  by  R  the  radius 


of  the  spring,  and  we  shall  have 

M^LR,    M,-PR\ 

and  now  formulae  (5),  (6),  (7),  and  (8)  become  applicable  to  a 
spring  made  of  round  wire,  and  formulae  (9)  and  (10),  (11)  and 
(12),  to  one  made  of  rectangular  wire. 

We  must  bear  in  mind,  however,  that  x  denotes  the  lengfth 
of  the  wire  composing  the  spring,  and  not  the  length  of  the 
spring,  d  and  S^  now  denote  the  elongations  or  compressions 
of  the  spring. 

GENERAL  REMARKS. 

By  comparing  equations  (8)  and  (12),  it  will  be  seen 
that  if  a  spring  is  required  for  a  given  service,  its  volume 
and  hence  its  weight  must  be  50  per  cent  greater  if  made 
of  rectangular  than  if  made  of  round  wire.  Again,  it  is 
evident  that   when    the    kind    of    spring    required    is   given, 
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and  the  values  of  C  and  f  for  the  material  of  which  it  is  to 
be  made  are  known,  the  volume  and  hence  the  weight  of 
the  spring  depends  only  on  the  product  /V^,,  and  that  as  soon 
as  P  and  d^  are  given,  the  weight  of  the  spring  is  fixed  inde- 
pendently of  its  special  dimensions.  If,  however,  we  fix  any 
one  dimension  arbitrarily,  the  others  must  be  so  fixed  as  to 
satisfy  the  equations  already  given.  Next,  as  to  the  values  to 
be  used  for/and  C,  these  will  depend  upon  the  nature  of  the 
special  material  of  which  the  spring  is  made,  and  these  can 
only  be  determined  by  experiment.  Confining  ourselves  now 
to  the  case  of  steel  springs,  it  is  plain  that  /and  C should  be 
values  corresponding  to  tempered  steel. 

As  an  example,  suppose  we  require  the  weight  of  a  helical 
spring,  which  is  to  bear  a  safe  load  of  loooo  lbs.  with  a  deflec- 
tion of  one  inch,  assuming  C=  12600000  and/=  80000  lbs. 
per  sq.  in.,  and  as  the  weight  of  the  steel  0.28  lb.  per  cubic 
inch. 

From  formula  (8)  we  obtain 

2  X  12600000  X  loooo  X  I 
^  =  80000  X  80000 =  39-4  ^"-  "^- 

Hence  the  weight  of  the  spring  must  be  (394)  (0.28)  =  11  lbs. 
We  may  use  either  a  single  spring  weighing  1 1  lbs.,  or  else 
two  or  more  springs  either  side  by  side  or  in  a  nest,  whose  com- 
bined weight  is  1 1  lbs.  Of  course  in  the  latter  case  they  must 
all  deflect  the  same  amount  under  the  portion  of  the  load 
which  each  one  is  expected  to  bear,  and  this  fact  must  be 
taken  into  account  in  proportioning  the  separate  springs  that 
compose  the  nest. 

FLAT  SPRINGS. 

Let  P,  Z,  V,  tf,  and  tf,  have  the  same  meanings  as  before, 
and  let 
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/=  greatest  allowable  fibre  stress  for  tension  or  compres- 
sion : 

E  =  modulus  of  elasticity  for  tension  or  compression  ; 

/=  length  of  spring; 
M^  =  maximum  bending-moment  under  load  P ; 
M  =  maximum  bending-moment  under  load  Z. 

Moreover,  the  sections  to  be  considered  are  all  rectangular, 
and  we  will  let  b  ==  breadth  and  A  =  depth  at  the  section 
where  the  greatest  bending-moment  acts,  the  depth  being 
measured  parallel  to  the  load. 

Then  if  /  denote  the  moment  of  inertia  of  the  section  of 
greatest  bending-moment  about  its  neutral  axis,  we  shall  have 


/  = 


12  ' 


We  will  now  consider  six  cases  of  flat  springs,  and  will  de- 
termine P,  <J,  <J, ,  and  V  for  each  case,  and  Jor  this  purpose  we 
only  need  to  apply  the  ordinary  rules  for  the  strength  and  de- 
flection of  beams. 

Case  i.  Simple  rectangular  springs  fixed  at  one  end  and 
loaded  at  the  other. 


p-^f'",. 

in) 

(24) 

'.M^i: 

(as) 

.-.  Pi.  =  \^{m  =  \^v- 


'-■  V=9fp^,- 


(a«) 
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Case  2.  Spring  of  umform  depth  and  uniform  strength^  tri- 
angular in  plan  J  fixed  at  one  end  and  loaded  at  the  other. 


A£* 


(»7) 
(28) 

(29) 


(30) 


Case  3.  Spring  of  uniform  breadth  and  uniform  strength, 
parabolic  in  elevation^  fixed  at  one  end  and  loaded  at  the 
other. 


p=i/-^. 


<Js=8 


r  L 

We' 


=,u 


A£' 


(31) 
(3*) 
(33) 


(34) 


Case  4.  Compound  wagon  spring,  made  up  of  n  simple  rec- 
tangular springs  laid  one  above  the  other,  fixed  at  one  end  and 
loaded  at  the  other. 
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Lerthe  breadth  be  b^  and  the  depth  of  each  separate  layer 
be  A.    Then 


(35) 

nbh*E' 

(36) 

'.=«?i^ 

(37) 

PS,^\f^{nbht)  =  kf^V; 


.-.  y=9fAJ's,). 


(38) 


Case  5.  Compound  spring  composed  of  n  triangular  springs 
laid  one  above  the  other,  fixed  at  one  end  and  loaded  at  the 
other. 


nM' £' 
^'-AE' 


(39) 
(40) 
(41) 


(42) 


Case  6.  This  case  differs  from  the  last  in  that  in  order  to 
economize  material  we  superpose  springs  of  different  lengths^ 
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and  make  them  of  such  a  shape  that  by  the  action  of  a  single 
force  at  the  free  end  they  are  bent  in  arcs  of  circles  of  nearly 
or  exactly  the  same  radius. 
The  force  P  bends  the 
lowest  triangular  piece  AA 
in  the  arc  of  a  circle.    The 

length  of  this  piece  is  -. 

In  order  that  the  re- 
maining parallelopipedical 
portion  may  bend  into  an 
arc  of  the  same  circle  it  is 
necessary  that  it  should  have 

acting  on  it  a  uniform  bending-moment  throughout,  and  this 
is  attained  if  it  exerts  a  pressure  at  A,^  upon  the  succeeding 
spring  equal  to  the  force  P,  and  following  this  out  we  should 
find  that  the  entire  spring  would  bend  in  an  arc  of  a  circle. 

The  values  of  P,  d,  d, ,  and  V  are  correctly  expressed  for 
this  case  by  (39),  (40),  (41),  and  (42). 

For  any  flat  springs  which  are  supported  at  the  ends  and 
loaded  at  the  middle^  or  where  two  springs  are  fastened  to- 
gfether,  it  is  easy  to  compute,  by  means  of  the  formulae  already 
developed,  by  making  the  necessary  alterations,  the  quantities 
J^.d  tf, ,  and  F,  and  this  will  be  left  to  the  student. 

COILED   SPRINGS   SUBJECTED   TO   TRANSVERSE   STRESS. 

Three  cases  of  coiled  springs  will  now  be  given  as  shown 
in  the  figures,  and  the  values  of  P,  tf,  (Jj,  and  Fwill  be  deter- 
mined for  each. 

In  each  of  these  cases  let  R  be  the  leverage  of  the  load, 
and  let  00  =  angle  turned  through  under  the  load.  Then  we 
may  observe  that  all  the  three  cases  are  cases  of  beams  sub- 
jected to  a  uniform  bending-moment  throughout  their  length, 
this  bending-moment  being  LR  for  load  L  and  PR  for  load  P. 
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Cases  i  and  2.  Coiled  spring,  rectangular  in  section. 
.M' 


^  =  i/ 


13 


bh*£' 


''Eh' 


(43) 
(44) 
(4S) 


.-.  v-^zfAi*^.)- 


Case  3.  Coiled  springs  cir- 
cular in  section. 


(46) 


.-.    V=Aj-AP^r) 


(50) 


TIME  OF  OSCILLATION   OF  A  SPRING. 

Since  in  any  spring  the  load  producing  any  displacement 
is  proportional  to  the  displacement,  it  follows  that  when  a 
spring  oscillates,  its  motion  is  harmonious. 
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Suppose  the  load  on  the  spring  to  be  P,  and  hence  its  nor- 
mal  displacement  to  be  d,.  Now  let  the  extreme  displacements 
on  the  two  sides  of  <^,  be  ^^o  >  and  the  force  producing  it  /,  so  that 
the  actual  displacement  varies  from  S^  -j-  d^  to  <^x  —  <^o  >  and  the 
force  acting  varies  from  P-\'pto  P  —  p. 

Now,  from  the  properties  of  the  spring  we  must  have 

^=y ;      .V  <^.  =  ;^<^,.  (51) 

Moreover,  in  the  case  of  harmonic  motion  the  maximum 

Wa'r 
value  of  the  force  acting  is  — (see  p.  104).     But  the  load 

o 

oscillating  is  P  instead  of  Wy  and  the  extreme  displacement  is 
tf,  instead  of  r. 
Hence  we  have 

/=7«'*.  =  !«•*.;  (5=«) 


=  -/!.  (S3) 


Hence  the  time  of  a  double  oscillation 


i=^=2n/Z.  .   (54) 
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CHAPTER    VII. 

STRENGTH   OF  MATERIALS  AS  DETERMINED   BY 
EXPERIMENT. 

§  2i6.  General  Remarks.  —  Whatever  computations  are 
made  to  determine  the  form  and  dimensions  of  pieces  that 
are  to  resist  stress  and  strain,  must,  if  they  are  to  have  any- 
practical  value,  be  based  upon  experiments  made  upon  the  ma- 
terials themselves. 

The  most  valuable  experiments  in  any  given  case,  whenever 
the  results  of  such  experiments  are  available,  are  those  made 
upon  pieces  of  the  same  quality,  size,  and  form  as  those  to 
which  the  results  are  to  be  applied,  and  under  conditions  en- 
tirely similar  to  those  to  which  the  pieces  are  subjected  in 
actual  practice. 

It  is  not  very  often  that  the  results  of  such  experiments  are 
available ;  and  hence  we  must,  in  general,  make  use  of  such 
tests  as  have  been  or  can  be  made,  and  from  them  determine 
the  strength  of  the  pieces  in  actual  use  by  computation,  making 
good  use  of  our  judgment. 

As  time  goes  on,  and  experimental  science  advances,  a 
greater  number  of  the  conditions  that  exist  in  actual  practice 
are  introduced  into  the  experiments  ;  and  hence  the  reliability 
of  the  experimental  results,  and  their  applicability  to  practical 
cases,  are  increased.  Nevertheless,  it  is  necessary  to  use  the 
utmost  caution  when  applying  the  results  of  the  experiments  to 
cases  where  the  conditions  are  different  from  those  under  which 
the  experiments  were  made.     An  attempt  will  be  made  in  this 
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chapter  to  give  an  account  of  the  most  important  results  of 
experiment  on  the  strength  of  materials,  and  to  explain  the 
modes  of  using  the  results  that  are  now  employed.  As  to 
the  way  in  which  the  experiments  have  generally  been  carried 
on,  we  may  observe :  — 

I®,  In  by  far  the  greater  number  of  cases,  the  test  pieces  have 
been  very  much  smaller  than  the  pieces  to  be  used.  Indeed, 
it  is  only  of  late  years  that  the  importance  of  testing  full-size 
pieces  has  been  recognized ;  and  hence  most  of  the  experiments 
upon  such  pieces  are  of  very  recent  date.  • 

2°.  In  the  greater  part  of  the  experiments  that  have  been 
made,  the  phenomena  observed  have  been  those  that  occur 
during  the  application  of  the  load  for  a  short  time  only ;  very 
little  having  been  done  by  way  of  determining  the  behavior  of 
the  pieces  under  a  long-continued  action  of  the  load,  or  under 
repeated  applications  of  the  load,  such  as  occur  in  practice. 

3^  Very  few  experiments  have  been  made  on  the  effect  of 
applying  two  kinds  of  stress  simultaneously,  as  tension  and 
bending,  or  twisting  and  bending,  or  on  applying  stresses  of 
opposite  kinds,  as  tension  and  compression,  successively. 

4°.  The  tests  thus  far  made  have  had  for  their  object  more 
frequently  to  determine  the  breaking-strength  of  the  piece. 
Next  to  this,  the  subject  most  frequently  experimented  upon 
has  been  the  limit  of  elasticity ;  and  less  has  been  done  by  way 
of  determining  the  modulus  of  elasticity,  and  other  matters. 

5°.  The  fact  that  the  breaking-strength  alone  is  not  a  suffi- 
cient criterion  by  which  to  determine  the  suitability  of  a  mate- 
rial for  use  in  construction,  has  been  recognized  only  by  the 
later  experimenters. 

6°.  In  order  to  understand  what  is  meant  by  "  the  limit  of 
elasticity,"  we  must  observe,  that,  if  a  small  load  be  applied  to 
the  piece  under  test,  and  then  removed,  the  deformation  or  dis- 
tortion caused  by  the  application  of  the  load  apparently  van- 
ishes, and  the  piece  resumes  its  original  form  and  dimensions 
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on  the  removal  of  the  load ;  in  other  words,  no  permanent  set 
takes  place.  When  the  load,  however,  is  increased  beyond  a 
certain  point,  the  piece  under  test  does  not  return  entirely  to 
its  original  dimensions  on  the  removal  of  the  load,  but  retains  a 
certain  permanent  set. 

The  load  upon  the  application  of  which  permanent  set 
apparently  begins,  is  called  the  limit  of  elasticity^  and  is  found 
by  experiment  to  be  at  about  one-third  the  breaking-weight  in 
iron,  and  from  one-third  upwards  in  steel,  sometimes  reaching 
nearly  three-fourths. 

Experiments  show,  however,  that  even  a  very  small  load  will 
produce  a  permanent  set,  and  that  the  apparent  return  of  the 
piece  to  its  original  dimensions  upon  the  removal  of  the  load  is 
only  due  to  the  want  of  delicacy  in  the  measuring-instruments 
that  have  been  used  in  the  tests.  A  better  definition  of  the 
limit  of  elasticity  would  therefore  be,  that  load  upon  the  appli- 
cation of  which  the  permanent  set  begins  to  be  noticeable,  with 
such  rough  means  of  measuring  as  a  pair  of  dividers. 

7^.  It  has  often  been  assumed,  that,  if  the  load  applied  ta 
the  piece  in  practice  exceeded  the  elastic  limit,  the  piece  would 
be  permanently  injured  in  its  properties  for  resisting  stress,  and 
that  the  deformation  and  injury  would  continue  increasing,  until 
eventually  fracture  would  occur.  It  has  been  proved  experimen- 
tally, however,  that  it  is  sometimes  advantageous  to  apply  once 
a  load  to  a  piece  somewhat  greater  than  the  elastic  limit,  and 
that  by  this  means  the  elastic  limit  is  increased.  This  process 
of  using  up  a  part  of  the  elasticity  of  the  piece  cannot  continue 
indefinitely,  and  the  data  to  show  how  far  it  can  be  advanta- 
geously carried  are  but  few. 

8^.  The  determination  of  the  modulus  of  elasticity,  which 
has  been  defined  (§  167)  as  the  ratio  of  the  stress  to  the  strain, 
is  a  very  important  matter ;  as  it  gives  us  the  means  of  com- 
puting the  deformation  under  any  given  load,  and  thus  deter- 
mining the  safe  load  by  prescribing  the  greatest  deformation  to 
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be  allowed,  rather  than  by  prescribing  that  the  safe  load  shall 
be  a  certain  fraction  of  the  breaking-load. 

9°.  Other  important  matters  which  guide  us  in  judging  of 
the  suitability  of  a  piece  for  the  purpose  to  which  it  is  to  bQ 
applied,  are,  the  appearance  of  its  fracture,  its  density,  its  homo- 
geneity, its  composition,  and  the  care  taken  in  its  manufacture, 
or  the  circumstances  of  its  growth  and  seasoning  if  it  is  wood, 
also  its  brittleness,  hardness,  malleability,  ductility,  the  amount 
of  warning  it  gives  before  giving  way,  etc. 

io°.  From  such  data  as  we  have  furnished  to  us  by  experi- 
ment, we  decide,  to  the  best  of  our  ability,  as  to  the  suitability 
of  the  piece  for  the  use  for  which  it  is  intended,  and  also  as  to 
the  amount  it  will  safely  bear,  when  we  know  its  dimensions, 
or  the  proper  dimensions  to  bear  safely  the  required  stress. 

11^  Tests  have  been  made  on  tension,  compression,  shear- 
ing, transverse  and  torsional  strength,  of  the  different  materials 
used  in  construction,  especially  cast-iron,  wrought-iron,  steel, 
and  wood,  also  copper  and  other  metals ;  but  the  tests  on  ten- 
sile strength  are  by  far  the  most  numerous  in  the  case  of  iron. 

§  217.  Cast-iron.  —  Cast-iron  is  a  combination  of  iron  with 
2  per  cent  to  6  per  cent  of  carbon.  The  large  amount  of  carbon 
which  it  contains  is  its  distinguishing  feature,  and  determines 
its  behavior  in  most  respects. 

Pig'Iron  is  the  result  of  the  first  smelting,  being  obtained 
directly  from  the  smelting-furnace.  The  ore  and  fuel  are  put 
into  the  furnace,  together  with  a  flux,  which  is  of  a  calcareous 
nature  when  the  ore  is  argillaceous,  or  which  contains  clay 
when  the  ore  is  calcareous.  The  mass  is  brought  to  a  high 
heat,  a  strong  blast  of  air  being  introduced.  The  mass  is  thus 
melted ;  the  fluid  iron  settling  to  the  bottom,  while  slag,  which 
is  the  result  of  the  combination  of  the  flux  with  the  impurities 
of  the  ore,  rises  to  the  top.  The  iron  is  drawn  off  in  the  liquid 
state,  and  run  into  moulds,  the  result  being  pig-iron. 

The  result  of  this  first  melting  is  very  rarely  used  for  any 
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casting;  but  the  pig-iron  is  usually  re-melted  in  a  cupola  furnace 
before  being  used,  the  result  of  this  re-melting  being  the  ordi- 
nary  cast-iron  of  commerce. 

The  pig-iron  is  divided  into  classes,  according  to  the  purpose 
for  which  it  is  intended,  and  the  amount  of  carbon  it  contains. 

Those  pigs  that  have  a  considerable  amount  of  carbon  in  me- 
chanical mixture,  and  show  a  gray  color  on  being  fractured,  are 
used  by  the  founder  to  melt  over,  and  make  cast-iron.  This  is 
called  "foundry  iron,"  and  is  divided  into  foundry  iron  Nos.  i, 
2,  and  3,  from  which  are  subsequently  made  gray  cast-iron 
Nos.  I,  2,  and  3.  When  there  is  less  carbon,  it  is  sometimes 
called  "foundry  No.  4,"  etc.;  but  it  is  only  used  to  make 
wrought-iron  of  an  inferior  quality. 

Those  pigs  which  are  to  be  used  in  making  wrought-iron 
and  steel,  and  which  have  been  fused  at  a  low  heat  and  with 
little  fuel,  are  called  ** forge-iron." 

Cast-iron  is  of  two  kinds,  white  cast-iron  and  gray  cast-iron. 
The  first  is  a  chemical  compound  of  iron  with  2  per  cent  to  6  per 
cent  of  carbon,  almost  all  of  the  carbon  being  chemically  com- 
bined with  the  iron.  The  second,  or  gray  cast-iron,  contains 
part  of  the  carbon  in  chemical  combination,  and  the  remainder 
in  the  state  of  graphite  mechanically  mixed  with  the  iron. 

Gray  Cast-Iron  is  divided  into  three  classes,  known  respec- 
tively as  Nos.  I,  2,  and  3. 

No.  I  contains  the  largest  amount  of  carbon  in  mechanical 
mixture,  the  effect  of  which  is  to  render  it  soft  and  fusible, 
though  not  as  strong  as  Nos.  2  and  3.  It  is,  therefore,  very 
suitable  for  making  castings  where  precision  in  form  is  a  desid- 
eratum, as  its  fusibility  causes  it  to  fill  the  mould  well.  It  is 
not  as  suitable,  however,  where  strength  is  required. 

No,  2  is  that  which  is  most  suitable  for  use  in  construction, 
as  it  is  stronger  than  No.  i,  and  not  so  soft. 

No,  J,  on  the  other  hand,  contains  the  smallest  amount  of 
carbon  in  the  graphitic  form,  and  is,  hence,  harder  and  more 
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brittle.  It  is  suited,  therefore,  only  for  the  massive  and  heavy- 
parts  of  machinery. 

White  Cast'Iron  contains  hardly  any  free  carbon.  It  is  of  two 
kinds,  granular  and  crystalline.  The  crystalline  variety  is  of 
no  use  in  construction  :  it  is  hard  and  very  brittle.  The  granu- 
lar variety  is  also  unsuitable  for  use  in  construction,  but  forms 
the  hard  skin  on  the  surface  of  a  piece  that  has  been  chilled. 

As  to  the  adaptability  of  cast-iron  to  construction,  it  pre- 
sents certain  advantages  and  certain  disadvantages.  It  is  the 
cheapest  form  of  iron.  It  is  easy  to  give  it  any  desired  form. 
It  resists  oxidation  better  than  either  wrought-iron  or  steel.  It 
has  a  very  high  compressive  strength.  On  the  other  hand,  its 
tensile  strength  is  comparatively  small,  averaging,  in  common 
varieties,  15000  pounds  per  square  inch,  or  thereabouts.  It 
cannot  be  riveted;  or  welded  by  forging.  It  is  brittle,  break- 
ing off  without  giving  much  warning,  and  stretching  but  little 
before  giving  way.  It  is  liable  to  hidden  and  small  surface 
defects  and  air-bubbles,  which  render  its  strength  somewhat 
doubtful.  It  is  also  liable  to  absorb  impurities  from  the  fuel  or 
flux  in  the  furnace,  the  most  injurious  being  sulphur  and  phos- 
phorus ;  the  effect  of  the  former  being  to  produce  red  short- 
ness, or  brittleness  when  hot,  and  that  of  the  latter  to  produce 
cold  shortness,  or  brittleness  when  cold. 

Another  very  serious  drawback  in  the  use  of  cast-iron  in  con- 
struction is  its  liability  to  initial  strains  from  the  inequality 
in  cooling.  Thus,  if  one  part  of  the  casting  is  very  thin  and 
another  very  thick,  the  thin  part  cools  first,  and,  in  cooling,  con- 
tracts ;  and  the  thick  part,  cooling  afterwards,  causes  stresses 
in  the  thin  part,  which  may  be  sufficient  to  break  it,  or,  if  not, 
there  may  be  so  much  stress  established,  that  but  little  more 
will  break  it.  Thus,  the  change  of  temperature  from  summer 
to  winter  is  sometimes  sufficient  to  break  the  arms  of  a  pulley 
from  off  the  rim.  Its  quality  depends  largely  upon  its  composi- 
tion and  its  density. 
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The  fracture  should  be  of  a  bluish-gray  color,  and  close- 
grained  texture,  with  considerable  metallic  lustre  if  the  iron  is 
of  good  quality.  If  the  fracture  is  mottled,  with  patches  of 
darker  or  lighter  iron,  or  crystalline  spots,  it  is  an  indication 
of  unsoundness,  especially  so  if  there  are  air-bubbles. 

It  is  not  well  adapted  to  bear  tension,  on  account  of  its  low 
tensile  strength,  and  also  on  account  of  its  brittleness  and 
treacherousness. 

In  former  times  it  was  extensively  used  for  iron  beams  to 
bear  a  transverse  load,  but  has  now  been  almost  entirely  super- 
seded by  wrought-iron  in  this  regard. 

It  is  still  used  for  columns  and  posts  in  buildings,  on  ac- 
count  of  its  high  compressive  strength  ;  but,  in  cases  where  the 
length  of  the  column  is  so  great  as  to  cause  it  to  give  way  by 
bending,  as  in  bridge  columns,  its  use  has  been  almost  wholly 
abandoned,  and  wrought-iron  and  steel  are  taking  its  place.  In 
the  case  of  bridge  columns,  it  is  also  necessary  to  use  a  metal 
which  can  easily  be  riveted,  and  to  which  the  other  members 
can  be  readily  attached ;  and  wrought  iron  is  more  suitable  thaa 
cast  for  this  purpose :  also  another  reason  is,  that  wrought-iron 
and  steel  are  much  better  suited  to  resist  shocks  than  cast-iron. 

In  machinery,  it  is  used  in  all  those  parts  where  weighty 
mass,  or  form  is  of  more  importance  than  strength,  as  in  the 
frames  and  bed-plates  of  machines,  also  for  hangers,  pulleys, 
and  gear-wheels. 

,  Cast-iron  is  also  used  for  water-mains  where  great  pressure 
is  to  be  resisted,  also  in  hydraulic  presses,  and  in  heavy  ord- 
nance. For  shafting,  wrought-iron  has  taken  its  place,  and  so 
also  for  th^  shells  of  steam-boilers,  with  the  exception  of  some 
sectional  boilers,  partly  on  account  of  its  low  tensile  strength 
and  general  untrustworthiness,  but  especially  because  of  its 
liability  to  give  way  without  warning  when  subjected  to  the 
sudden  expansions  and  contractions  which  it  would  have  to 
undergo  if  used  in  a  steam-boiler. 
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Malleable  Cast-Iron,  —  When  a  casting  is  to  be  made  in  a 
rather  intricate  form,  it  is  frequently  the  custom  to  malleableize 
the  cast-iron.  This  is  done  by  heating  it  to  a  bright-red  heat  in 
an  annealing  oven,  in  powdered  hematite  ore,  with  a  suitable 
flux.  By  this  process  a  part  of  the  carbon  is  removed,  and  the 
result  is  —  provided  the  casting  is  not  large  —  a  product  that 
can  be  hammered  into  any  desired  shape  when  cold,  but  is  very 
brittle  when  hot.  It  is  used  in  cases  where  toughness  is  re- 
quired, together  with  the  possession  of  an  intricate  form. 

§  218.  Tensile  and  Compressive  Strength  of  Cast-iron. 
— A  list  of  references  to  some  of  the  principal  experimental 
works  on  the  strength  and  elasticity  of  cast-iron  will  be  given. 

1°.  Eaton  Hodgkinson  :     (a)  Report  of  the  Commissioners  on  the 
Application  of  Iron  to  Railway  Structures. 
{b)  London  Philosophical  Transactions.     1840. 
{c)  Experimental  Researches  on  the  Strength  and  other  Prop- 
erties of  Cast-iron.     1846. 

2**.  W.  H.  Barlow  :  Barlow's  Strength  of  Materials. 

3°.  Sir  William  Fairbaim  :  On  the  Application  of  Cast  and  Wrought 
Iron  to  Building  Purposes. 

4°.  Major  Wade  (U.S.A.) :   Report  of  the  Ordnance  Department 
on  the  Experiments  on  Metals  for  Cannon.     1856. 

5°.  Capt.  T.  J.  Rodman  :  Experiments  on  Metals  for  Cannon. 

6°.  Col.  Rosset:  ResistenzadeiPrincipaliMetallidaBocchidiFuoco. 

7^  Report  for  1887,  of  the  Tests  of  Metals,  made  on  the  Govern- 
ment Testing  Machine  at  Watertown  Arsenal. 

8**.  Proceedings  of   the  Am.  Soc.  of   Mech.  Engineers  for  1889, 
page  187  et  seg. 

9°.  Bauschinger  :  Mittheilungen  aus  dem  Mech,  Tech.  Lab.     Miin- 
chen.     Heft  12,  1885,  and  Heft  15,  1887. 

10°.  Technology  Quarterly,  October,  1888,  page  12  et  seq. 

Hodgkinson  and  the  other  members  of  the  commission 
made  tests  to  compare  the  strength  of  iron  from  different  parts 
of  the  British  Isles. 
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The  following  table  gives  the  tensile  and  also  the  crushing 
strength  per  square  inch  of  the  different  kinds  tested  :  — 


Description  of  the  Iron. 


Tensile  Strength 

per 

Square  Inch, 

in  ibs. 


Height  of 
Specimen  for 
Compression, 

in  inches. 


Crushing-Strength 

per  Square  Inch, 

in  lbs. 


Lowmoor,  No.  i 

Lowmoor,  No.  2 

Clyde,  No.  I 

Clyde,  No.  2 

Clyde,  No.  3 

Blaenavon,  No.  i 

Blaenavon,  No.  2  (first  sample) 
Blaenavon,  No.  2  (second  sample), 

Calder,  No.  i 

Coltness,  No.  3 

BrjTnbo,  No.  i 

Brymbo,  No.  3 

Bowling,  No.  2 

Ystalyfera,  No.  2  (anthracite)  .  . 
Yniscedwyn,  No.  i  (anthracite)  . 
Yniscedwyn,  No.  2  (anthracite) 

Morries  Stirling's  (second  quality), 

Morries  Stirling's  (third  quality)  . 


12694 

15458 
161 25 
17807 
23468 

13938 
16724 
14291 

13735 
15278 
14426 
15508 

135" 
14511 

13952 
13348 

25764 

23461 


I.} 
{.i 

!.l 
1.1 
1.1 
i.l 
1.1 
1.1 
t.l 
1.1 
1.J 
).i 
1.1 
1.! 
I.i 

1.1 

{.I 


64534 
56445 
99525 
92332 


S74I 
109992 
102030 
107 197 
IO488I 


0561 
1176015 
102408 

^559 
68532 

72193 

75983 

100180 

101831 

74815 
75678 

76133 
76958 
76132 
73984 
99926 
95559 
83509 
59 


77124 
75369 


125333 
"9457 

158653 
129876 
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The  specimens  used  for  determining  the  tensile  strength 
were  all  cruciform  in  section  ;  those  for  determining  the  crush- 
ing-strength were  cylinders,  with  a  diameter  of  |  inch.  The 
machine  used  was  simply  a  single  lever,  with  a  scale-pan  at  the 
extreme  end,  in  which  weights  were  placed.  There  was  no 
provision  for  taking  up  the  stretch  of  the  specimen,  and  there- 
fore the  specimens  were  all  short. 

The  average  tensile  strength  of  these  specimens,  omitting 
the  StirHng  metal,  was  15298  lbs.  per  square  inch;  and  the 
average  compressive  strength  was  82296  lbs.  per  square  inch. 

It  will  be  observed,  that,  omitting  the  Stirling  iron,  which 
is  a  mixture  of  cast  and  wrought  iron,  the  tensile  strength 
ranged  from  12694  to  23468  lbs.  per  square  inch,  and  the  com- 
pressive strength,  from  56445  to  11 7605  lbs.  per  square  inch. 
The  reader  will  doubtless  observe,  that,  as  a  rule,  the  crushing- 
strengths  obtained  from  the  longer  specimens  were  less  than 
those  obtained  with  the  shorter  ones ;  but  this,  it  seems  to  the 
writer,  is  probably  due  to  the  nature  of  the  testing-machine, 
and  not  to  any  bending  in  the  specimen  due  to  its  length. 

Mr.  Hodgkinson  next  proceeded  to  compare  the  tensile 
strength  of  specimens  cruciform  in  section,  with  that  of  speci- 
mens circular  in  section  and  of  about  the  same  area.  He  found 
but  little  difference ;  and  this  could  readily  be  accounted  for  by 
the  fact,  that,  the  perimeter  of  the  cruciform  one  being  greater, 
the  proportion  of  hard  skin  would  be  greater  in  the  cruciform 
than  in  the  circular,  the  effect  of  this  being,  perhaps,  partially 
counteracted  by  some  little  initial  stress,  on  account  of  unequal 
cooling  of  the  different  parts. 

Hodgkinson  also  made  a  few  experiments  to  determine  the 
laws  of  extension  of  cast-iron,  and  for  this  purpose  used  rods 
10  feet  long  and  i  square  inch  in  section.  The  table  of  average 
results  i§  the  following  :  — 
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RESULTS    OF    NINE    TENSILE    TESTS. 


Weights  laid 

Extensions, 

Strains,  in 

Sets,  in 

Ratio  of 

Modulus 

on, 

in 

Sets, 

fractions  of 

Weight  to 

of 

in  lbs. 

inches. 

in  inches. 

the  length. 

the  length. 

Extensions 

Elasticity. 

1053.77 

0.0090 

_ 

0.00007 

^ 

I I 7086 

14050320 

1580.65 

0.0137 

0.00022 

O.OOOII 

0.0000018 

"5131 

13815720 

2107.54 

0.0186 

0.00055 

0.00016 

0.0000046 

"3309 

13597080 

3161.31 

0.0287 

0.00107 

0.00024 

0.0000089 

IIOI50 

13218000 

4215.08 

0.0391 

0.00175 

0.00033 

0.0000146 

107803 

12936360 

5268.85 

0.0500 

0.00265 

0.00042 

0.0000221 

105377 

12645240 

6322.62 

0.0613 

0.00372 

0.00051 

0.0000310 

IO3142 

12377040 

7376.39 

0.0734 

0.00517 

0.00061 

aoooo43i 

100496 

12059520 

8430.16 

0.0859 

0.00664 

0.00072 

0.0000553 

98139 

I 1776680 

9483.94 

0.0995 

0.00844 

0.00083 

0.0000703 

95316 

I 1437920 

10537.71 

0.1 136 

'    0.01062 

0.00095 

0.0000885 

92762 

IIIJI44O 

1 1 591.48 

0.1283 

0.01306 

0.00107 

0.0001088 

90347 

I0841640 

12645.25 

0.1448 

0.01609 

0.001 2 1 

0.0001 341 

87329 

10479480 

13699.83 

0.1668 

0.02097 

0.00139 

0.0001748 

82133 

9855960 

14793.10 

0.1859 

0.02410 

0.00155 

0.0002008 

79576 

9549120 

RESULTS    OF    EIGHT    COMPRESSIVE    TESTS. 


Weights  laid 
on. 

Compres- 
sions, 

Sets, 
in  inches. 

Strains,  in 
fractions  of 

Seu,in 
fractions  of 

Ratio  of 
Weight  to 
Compres- 
sions. 

Modulus 
of 

inlbt. 

in  inches. 

the  length. 

the  length. 

Elasticity. 

2064.75 

0.01875 

0.00047 

0.00016 

0.0000039 

II0I20 

1321440O 

4129.49 

0.03878 

0.00226 

0.00032 

0.0000188 

106485 

12778200 

6194.24 

0.05978 

0.00400 

0.00050 

0.0000333 

IO3617 

12434040 

8258.98 

0.07879 

0.00645 

0.00066 

0.0000538 

104823 

12578760 

10323.73 

0.09944 

0.00847 

0.00083 

0.0000706 

IO3819 

12458280 

12388.48 

0.12030 

0.01088 

0.00100 

0.0000907 

102980 

12357600 

14453.22 

O.14163 

0.01405 

0.001 18 

0.0001 171 

102049 

12245880 

16517.97 

0.16338 

O.OI712 

0.00136 

0.0001427 

I0II02 

12132240 

18582.71 

0.18505 

0.02051 

0.001 54 

0.0001709 

100420 

12050400 

2064746 

0.20624 

0.02484 

0.00172 

0.0002070 

1001 14 

12013680 

24776.95 

0.24961 

0.03220 

0.00208 

0.0002683 

99263 

1 191 1 560 

28906.45 

0.29699 

0.04300 

0.00247 

0.0003583 

97331 

I 1679720 

33030.80 

0.35341 

0.06096 

0.00295 

aooo5o8o 

93463 

II215560 
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These  tables  show  that  the  modulus  of  elasticity  of  cast- 
iron  varies  with  the  load,  growing  gradually  smaller  as  the  load 
increases. 

The  following  table  enables  us  to  compare  the  modulus  of 
elasticity  for  tension  with  that  for  compression  under  nearly  the 
same  load. 


Tension. 

Compression. 

Load 

per  Square 

Inch. 

Modulus  of 
Elasticity. 

Load 

per  Square 

Inch. 

Modulus  of 
Elasticity. 

2107 

4215 
6322 

8430 

10537 
12645 

14793 

13597080 
12936360 
12377040 
11776680 
11131440 
10479480 
9549120 

2064 
4129 

6194 

8258 

10323 

12388 

14453 

132 14400 
12778200 
12434000 
12578760 
12458280 
12357600 
12245880 

This  table  shows,  that,  with  moderate  loads,  the  modulus  of 
elasticity  for  tension  of  cast-iron  does  not  differ  materially  from 
that  for  compression,  and  that  the  difference  increases  as  the 
load  becomes  greater. 

This  fact  is  one  of  very  considerable  importance,  inasmuch 
as  it  is  one  of  the  fundamental  assumptions  in  the  common 
theory  of  beams ;  and  we  thus  see  that  experiment  justifies  our 
making  this  assumption  for  cast-iron  whenever  the  load  is  not 
excessive.  The  justification  is  even  greater  with  wrought-iron 
and  steel. 

The  gradual  decrease  of  the  modulus  of  elasticity  with  the 
increase  of  load  shows  that  Hooke*s  law,  "  Ut  tensio  sic  vis " 
(the  stress  is  proportional  to  the  strain),  does  not  hold  true  in 
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cast-iron  ;  nevertheless,  it  is  more  nearly  true  for  moderate  loads 
than  for  larger  ones. 

The  experiments  of  Major  Wade  of  the  United-States  army, 
most  of  which  were  made  at  the  South-Boston  Iron  Foundry, 
are  recorded  in  the  Report  of  the  Ordnance  Department  on 
metals  for  cannon,  printed  in  1856.  The  Report  contains 
experiments  in  regard  to  the  effect  of  keeping  the  iron  in  a 
state  of  fusion  for  a  long  time,  and  also  on  the  effect  of  suc- 
cessive re-meltings  upon  the  quality  of  the  iron  ;  and  he  says,  — 

"  k  is  found  that  the  same  iron  is  greatly  improved  in  qual- 
ity by  retaining  it  in  the  furnace  after  it  is  melted  for  consider- 
able periods  of  time,  and  that  it  is  further  improved  by  casting 
it  into  pigs,  and  again  re-melting  it.  But  it  is  known  also  that  a 
continuation  of  this  process  will  ultimately  impair  the  tenacity 
of  the  iron,  and  render  it  wholly  unfit  for  use.  It  is  found  also 
that  the  different  kinds  of  iron  require  a  different  kind  of  treat- 
ment to  produce  the  best  effect.  The  breaking-instrument  en- 
ables one  to  ascertain  the  effect  produced  by  these  processes  in 
all  their  several  stages  of  progress,  and  to  decide  on  that  which 
is  found  most  suitable  for  making  guns  of  the  best  quality." 

On  p.  279  of  the  Report  is  given  the  following  experiment 
in  this  regard  :  — 

"  The  first  sample  was  a  rough, 
crude  pig  of  grade  No.  i.  Green- 
wood iron. 

"  The  second,  third,  and  fourth 
are  the  same  iron,  cast  and  cooled 
in  like  manner,  and  differ  only  in 
the  number  of  times  melted ;  and 
they  exhibit  the  changes  effected 
in  the  strength  by  the  repeated 
meltings  only.  The  fifth  sample 
is  from  the  same  melting  as  the  fourth,  from  which  it  differs 
only  in  cooling,  being  cast  in  a  large  mass,  and  cooled  slowly." 


Fusion. 

Tensile 
Strength. 

Pig    . 
Bars  . 
Head, 

I  St 
r^d 

3d 
(4th 

4th 

14000 
20900 
30229 
35786 
33724 
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The  compressive  strength  of  cast-iron  tested  by  Major 
Wade  varied  from  84500  lbs.  per  square  inch  to  175000  lbs.  per 
square  inch.  The  following  table  of  results  of  a  number  of 
tests  of  metal  taken  from  different  cannon,  gives  the  average 
tensile  strength,  specific  gravity,  and  proportion  of  carbon  in 
the  lot  of  specimens  examined :  — 


Specific 
Gravity. 

Tensile 

Strength, 

lbs., 

per  Square 

Inch. 

Total 
Carbon. 

Combined 
Carbon. 

Allotropic 
Carbon. 

ist-class  guns, 
2d-class  guns, 
3d-class  guns, 

7.204 

7-154 
7.087 

28805 
24767 
20148 

0.0384 
0.0376 
0.0365 

0.0178 
0.0146 
0.0082 

0.0206 
0.0230 
0.0283 

It  will  be  noticed  that  an  increase  in  tensile  strength  is 
generally  accompanied  by  an  increase  in  specific  gravity. 
Thus  another  lot  of  iron  gave  the  following  results  :  — 


Tensile 

Strength, 

lbs.,  per 

Square  Inch. 

Specific 
Gravity. 

Mean     . 
Least     . 
Greatest, 

27232 
22402 
31027 

7.302 
7.163 
7.402 

He  also  experimented  on  the  difference  between  hot  and 
cold  blast  iron,  and  recommends  decidedly  the  cold  blast. 
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With  the  hot  blast,  unless  the  materials  — i.e.,  the  ore,  fuel, 
and  flux  —  are  very  pure,  more  of  the  impurities  are  fused,  and 
combine  with  the  iron ;  whereas  the  iron  can  be  made  much 
more  rapidly  by  its  use.  Indeed,  very  little  cold-blast  charcoal 
iron  is  made  at  the  present  time ;  i-e.,  iron  where  the  blast  is 
cold,  and  where  charcoal  is  the  only  fuel  used. 

The  rules  of  the  Ordnance  Department  of  the  United 
States  require  that  all  cast-iron  which  is  used  for  cannon  shall 
have  at  least  a  tensile  strength  of  30000  lbs.  per  square  inch. 

The  specimens  used  for  testing  the  tensile  strength  of  cast- 
iron  have  generally  been  made  with  shoulders  :  and  the  smallest 
part  has  had,  in  most  cases,  no  length ;  and  the  specimen  has 
had,  therefore,  very  little  opportunity  to  stretch. 

Colonel  Rosset,  of  the  Arsenal  at  Turin,  made  a  series  of 
experiments  upon  the  influence  of  the  shape  of  the  specimen 
upon  the  tensile  strength.  For  this  purpose  he  used  specimens 
with  shoulders;  and,  among  other  tests,  he  compared  the 
strength  of  the  same  iron  by  using  specimens  the  lengths  of 
whose  smallest  parts  were  respectively  i  metre,  30  millimetres, 
and  o  millimetres,  with  the  following  results  :  — 


Length  of  Specimen. 

Tensile  Strength,  in  lbs.,  per 

Square  Inch. 

1st  Cannon. 

2d  Cannon. 

3d  Cannon. 

I  metre      .     . 

30  millimetres  . 

0  millimetres  . 

31291 
32571 
33993 

25601 
34563 
36411 

28019 
3001 1 
3001 1 

It  will  thus  be  seen,  that,  before  we  can  decide  upon  the 
quality  of  cast-iron  as  affected  by  the  tensile  strength,  it  is 
necessary  to  know  the  length  of  that  part  of  the  specimen 
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which  has  the  smallest  area.  Colond  Rosset's  tests  of  cast- 
iron  were  almost  entirely  confined  to  high-grade  irons,  suitable 
to  use  in  cannons. 

He  deduced,  for  mean  value  of  the  modulus  of  elasticity  of 
the  specimens  i  metre  in  length,  20419658  lbs.  per  square  inch  : 
this,  of  course,  is  a  modulus  only  adapted  to  these  high  grades, 
and  is  not  applicable  to  common  cast-iron. 

Before  proceeding  to  iron  columns,  the  values  given  for  the 
tensile  and  compressive  strength,  and  modulus  of  elasticity, 
of  cast-iron,  in  lbs.,  per  square  inch,  given  by  Rankine  and 
Weisbach,  will  be  stated;  which  values  are  copied  by  many 
handbooks : — 


Tensile 
Strength. 

Compressive 
Strength. 

Modulus  of 
Elasticity. 

Professor  Rankine    . 
Professor  Weisbach, 

Various  qualities, 

Average.    .    .    . 
Average .... 

( 13400 

to 

'  29000 

16500 

18500 

1      82000 
to 

\  145000 

I 12000 

/  14000000 

to 

1  22900000 

17000000 

14220000 

§219.  Cast-iron  Columns.  Hodgkinson' s  Experiments, — 
The  high  compressive  strength  of  cast-iron  would  seem  to  ren- 
der it  a  very  suitable  material  for  all  cases  of  columns  or  struts. 

Nevertheless,  its  use  for  the  compression  members  of  bridge 
and  roof  trusses  has  now  been  almost  entirely  abandoned ;  and 
wrought-iron  has  taken  its  place  for  these  purposes,  —  partly 
because  these  struts  are  very  long,  and,  if  of  cast-iron,  might, 
on  account  of  the  bending,  bring  into  play  its  tensile  strength ; 
and  partly  because  wrought-iron  and  steel  can  be  easily  riveted, 
joined  to  other  pieces,  and  repaired,  whereas  cast-iron  cannot 
so  easily. 

Cast-iron  is  still  in  use  very  extensively  for  the  columns  of 
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buildings,  as  these  are  generally  shorter,  and  not  liable  to  such 
varying  loads,  as  is  the  case  with  bridges. 

Until  a  very  recent  date,  almost  the  only  experiments  on 
the  strength  of  cast-iron  columns  were  those  of  Hodgkinson, 
recorded  in  the  London  Philosophical  Transactions  for  1840. 

The  pillars  tested  were  mostly  of  cast-iron,  as  being  the 
material  in  most  general  use  at  that  time  for  that  purpose; 
but  some  were  of  wrought-iron,  and  a  few  of  wood. 

Until  the  time  when  Hodgkinson  made  his  experiments,  the 
prevailing  theory  of  the  strength  of  columns  was  that  of  Euler, 
which  has  been  already  explained  in  §  210. 

According  to  this  theory,  a  column  of  any  given  dimensions 
and  material  requires  a  certain  weight  to  bend  it,  even  in  the 
slightest  degree ;  and,  with  less  than  this  weight,  it  would  not 
be  bent  at  all. 

This  weight  producing  incipient  flexure  is  to  be  found,  as 
we  have  already  seen,  by  the  formulae, 

P  =  f  —  j  EI  for  one  end  fixed  in  direction  and  the  other 
rounded. 


EI  for  both  ends  rounded. 


P  z=,{  —  \  EI  for  both  ends  fixed  in  direction,  where  /  = 
length  of  column,  /  =  moment  of  inertia  of 
section,  E  =  modulus  of  elasticity  of  the  ma- 
terial. 
The  load  P  is,  then,  according  to  Euler,  the  breaking-load, 
unless  the  column  is  so  short  that  the  breaking-load  by  direct 
crushing  is  less  than  the  value  of  P,  in  which  case  the  column 
will  fail  by  direct  crushing.     Starting  from  this  point  of  view, 
Hodgkinson  says,  in  his  report,  "My  first  object  was  to  supply 
the  deficiencies  of  Euler's  theory  of  the  strength  of  pillars  if  it 
should  appear  capable  of  being  rendered  practically  useful,  and, 
if  not,  to  endeavor  to  adapt  the  experiments  so  as  to  lead  to 
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useful  results."  He  also  says,  in  regard  to  Euler's  theory,  "  I 
have  many  times  sought  experimentally,  with  great  care,  for  the 
weight  producing  incipient  flexure  according  to  the  theory  of 
Euler,  but  have  hitherto  been  unsuccessful.  So  far  as  I  can 
see,  flexure  commences  with  weights  far  below  those  with  which 
pillars  are  usually  loaded  in  practice.  It  seems  to  be  produced 
by  weights  much  smaller  than  are  sufficient  to  render  it  capable 
of  being  measured." 

Another  matter  to  which  Hodgkinson  devoted  considerable 
attention  in  this  investigation,  was  a  comparison  of  the  strength 
of  pillars  with  flat  and  with  rounded  ends  respectively.  By 
flat  ends  is  meant  having  the  ends  finished  in  planes  perpen- 
dicular to  the  axis,  and  having  the  resultant  of  the  weight  act 
along  the  axis :  the  ends  are  then  fixed  in  direction.  By  rounded 
ends  Hodgkinson  actually  meant  rounded  ends ;  and  he  used 
such  in  his  experiments,  making  them  generally  hemispherical 
in  form.  The  results  have  been  assumed  generally  to  apply  to 
pin  ends,  or  to  any  irregularity  of  fixing  the  ends  which  does 
not  absolutely  fix  them  in  direction. 

As  a  result  of  his  experiments  he  states,  that,  in  all  pillars 
whose  length  is  thirty  times  the  diameter  or  upward,  the 
strength  of  those  with  flat  ends  seems  to  be  about  three  times 
as  great  as  the  strength  of  those  with  rounded  ends ;  the  mean 
ratio  being  3.167. 

In  pillars  shorter  than  thirty  diameters,  the  ratio  decreased 
when  the  ratio  of  the  length  to  the  diameter  decreased. 

The  experiments  were  all  made  on  circular  or  hollow  circular 
pillars,  the  lengths  varying  from  7^  diameters  to  121  diameters ; 
a  case  of  the  first  being  one  15^  inches  long  and  0.51  inch  di- 
ameter, and  of  the  last,  30J  inches  long  and  i.oi  inch  diameter; 
the  largest  diameters  used  being  about  two  inches. 

The  empirical  formula  given  by  Hodgkinson  for  the  strength 
of  cast-iron  columns  more  than  thirty  diameters  long,  and  with 
flat  ends,  is 
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I .^_^^^.^^__^-^^^». 

7>=  99318^    ^./     :  (i) 

where  D  =  outside  diameter  in  inches,  d  =  inside  diameter  in 
inches,  /  =  length  in  feet,  and  P  =  breaking-weight  in  pounds. 
For  columns  less  than  thirty  diameters  long,  Hodgkinson 
gives  the  following  formula  for  the  breaking-strength  :  — 

be  ,  V 

where  c  =  force  which  would  crush  the  pillar  without  bending 
it,  b  =  breaking-weight  that  would  be  obtained  by  using  the 
formula  for  columns  more  than  thirty  diameters  long,_y  =  act- 
ual breaking-strength. 

For  determining  the  value  of  c,  we  have  as  the  crushing- 
strength  of  cast-iron,  from  some  experiments  of  Hodgkinson 
made  at  the  time  on  cast-iron,  the  value  109801  lbs.  per  square 
inch  ;  so  that  we  should  have, 

For  solid  circular  columns, 

c  =  1 09801 ;  (2) 

4 

For  hollow  circular  columns, 

c  ^  io98oi"(-^-^).  (4) 

4 

For  columns  with  rounded  ends  more  than  thirty  diameters 
long,  the  breaking-weight  would  be  about  one-third  of  the 
result  for  flat  ends,  and,  by  assuming  it  as  one-third  for  shorter 
columns,  we  should  err  on  the  side  of  safety. 

Mr.  James  B.  Francis  has  computed  and  published  a  series 
of  tables  of  the  strength  of  cast-iron  pillars  of  the  ordinary  sizes 
used  in  practice,  the  computations  being  made  by  means  of 
Hodgkinson's  formulae;  the  safe  weights  given  in  his  tables 
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being  one-fifth  of  the  breaking-weights  of  rounded-end  column's, 
or  one-fifteenth  of  the  breaking-weights  as  computed  by  the 
formulae  for  flat  ends,  and  the  following  are  his  directions  in 
regard  to  the  use  of  his  tables ': 

"  For  practical  purposes  we  may  divide  the  use  of  cylin- 
drical cast-iron  pillars  into  three  cases : 

"  1°.  Pillars  with  rounded  ends,  or  put  up  as  they  come 
from  the  founder,  or  with  only  the  prominent  irregularities  at 
the  ends  chipped  off,  or  however  the  ends  may  be,  if  the  weight 
is  very  unequally  distributed  over  their  surfaces,  or  if  unequal 
settlements  may  be  apprehended.  When  the  designer  of  the 
pillars  has  no  control  over  the  execution  of  the  work,  or  any 
guaranty  that  his  directions  will  be  minutely  followed,  his  only 
safe  course  will  be  to  consider  them  in  this  case.  The  weights 
given  in  the  tables  are  the  safe  weights  the  pillars  will  support 
in  this  case. 

"  2°.  Pillars  with  the  ends  turned  in  a  lathe,  to  planes  at 
right  angles  to  the  axes,  and  put  up  with  ordinary  care,  so  that 
the  weight  will  be  distributed  over  the  whole  area  of  the  ends ; 
the  pillars  being  made  and  put  up  under  the  eye  of  the  person 
responsible  for  their  sufficiency,  or  with  such  other  guaranty 
for  faithful  workmanship  as  may  be  satisfactory  to  him.  In 
this  case,  it  is  assumed  that  the  safe  weight  is  one  and  a  half 
times  that  for  a  pillar  with  rounded  ends,  and  may  be  found 
from  the  tables  by  adding  one-half  to  the  tabular  weight. 

"3°.  Pillars  with  the  ends  finished,  and  put  up  with  the 
degree  of  perfection  attained  in  Hodgkinson's  experiments  on 
pillars  with  flat  ends.  The  safe  weight  in  this  case  is  three 
times  that  given  in  the  tables." 

We  have  also  Gordon's  formulae,  which  have  been  already 
given  in  §  209,  the  constants  of  which  are  based  upon  Hodg- 
klnson's  experiments. 

Two  sets  of  tests  of  cast-iron  mill  columns  have  recently 
been  made  on  the  Government  testing-machine  at  Watertown 
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Arsenal ;  an  account  of  these  sets  of  tests  is  published  in  their 
reports  of  1887  and  of  1888. 

The  first  lot  consisted  of  eleven  old  cast-iron  columns,  which 
had  been  removed  from  the  Pacific  Mills  at  Lawrence,  Mass., 
during  repairs  and  alterations. 

The  second  lot  consisted  of  five  new  cast-iron  columns  cast 
along  with  a  lot  that  was  to  be  used  in  a  new  mill. 

Of  these  five,  the  strength  of  two  was  greater  than  the 
capacity  of  the  testing-machine,  hence  only  three  were  broken  ; 
while  in  the  case  of  the  other  two  the  test  was  discontinued 
when  a  load  of  800000  lbs.  was  reached.  All  the  columns  con- 
tained a  good  deal  of  spongy  metal,  which  of  course  rendered 
their  strength  less  than  it  would  otherwise  have  been ;  never- 
theless, inasmuch  as  this  is  just  what  is  met  with  in  building, 
it  is  believed  that  these  tests  furnish  reliable  information  as  to 
what  we  should  expect  in  practice,  and  that  this  information 
is  much  more  reliable  than  any  that  can  be  derived  from  test- 
ing small  columns. 

In  all  the  tests  the  compressions  were  measured  under  a 
large  number  of  loads  less  than  the  ultimate  strength ;  but  in- 
asmuch  as  it  is  not  possible,  in  the  case  of  cast-iron,  to  fix  any 
limits  within  which  the  stress  is  proportional  to  the  strain,  no 
attempt  will  here  be  made  to  compute  the  modulus  of  elas- 
ticity. Hence  there  will  be  given  here  a  table  showing  the 
dimensions  of  the  columns  tested,  their  ultimate  strengths, 
and,  in  those  cases  where  they  were  measured,  the  horizontal 
and  vertical  components  of  their  deflections,  measured  at  the 
time  when  their  ultimate  strengths  were  reached,  as  the  Govern- 
ment machine  is  a  horizontal  machine.  A  glance  at  the  table 
will  make  it  evident  that  we  cannot,  in  the  case  of  such  columns, 
rely  upon  a  crushing  strength  any  greater  than  25000  or  30000 
lbs.  per  square  inch  of  area  of  section.  Hence  it  would  seem 
to  the  writer  that,  in  order  to  proportion  a  cast-iron  column 
to  bear  a  certain  load  in  a  building,  we  should  first  compute 
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the  greatest  load  which  could  come  upon  the  column,  and,  di- 
viding this  by  5000,  which  would  correspond  to  a  factor  of 
safety  between  5  and  6,  obtain  an  area  of  section  which  might 
be  probably  adopted,  provided  it  proves  itself  sufficient  for  the 
other  requirements  which  are  to  follow  here.  Next,  determine 
the  outside  diameter  in  such  a  way  as  to  avoid  an  excessive 
ratio  of  length  to  diameter ;  if  this  ratio  is  not  much  in  excess 
of  twenty,  the  extra  stress  produced  by  any  eccentricity  of  the 
load  due  to  the  deflection  of  the  column  will  be  very  slight. 
At  the  same  time  see  that  the  thickness  of  metal  is  sufficient 
to  insure  a  good  sound  casting. 

Now,  having  figured  the  column  in  this  way,  compute  the 
outside  fibre  stress  (using  the  method  of  §  207)  that  would 
occur  with  the  loading  of  the  floors  assumed  to  be  such  as  to 
give  as  great  an  eccentricity  as  it  is  possible  to  bring  upon  the 
column.  If  this  distribution  of  the  load  is  one  that  is  likely 
to  occur,  then  the  maximum  fibre  stress  in  the  column  due  to 
it  ought  not  to  be  greatly  in  excess  of  5000  lbs.  per  square 
inch ;  but  if  it  is  one  which  there  is  scarcely  a  chance  of  realiz- 
ing, then  the  maximum  fibre  stress  under  it  might  be  allowed 
to  reach  loooo  lbs.  per  square  inch.  If  by  adopting  the  di- 
mensions already  chosen  these  results  can  be  obtained,  we  may 
adopt  them ;  but  if  it  is  necessary  to  increase  the  sectional 
area  in  order  to  accomplish  them,  we  should  increase  it. 

Another  matter  that  should  be  referred  to  here  is  the  fact 
that  a  long  cap  on  a  column  is  more  conducive  to  the  produc- 
tion of  an  eccentric  loading  than  a  short  one ;  hence,  that  a. 
long  cap  is  a  source  of  weakness  in  a  column. 

Other  sources  of  weakness  in  cast-iron  columns  are  spongy 
places  in  the  casting  (which  correspond  in  a  certain  way  with 
knots  in  wood),  and  also  an  inequality  in  the  thickness  of  the 
two  sides  of  the  column,  the  result  of  this  being  the  same  as 
that  of  eccentric  loading ;  and  it  is  especially  liable  to  occur  in 
consequence  of  the  fact  that  it  is  the  common  practice  to  cast 


Digitized  by 


Google 


372 


APPLIED  MECHANICS. 


K 


S 

•J 
O 

u 

ss 
o 

s 

< 
u 

fb 
o 

&; 

H 


.fi    ^1 

^" 

6  bB 

0  c 

*.            ^  c 

** 

u-3 

V 

i3 

«i 

«> 

C 

«l 

C 

1^ 
(1.5. 

• 

"!§&§• 

w  *-  C 

9 

i4 
9 

9 

u 
9 

9 

u 
9 

u 

9 

g^3      . 

c  a  V 

M 

9 

1 

J2 

1 

X 

8 

8if  8  ? 

0< 

a 

a 

0. 

a. 

Q. 

a 

OU 

w 
>« 

•5 

5     -o-" 

"8 

.0 

JO 

■s 

Si 

"8 

JO 

■8 

03 

•s 

-gs-s  -g 

E=35i 

'S 

'(« 

'S 

*5 

'S 

*s 

-a 

^S-s  = 

h          h 

h.      h 

b< 

U. 

b 

b 

(X4 

Vu 

b 

b    (>^  {X 

Resultant 
Deflec- 
tion. 

d 

9 

M 

d 

M      M    d 

4 

ti 

8 

& 

^          fN.     GO 

s  S 

.2  w 

5 

> 

0 

M 

0 

000 

00 

0 

m 

0       00    CO 

^ 

0 
d 

d 

d 

en      00     en 

M      d    d 

Ultimate 
Strength 

per 
Sq.  In., 

lbs. 

<g     a 

8       % 

R 

& 

0 

a 

0 

a 

^ 

R    2   8 

oo           en 

xn      GO 

en 

^ 

en 

oo 

en 

^         M      •-■ 

ao             en 

en      0 

0 

en 

en 

M 

kn       i>>    kn 

CO               ^ 

CO        « 

en 

« 

0 

en 

« 

en 

en 

www 

llfi 

1       1 

8    1 

8 

1 

1 

in 

1 

! 

1 

•r      0     "^ 

M                     «n 

0 

»n 

vO 

\n 

00 

»n       r^    en 

^S  J5 

\n            m 

V      to 

en 

en 

m 

•H 

en 

kn       -^    w 

Art 

1  §  sfi 

» K 

s  s. 

3; 

2" 

0 
m 

s> 

tn      GO     w 
!>>       w      w 

•s  -  -5  ri- 

O            f^ 

■8    = 

M 

M 

00 

to 

in 

in 

0 

M       f>.    en 

.9  w  <  a 

M                     C« 

M 

M 

W             l-l         M 

S.X 

CO                « 

M 

M                     M 

M 

•£  J 

m           CO 

Ov        ^ 

0 

M 

"8« 

0 

0 

M 

M 

O*       0    Q 

•?J 

M                    «n 

en      1^ 

en 

en 

-t 

rr 

1- 

r^ 

r*          1^ 

0        ^ 

^ 

•* 

»n 

M 

CI 

C* 

« 

> 

1 

II 

1     1 

S:    8: 

1 

8: 

^ 

Hi 

1   fl 

•suuinioD  pio 

*6uiunio3 

M9K 

Digitized  by 


Google 


APPLIED    MECHANICS, 


373 


— iHgaaH»fti«»-Oor  4,e>-«-~ 


n 


# 


I* 4i9;8a9i-po8n«8-00l 


—2 S.--t| 


O'T    11" 


S^ 


s 


HE 


r 


^-^ 
j!!!jl 


J.»           — maii9ni«»n»gj|)ot —    «f«  „«^^^^ 
»- H«-«t ^ »j 


2     '§ 


jy 


§f? 


iQi 


i!2 


S3 


q3Ai9i4)efti«3.  XI- 


^*^ 


?5 


roir-n ^^ — 


% 


Digitized  by  VjOOQIC 


.374 


CAST' IRON    COLUMNS, 


-4075- 


^^F^ 


»      rr 
^-^V^ 


ig:r-~-~:Zr~r-"z:: 


i M^-S-Jft;:    - 


-15— >+f- 


-  •CO-gauged-lemj^fa 


^% 


J2r7 =^T 


II 


± ^ 


'    V|<    lOO-gauged-lengtli      >| 


IS— 0.9 "■ — ItT-ir 

isS-         >i<    lOO^auged-length       »j i_!f^      8 


;: — ^ 


.'L^'.'' 


h^-     >|<    lOO-gaqged-lengtli      >| ^        ^    8^ 

—      1 f  ^'"gf  I  ■  r 


--=25* 


SIX 


^ —     *\<  lOO-ganged-lepgth H 


— 100-franged-l4 


i 


§ 


Digitized  by 


Google 


CAST-IRON  COLUMNS.  375 

columns  on  their  side,  and  not  on  end.  The  engineer  should, 
however,  inspect  all  columns  to  be  used  in  a  building,  and  re- 
ject any  that  have  the  thickness  of  the  shell  ditfering  in  different 
parts  by  more  than  a  very  small  amount. 

Professor  Bauschinger,  of  the  Munich  laboratory,  made  two 
series  of  tests  of  full-size  cast-  and  of  wrought-iron  columns  in 
order  to  determine  the  effect  upon  their  strength  of  exposing 
them  to  the  heat  of  a  fire,  and  then  sprinkling  them  with  water 
from  a  hose  after  they  had  come  to  a  red  heat.  The  columns 
were  placed  in  his  (horizontal)  testing-machine,  and  loaded 
with  what  he  estimated  as  the  safe  load,  using  a  factor  of 
safety  five. 

The  formulae  which  he  used  in  the  first  series  of  tests  made 
in  1884,  and  reported  in  Heft  XII  of  the  Mittheilungen,  were, 
when  reduced  to  English  measures,  pounds  and  inches  being 
the  units  : 

For  cast-iron, 

p^      19912^ 


I  +  0.0006-5 


For  wrought-iron. 


11378^ 


I  +  0.00009    i 
H 

where  P  =  safe  load  (factor  of  safety  five),  A  =  area  of  section, 
/  =  length,  p  =  least  radius  of  gyration. 

A  fire  was  made  in  a  U-shaped  receptacle  under  the  post, 
so  arranged  that  the  flames  enveloped  the  post.  The  tem- 
perature was  determined  from  time  to  time  by  means  of  alloys 
of  different  melting-points ;  and  the  horizontal  and  vertical 
components  of  the  deflections  were  read  off  on  a  dial  as  indi- 
cated by  a  hand  attached  to  the  post  by  a  long  wire.  The 
post  was  also  examined  for  cracks  or  fractures. 
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In  the  1884  series  he  tested  six  cast-iron  posts  of  various 
styles,  and  three  wrought-iron  posts,  one  of  them  being  made 
of  channel  irons  and  plates  put  together  with  screw-bolts,  one 
of  I  irons  and  plates  also  put  together  with  screw-bolts,  and 
one  hollow  circular.  He  measured  the  deflections  and  the 
temperatures  at  different  times,  and  while  he  tested  in  many 
cases  the  effect  of  sprinkling  at  lower  temperatures,  he  always 
tried  it  after  the  post  had  reached  redness,  or  else  about  600® 
Centigrade. 

He  generally  had  the  bolts  that  held  the  platforms  of  the 
machine  tight,  thus  fixing  the  ends  of  the  columns  in  direc- 
tion  ;  but  in  some  cases  he  loosened  .these  bolts,  and  thus  left 
the  ends  free  to  change  their  directions. 

He  says,  however,  that  this  latter  arrangement,  while  it 
weakens  the  post,  has  less  effect  than  the  manner  of  sprink- 
ling, i.e.,  the  part  of  the  post  where  the  stream  is  thrown. 

The  details  of  the  tests  will  not  be  given  here,  but  only 
Bauschinger's  conclusions.     He  said  : 

That  wrought-iron  columns,  even  under  the  most  favorable 
adjustment  of  their  ends  and  of  the  manner  of  loading,  bend 
so  much  that  they  cannot  hold  their  load,  sometimes  with  a 
temperature  less  than  600°  Centigrade,  and  always  when  they 
are  at  a  red  heat ;  and  this  bending  is  accelerated  by  sprink- 
ling on  the  opposite  side,  even  when  only  the  ends  of  the  post 
are  sprinkled. 

That  under  similar  circumstances  cast-iron  posts  bend,  and 
this  bending  is  increased  by  sprinkling  ;  but  it  does  not  exceed 
certain  limits,  even  when  the  post  is  red  for  its  entire  length 
and  the  stream  of  water  is  directed  against  the  middle,  and  the 
post  does  not  cease  to  bear  its  load  even  when  cracks  are  de- 
veloped by  the  sprinkling.  Only  when  both  ends  of  a  cast-iron 
post  are  free  to  change  their  directions  does  sprinkling  them 
at  the  middle  of  the  opposite  side  when  they  are  red  make 
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them  break,  but  such  an  unfavorable  case  of  fastening  the  ends 
hardly  ever  occurs  in  practice. 

That  the  cracks  in  the  columns  tested  occurred  in  the 
smooth  parts,  and  not  at  corners  or  projections. 

That  the  result  of  these  tests  warns  us  to  be  much  more 
prudent  in  regard  to  the  use  of  wrought-iron  in  building.  If 
posts  which  are  subjected  to  a  longitudinal  pressure  bend  so 
badly  when  subjected  to  heat  on  one  side  that  they  lose  the 
power  of  bearing  their  load,  how  much  more  must  this  be  the 
case  with  wrought-iron  beams ;  and  he  urges  the  importance  of 
making  more  experiments. 

In  Heft  XV  of  the  Mittheilungen  he  says  that  the  results 
were  criticised  in  two  ways,  viz. : 

{a)  Moller,  in  an  article  published  in  the  Arch.  u.  Ing. 
Vereins  zu  Hamburg  of  October  21st,  1885,  claimed  that 
Bauschinger  had  not  used  correct  constants  in  the  formulae 
by  which  he  computed  the  safe  loads,  and  hence  that  the  loads 
he  had  put  on  the  cast-iron  columns  were  very  light  in  com- 
parison with  those  which  he  put  on  the  wrought-iron. 

{b)  Gerber  claimed  that  the  built-up  wrought-iron  posts 
which  Bauschinger  used  were  not  properly  made,  and  that  they 
should  have  had  more  bolts  or  rivets  and  been  better  stiffened 
sideways. 

Bauschinger  therefore  concluded  to  make  a  new  set  of  tests, 
and  for  this  purpose  he  had  made  two  cast-iron  and  five 
wrought-iron  columns — the  former  being  carefully  cast,  but  on 
the  side,  while  the  wrought-iron  ones  were  made  by  a  bridge 
company  of  very  good  reputation,  and  four  of  them  were  similar 
to  those  made  at  the  time  for  a  new  warehouse  in  Hamburg. 

Two  of  the  five  were  made  of  channels  and  plates  riveted 
together  throughout  their  entire  length,  making  a  box  section. 
The  other  three  were  each  made  of  four  angle-irons  set  in  the 
form  of  a  cross,  with  spaces  between  them,  but  fastened  to- 
gether by  other  irons  riveted  to  them  at  intervals.    The  first 
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two  continued  to  bear  their  load  after  heating  and  sprinklings 
but  not  the  last  three ;  while  the  cast-iron  columns  behaved  in 
a  similar  way  to  what  they  did  in  the  previous  set  of  tests. 

He  now  used  for  the  wrought-iron  posts  the  same  formula 
as  before,  since  it  gives  lower  values  than  Gerber's  formula, 

_      14223^ 

.         r 

I  +  0.000 1 -i 

For  the  two  cast-iron  posts,  on  the  other  hand,  he  now- 
used  the  following  formula,  which  gave  very  considerably 
higher  results  than  that  which  he  used  in  the  other  tests : 

19912^ 

I  -f-  0.00025-i 

The  tests  were  made  just  as  before,  and  the  following  are 
his  conclusions : 

That  when  wrought-iron  posts  are  as  well  constructed  as 
the  two  referred  to,  they  resist  fire  and  sprinkling  tolerably- 
well,  though  not  as  well  as  cast-iron ;  but  that  posts  con- 
structed like  the  other  three,  even  with  the  fire  alone,  and 
before  the  sprinkling  begins,  get  so  bent  that  they  can  no 
longer  hold  their  load.  Good  construction  requires  that  the 
rows  of  rivets  shall  extend  through  the  entire  length  of  the 
post,  and  the  rivets  should  be  quite  near  each  other ;  but  the 
tests  are  not  extensive  enough  to  show  what  are  the  necessary 
requirements  to  make  wrought-iron  posts  able  to  stand  fire  and 
sprinkling ;  in  order  to  know  this  more  experiments  are  needed. 

In  Dingler's  Pol)rtechnisches  Journal  for  1889,  page  259  et 
seg.y  is  an  article  by  A.  Martens,  an  engineer  in  Berlin,  upon 
the  behavior  of  cast-  and  wrought-iron  in  fires,  considering  es- 
pecially the  burning  of  a  large  warehouse  in  Berlin,  and  advo- 
cating the  protection  of  iron  work  by  covering  it  with  cement. 
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He  says  that  there  are  two  series  of  tests  upon  this  subject, 
one  of  which  is  the  tests  of  Bauschinger  already  explained,  and 
the  other  a  set  of  tests  made  by  Mdller  and  Luhmann. 

The  following  account  of  the  latter  is  condensed  from  Mr. 
Martens's  paper.  The  account  was  published  in  the  Verhand- 
lung  der  Verein  fiir  Gewerbefleis  for  1887,  page  573  et  seq. 

The  tests  were  made  in  a  much  cruder  manner  than  those 
of  Bauschinger,  as  the  machine  used  was  a  hydraulic  press,  the 
load  being  weighed  by  a  gauge  on  the  cylinder,  hence  render- 
ing the  results  subject  to  the  error  of  the  piston  friction — an 
unknown  and  sometimes  a  very  considerable  quantity;  also, 
the  deflections  were  measured  by  a  lever. 

He  says  that  Moller  claims  that  posts  in  use  are  not  loaded 
centrally,  but  that  the  load  is  generally  eccentric,  and  that  he 
loaded  all  of  his  posts  in  such  a  way  that  the  resultant  pressure 
was  applied  about  o'^4  out  of  centre,  and  that  Moller  gives  a 
formula  which,  in  accordance  with  his  experiments,  will  give 
the  load  a  post  can  safely  bear  under  such  circumstances  when 
subjected  to  fire  and  sprinkling. 

The  tests  were  made  on  posts,  the  area  of  whose  section 
was  about  9.6  or  9.9  sq.  in.,  and  of  lengths  of  1,2,  and  4  metres 
respectively  for  the  cast-iron  and  of  I  and  2  metres  only  for 
the  wrought-iron.  The  hollow  ones  had  an  outside  diameter 
of  about  5''.9  and  thickness  of  about  o'^6,  The  solid  ones  had 
a  diameter  of  about  3".5.  Also,  riveted  posts,  of  the  same  area 
of  section  and  2  metres  long,  were  tested. 

Besides  this  he  tested  a  cast-  and  wrought-iron  post,  each 
protected  by  a  coating  of  cement  about  2'^5  thick ;  a  riveted 
post  covered  with  pine  about  o",g  thick;  and  a  cast- and  a 
wrought-iron  post,  each  with  a  2"  gas-pipe  in  the  middle,  with 
the  space  between  filled  with  cement.  * 

M6ller*s  conclusions,  as  stated  by  Martens,  are  as  follows : 

I**.  With  ten  cast-iron  posts  he  could  not  get  any  cracks 
by  sprinkling  at  a  red  heat ;  but  it  is  to  be  noted  that  his  were 
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new  posts,  while  those  used  in  Bauschinger's  first  series  were 
old  ones,  and  that  those  in  Bauschinger's  second  series,  which 
were  new  and  very  carefully  cast,  did  not  show  cracks  either. 

2°.  He  claims  that  while  the  cracks  would  allow  the  post 
still  to  bear  a  centre  load,  it  could  not  bear  an  eccentric  load 
or  a  transverse  load. 

3^  He  claims  that  the  load  on  a  cast-iron  post  should  be 
limited  to  one  which  shall  not  produce  sufficient  bending  to 
bring  about  a  tensile  stress  anywhere  when  the  post  is  bent  by 
the  heat  and  sprinkling. 

4°.  He  claims  that  in  either  cast-  or  wrought-iron  posts,  if 
the  ends  are  not  fixed,  the  ratio  of  length  to  diameter  should 
not  exceed  lo,  whereas  if  they  are  it  should  not  exceed  17; 
also,  that  there  is  no  such  thing  as  absolute  safety  from  fire 
with  iron. 

5°.  A  covering  of  cement  delays  the  action  of  the  fire,  and 
that  therefore  such  a  covering  is  a  protection  to  the  post 
against  excessive  one-sided  heating  and  cooling. 

6°.  Cast-iron  is  more  likely  to  have  at  any  one  section  a 
collection  of  hidden  flaws  than  wrought-iron. 

By  way  of  comment  I  should  say: 

I**.  The  inaccuracy  of  his  testing-machine,  which  may  have 
been  wrong  by  \o%y  or  even  more,  necessarily  vitiates  any  for- 
mula he  might  devise  for  the  cases  he  tried,  viz. :  o"./^  eccen- 
tricity. 

2''.  The  eccentricity  o".4  does  not  represent  what  occurs  in 
practice,  as  the  latter  are  variable,  and  usually  far  larger  than 

o".4. 

S"".  The  fact  that  Bauschinger  found  cracks  when  testing 

old  posts,  whether  they  be  due  to  eccentricity,  overstraining, 
or  originally  poor  quality,  proves  that  cracks  are  likely  to  occur. 
The  conclusions  to  which  I  have  not  referred  in  these  com- 
ments are  not  based  upon  the  experiments,  but  upon  M6ller*s 
judgment. 
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§  220.  Transverse  Strength  of  Cast-iron. — ^At  one  time 
cast-iron  was  very  largely  used  for  beams  and  girders  in  build- 
ings to  support  a  transverse  load.  Its  use  for  this  purpose  has 
now  been  almost  entirely  abandoned,  as  it  has  been  superseded 
by  wrought-iron  and  steel. 

A  great  many  experiments  have  been  made  on  the  trans- 
verse strength  of  cast-iron ;  the  specimens  used  in  some  cases 
being  small,  and  in  others  large.  The  records  of  a  great  many 
experiments  of  this  kind  are  to  be  found  in  the  first  four  books 
of  the  list  already  enumerated  in  §  218.  The  details  of  these 
tests  will  not  be  considered  here,  but  an  outline  will  be  given 
of  some  of  the  main  difficulties  that  arise  in  applying  the  results 
and  in  using  the  beams. 

Cast-iron  is  treacherous  and  liable  to  hidden  flaws;  it  is 
brittle.  It  is  also  a  fact  that  in  casting  any  piece  where  the 
thickness  varies  in  different  parts,  the  unequal  cooling  is  liable 
to  establish  initial  strains  in  the  metal,  and  that  therefore 
those  parts  where  such  strains  have  been  established  have 
their  breaking-strength  diminished  in  proportion  to  the  amount 
of  these  strains. 

In  the  case  of  cast-iron  also,  the  ratio  of  the  stress  to  the 
strain  is  not  constant,  even  with  small  loads,  and  is  far  from 
constant  with  larger  loads  ;  also,  inasmuch  as  the  compressive 
strength  is  far  greater  than  the  tensile,  it  follows  that,  in  a 
transversely  loaded  beam  which  is  symmetrical  above  and  be- 
low the  middle,  the  fibres  subjected  to  tension  approach  their 
full  tensile  strength  long  before  those  subjected  to  compression 
are  anywhere  near  their  compressive  strength.  The  result  of 
all  this  is,  that  if  a  cast-iron  beam  be  broken  transversely,  and 
the  modulus  of  rupture  be  computed  by  using  the  ordinary 
formula. 
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we  shall  find,  as  a  rule,  a  very  considerable  disagreement  be- 
tween the  modulus  of  rupture  so  calculated  and  either  the 
tensile  or  compressive  strengfth  of  the  same  iron.  Indeed, 
Rankine  used  to  give,  as  the  modulus  of  rupture  for  rectangu- 
lar cast-iron  beams,  40000  lbs.  per  square  inch,  and  for  open- 
work beams  17000  lbs.  per  square  inch,  which  latter  is  about 
the  tensile  strength  of  fairly  good  common  cast-iron. 

A  great  deal  has  been  said  and  written,  and  a  good  many 
experiments  have  been  made,  to  explain  this  seeming  disagree- 
ment between  the  modulus  of  rupture  as  thus  computed,  and 
the  tensile  strength  of  the  iron.  Barlow  proposed  a  theory 
based  upon  the  assumption  of  the  existence  of  certain  stresses 
in  addition  to  those  taken  account  of  in  the  ordinary  theory  of 
beams,  but  his  theory  has  no  evidence  in  its  favor. 

Rankine  claimed  that  the  fact  that  the  outer  skin  is  harder 
than  the  rest  of  the  metal  would  serve  to  explain  matters,  but 
this  would  not  explain  the  fact  that  the  discrepancy  exists  in 
the  case  of  planed  specimens  also. 

Neither  Barlow  nor  Rankine  seems  to  have  attempted  to 
find  the  explanation  in  the  fact  that  the  formula 

/-^ 

^       I 

assumes  the  proportionality  of  the  stress  to  the  strain,  and 
hence  that  is  less  and  less  applicable  the  greater  the  load,  and 
hence  the  nearer  the  load  is  to  the  breaking  load.  An  article 
by  Mr.  Sondericker  in  the  Technology  Quarterly  of  October, 
1888,  gives  an  account  of  some  experiments  made  by  him  to 
test  the  theory  that  "  the  direct  stress,  tension,  or  compression, 
at  any  point  of  a  given  cross-section  of  a  beam,  is  the  same 
function  of  the  accompanying  strain,  as  in  the  case  of  the  cor- 
responding stress  when  uniformly  distributed,"  and  the  results 
bear  out  the  theory  very  well ;  hence  it  follows  that,  if  we  use 
the  common  theory  of  beams,  determining  the  stresses  as  such 
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multiples  of  the  strains  as  they  show  themselves  to  be  in  direct 
tensile  and  compressive  tests,  the  discrepancies  largely  vanish, 
and  those  that  are  left  can  probably  be  accounted  for  by  initial 
stresses  due  to  unequal  rate  of  cooling,  and  by  the  skin,  or 
by  lack  of  homogeneity.  In  the  same  article  he  quotes  the 
results  of  other  tests  bearing  more  or  less  on  the  matter,  and 
there  will  be  quoted  here  the  table  on  the  next  page. 
If,  therefore,  we  wish  to  make  use  of  the  formula 

y 

in  calculating  the  strength  of  cast-iron  beams,  we  cannot  use 
one  fixed  value  of  /  for  all  beams  made  of  one  given  quality 
of  cast-iron,  but  we  shall  have  to  use  a  very  varying  modulus 
of  rupture,  varying  especially  with  the  form,  and  also  with  the 
size  of  the  beam  under  consideration.  Now,  in  order  to  do 
this,  and  obtain  reasonably  correct  results,  we  need,  wherever 
possible,  to  use  values  of  /  that  have  been  deduced  from  ex- 
periments upon  pieces  like  those  which  we  are  to  use  in  prac- 
tice, and  under,  as  nearly  as  possible,  like  conditions. 

There  are  not  very  many  records  of  such  experiments  avail- 
able, and,  in  cases  where  we  cannot  obtain  them,  it  will  prob- 
ably be  best  to  use  a  value  of  /  no  greatei  than  the  tensile 
strength  for  complicated  forms,  and  forms  having  thin  webs. 
For  pieces  of  rectangular  or  circular  section  we  might  probably 
use,  for  good  fair  cast-iron,  25000  to  30000  lbs.  per  square 
inch. 

A  few  tests  of  the  character  referred  to  have  been  made  in 
the  engineering  laboratories  of  the  Massachusetts  Institute  of 
Technology,  and  a  brief  statement  of  them  will  be  given  here. 
The  first  that  will  be  referred  to  here  is  a  series  of  experiments 
made  by  two  students  of  the  Institute,  an  account  of  which  is 
given  in  the  Proceedings  of  the  American  Society  of  Mechani- 
cal Engineers  for  1889,  pp.  187  et  seq. 

The  object  of  this  investigation  was  to  determine  the  trans- 
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Form  of 
Beam   Sec- 
tion. 


Tensile 

Strength, 

lbs.  per  Sq, 

In. 


19850 
16070 
34420 
24770 
25040 


Modulus  of 
Rupture 

J-       J  , 

ll>8.  perSq. 
In. 


41320 
35500 
63330 
54390 
46280 


Mean 


16070 
36270 
19090 


29250 
58760 
33740 


Mean. 


19470 
31430 
19880 
24770 
25040 


34000 
49030 
33860 
42340 
421 10 


Mean. 


19470 
16070 
31860 
25040 


28150 
22500 
36640 
31310 


Mean. 


16070 
31290 
18050 
22470 


23780 
34730 
24550 
26150 


Mean. 


Ratio. 


2.08 
2.21 
1.84 
2.19 
1-85 
2.03 


1.82 
1.62 
1-77 

1.74 


1-75 
1.56 
1.70 
I.7I 
1.68 

1.68 


1.31 


1.48 
I. II 
1.36 
I.16 


Condition 

of 
Specimen. 


Turned 
Turned 
Turned 
Turned 
Rough 


Planed 
Planed 
Planed 


Planed 
Planed 
Planed 
Planed 
Rough 


Planed 
Planed 
Planed 
Rough 


Planed 
Planed 
Planed 
Rough 


Experimenter. 


C.  Bach.* 

Consid^re.f 

Consid^re. 

Robinson  and  Segundo.  % 

Robinson  and  Segundo. 


Considire. 
Consid^re. 
C.  Bach. 


C.  Bach. 
Consid^re. 
Sondericker. 
Robinson  and  Segundo. 
Robinson  and  Segundo. 


C.  Bach. 

Considdre. 

Considdrc. 

Robinson  and  Segundo. 


Consid^re. 
Consid^re. 
Sondericker. 
Burgess  and  Viel6.  § 


•  See  Zeiiscbrifi  des  Vereinea  Deutscher  Ingenieure,  Mar.  3d  and  loth.  1888. 

t  See  Annates  des  Fonts  et  Chauss^s,  1885. 

tSec  Proceedings  Institute  of  Civil  Engineers,  Vol  86. 

S  See  Proceedings  Am.  Soc.  Mecbl.  Bngrs.  1889,  pp.  X87  et  aeq. 
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verse  strength  of  cast-iron  in  the  form  of  window  lintels,  and 
also  the  deflections  under  moderate  loads,  and  from  the  latter 
to  deduce  the  modulus  of  elasticity  of  the  cast-iron,  and  to 
compare  it  with  the  modulus  of  elasticity  of  the  same  iron,  as 
determined  from  tensile  experiments  ;  also  the  tensile  strength 
and  limit  of  elasticity  of  specimens  taken  from  different  parts 
of  the  lintel  were  determined. 

The  iron  used  was  of  two  qualities,  marked  /^and  »S  respec- 
tively. 

The  tensile  specimens  were  cast  at  the  same  time,  and  from 
the  same  run  as  the  lintels. 

Besides  this,  one  of  each  kind  of  window  lintels  was  cut  up 
into  tensile  specimens,  and  the  specimens  were  so  marked  as  to 
show  from  what  part  of  the  lintel  they  were  cut. 

The  tables  of  tests  will  now  be  given,  and  the  following  ex- 
planation of  the  symbolism  employed. 

P  and  S  are  used,  as  already  stated,  to  denote  the  quality 
of  the  iron, 

A  and  B  are  used  to  denote,  respectively,  that  the  specimen 
was  unplaned  or  planed. 

If  2,  3,  etc.,  denote  the  number  of  the  test  made  on  that 
particular  kind  and  condition. 


1 

II 

, 

r*. 

' 

— 1 

HI                                                            1 

. 

II 



- 

1 

rr^ 

— — -^ 

iv"  ■ 

== — 

r — 

JJII 

I.,  II.,  III.,  denote  that  the  piece  has  been  taken  from  a 
lintel,  and  also  from  what  part,  as  will  easily  be  seen  by  the  ac- 
companying s(ketch. 
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about  fifteen  inches  in  diameter,  and  were  bored  for  a  shaft 
l-^  inches  in  diameter. 

Inasmuch  as  this  size  of  shaft  would  not  bear  the  strain 
necessary  to  break  the  arms,  the  hubs  were  bored  out  to  a 
diameter  of  i-J-J-  inches  diameter,  and  key-seated  for  a  key  one- 
half  an  inch  square. 

In  order  to  strengthen  the  hubs  sufficiently,  two  wrought- 
iron  rings  were  shrunk  on  them,  so  as  to  make  it  a  test  of  th^ 
9jms  and  not  of  the  hub. 

The  pulley  under  test  is  keyed  to  a  shaft  which,  in  its  turn, 
is  keyed  to  a  pair  of  castings  supported  by  two  wrought-iron  I- 
beams,  resting  upon  a  pair  of  jack-screws,  by  means  of  which 
the  load  is  applied,  A  wire  rope  is  wound  around  the  rim  of 
the  pulley,  and  leaves  it  in  a  tangential  direction  vertically. 
This  rope  is  connected  with  the  weighing  lever  of  the  machine, 
and  weighs  the  load  applied. 

In  a  number  of  the  experiments  one  arm  gave  way  first, 
and  then  the  unsupported  part  of  the  rim  broke. 

The  breaking-lpad  of  the  separate  pulleys  was,  of  course, 
determined,  and  then  it  was  sought  to  compute  from  this  the. 
value  of  /  from  the  formula 

which  is  the  one  most  commonly  given  for  the  strength  of 
pulley  arms,  and  which  is  based  upon  several  erroneous  assump- 
tions, one  of  which  is  that  the  bending-moment  is  equally 
divided  among  the  several  arms.     In  this  formula 

/=?  moment  of  inertia  of  section, 

n  =^  number  of  arms, 

^  ^  half  depth  of  each  arm  ;=  distance  from  neutral  axis  to 
outside  fibre, 

:r  ^  length  of  each  arm  in  a  radial  direction, 

P  ;=  breaking-load  determined  by  experiment. 
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The  results  are  given  in  the  following  table,  the  units  being 
inches  and  pounds : 
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In  the  cases  of  numbers  5,  7, 8,  9,  and  10  some  of  the  arms 
were  not  broken,  the  rims  were  now  broken  off,  and  the  re- 
maining arms  were  tested  separately,  the  pull  being  exerted  by 
a  yoke  hung  over  the  end  of  the  arm,  the  lower  end  being  at- 
tached to  the  link  of  the  machine. 

The  arms  were  always  placed  so  that  the  direction  of  the 
pull  was  tangent  to  the  curve  of  the  rim  at  the  end  of  the  arm. 
The  actual  outside  fibre  stress  at  fracture  was  then  determined 
by  calculation  from  the  experimental  results,  and  is  recorded 
in  the  following  table,  the  units  being  inches  and  pounds : — 


Number  of 

DimensioiM  of  Sec- 

Actual Outside 

ATCfageModulut  ot 

Arms. 

tion  at  Fracture : 
all  elliptical. 

or  against  Load. 

Fibre    Stress    at 
Fracture. 

Rupture  for  each 

PuJter. 

s  — I 

iAx« 

against 

45396 

45396 

7  —  1 

li    xj 

against 

36802 

7  —  2 

lif  XI 

against 

39S37 

7  —  3 

iHxi 

.     with 

46407 

409IS 

8  —  1 

iH  X  \% 

against 

35503 

8  —  2 

iHxIl 

against 

36091 

8-3 

iHxH 

with 

39939 

8-4 

liixit 

with 

42469 

38500 

9  —  1 

lAxf 

against 

41899 

9  —  2 

lAxH 

against 

44148 

9  —  3 

lAXf 

with 

55442 

47163 

10  —  I 

li    x« 

agamst 

54743 

10  —  2 

ittx« 

against 

50943 

10  —  3 

iHxH 

agamst 

38605 

10  —  4 

iJ    x« 

with 

55229 

49880 

Total 663153 

Average 44210 
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§221.  Wfought-Iron.  —  Wrought-iron  is  the  product  ob- 
tained by  removing  the  carbon  from  cast-iron.  It  is  produced 
by  melting  the  iron,  and  passing  an  oxidizing  flame  over  it. 
When  the  carbon  is  burned  out,  the  mass  of  iron  is  left  in  a 
pasty  condition,  full  of  holes.  It  is  then  taken  out,  and  ham- 
mered or  rolled  in  order  to  unite  it  into  one  mass.  Wrought- 
iron  is  thus,  from  the  commencement  of  its  manufacture,  a 
series  of  welds;  and  the  perfection  or  imperfection  of  these 
welds  affects  very  seriously  the  quality  of  the  iron. 

The  result  of  this  first  process  is  not  suitable  to  use  in  any 
construction  of  importance ;  but  it  requires  to  be  re-heated 
and  re-rolled  a  number  of  times,  in  order  to  make  it  more  homo- 
geneous, and  to  remove  flaws  from  within  the  iron. 

At  best,  however,  wrought-iron  is  a  series  of  welds  ;  and,  if 
a  piece  be  broken,  the  separate  layers  of  which  it  is  composed 
can  be  seen  plainly.  It  is  also  subject  to  the  impurities  of  the 
cast-iron  from  which  it  is  made.  Thus,  the  presence  of  sulphur 
makes  it  red-short,  or  brittle  when  hot ;  and  the  presence  of 
phosphorus  makes  it  cold-short,  or  brittle  when  cold. 

It  cannot,  like  cast-iron,  be  melted  and  run  into  moulds : 
but  it  can  be  easily  welded  by  forging :  that  is,  two  masses  of 
wrought-iron  can  be  united  by  being  brought  to  a  proper 
temperature,  and  then  hammered  together. 

Wrought-iron  is  much  more  capable  of  bearing  a  tensile  or 
transverse  stress  than  cast-iron :  it  is  tougher,  it  stretches 
more,  and  gives  more  warning  before  fracture.  At  one  time 
cast-iron  was  almost  the  only  form  in  which  iron  was  used 
in  construction;  but  now  wrought-iron  and  steel  are  super- 
seding it  in  by  far  the  majority  of  cases  where  strengfth 
and  toughness,  and  the  ability  to  resist  various  stresses,  are 
demanded. 

Wrought-iron  is  also  expected  to  withstand  a  great  many 
trials  that  would  seriously  injure  cast-iron:  thus,  two  pieces 
of  wrought-iron  are  generally  united  together  by  riveting ;  the 


Digitized  by 


Google 


392  APPLIED  MECHANICS, 

holes  for  the  rivets  have  to  be  punched  or  drilled,  and  then 
the  rivets  have  to  be  hammered ;  the  entire  process  tending  to 
injure  the  iron.  Wrought-iron  has  to  withstand  flanging,  and  is 
liable  to  severe  shocks  when  in  use ;  as,  for  instance,  those  that 
occur  from  the  difference  of  temperature,  and  the  changes  of 
temperature  in  the  different  parts  of  a  steam-boiler. 

§  222.  Tensile  and  Compressive  Strength  of  Wrought- 
Iron.  —  As  to  the  experimenters  on  the  tensile  strength  and 
elasticity  of  wrought-iron,  those  who  preceded  Hodgkinson  are 
of  little  more  than  historic  interest.  The  following  list  includes 
a  number  of  the  most  known  experimenters :  — 

1°.  Eaton  Hodgkinson :  {a)  Report  of  Commissioners  on  the  Applica- 
tion of  Iron  to  Railway  Structures. 
(Ji)  London  Philosophical  Transactions.     1840. 
2°.  William  H.  Barlow :  Barlow's  Strength  of  Materials. 
3°.  Sir  William  Fairbaim :   On  the  Application  of  Cast  and  Wrought 

Iron  to  Building  Purposes. 
4°.  Franklin  Institute  Committee :   Report  of  the  Committee  of  the 

Franklin  Institute.    In  the  Franklin  Institute  Journal  of  1837. 
S*.  L.  A.  Beardslee,  Commander,  U.S.N. :  Experiments  on  the  Strength 
of  Wrought-Iron  and  of  Chain  Cables.     Revised  and  enlarged  by 
William  Kent,  M.E.,  or  Executive  Document  98,  45th  Congress, 
as  stated  below. 
6°.  David  Kirkaldy :  Experiments  on  Wrought-Iron  and  Steel. 
7°.  Professor  Bauschinger :  Mittheilungen  aus  dem  Mech.-Tech.  Labora- 

torium  der  K.  Pol.  Schule  in  Mtinchen. 
8**.  G.  Bouscaren :   Report  on  the  Progress  of  Work  on  the  Cincinnati 

Southern  Railway,  by  Thomas  D.  Lovett.    Nov.  i,  1875. 
9**.      Government  Testing  Machine  at  Watertown,  and  Government 
Commission:   (a)  Executive   Document  98,  45th  Congress 
U.S.A.,  2d  session. 
(^)  Exec.  Doc.  23,  46th  Congress  U.S.A.,  2d  session,  House. 
(^)   Exec.  Doc.  12,  47th  Congress  U.S.A.,  ist  session,  House. 
(</)  Exec.  Doc.  I,  47th  Congress  U.S.A.,  2d  session,  Senate. 
(e)   Exec.  Doc.  5,  48th  Congress  U.S.A.,  ist  session.  Senate. 
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{/)  Exec.  Doc.  35,  49th  Congress  U.S.A.,  ist  session,  Senate. 

(^)  Exec.  Doc.  36,  49th  Congress  U.S.A.,  ist  session,  Senate. 

iji)  Exec.  Doc.  31,  49th  Congress  U.S.A.,  2d  session,  House, 
Parts  I.  and  II. 

{K)  Tests  of  Metals  made  at  Watertown  Arsenal,  Mass.,  U.S.A., 
June  1887. 

A.  WShler:  {a)  Die  Festigkeits  versuche  mit  Eisen  und 
Stahl. 

ijf)  Strength  and  Determination  of  the  Dimensions  of  Struc- 
tures of  Iron  and  Steel,  by  Dr.  Phil.  Jacob  J.  Weyrauch. 
Translated  by  Professor  Dubois. 

Alexander  HoUey :  Executive  Document  23,  46th  Congress 
U.S.A.,  2d  session. 

Professor  R.  H.  Thurston  :  Materials  of  Engineering. 


A  few  tests  were  made  on  the  tensile  strength  of  wrought- 
Iron  by  Eaton  Hodgkinson :  two  of  these  were  on  the  tensile 
strength  and  elasticity  of  rods  about  fifty  feet  long ;  each  rod  be- 
ing made  in  three  parts,  these  parts  being  united  by  couplings. 

Below  is  given  the  table  of  results  of  the  first  of  these  tests, 
to  which  is  added  here  the  column  of  ratio  of  stress  per  square 
inch  to  total  strain : 


Weights 

applied,  in 

lbs. 

Exten- 
sion, in 
inches. 

Sets,  in 
inches. 

Percep- 
tible 

Weights 
lbs. 

Strauns,  in 

Fractions 

of  the 

Sets,  in  Frac- 
tions of 
the  Length. 

Ratio  of  StKM 
per  Sq.  In. 

to 
Total  Strain. 

560 

0.0485  j 

1      2668 

0.000082 

- 

32536600 

Percep- 

1120 

0.109s 

tible 

after  one 

hour 

■   5335 

0.000185 

- 

2S837800 

1680 

0.1675 

0.0015 

8003 

0.000284 

0.0000025 

28169000 

2240 

0.2240 

Oi0020 

10670 

0.000379 

0.0000034 

28153000 

2800 

0.2805 

0.0027 

13338 
16005 

0.000475 

0.0000042 

28080000 

3360 

03370 

0.0030 

o.ooo|7i 
0.000666 

0.0000047 

28029000 

3920 

0.3930 

0.0040 

18673 

0.0000068 

28037500 

4480 

0.4520 

0.0075 

21340 

0.000766 
0.000074 

0.0000127 

27859000 

5040 

0.5155 

0.0195 

24008 

0.0000330 

27469100 

f 
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Weights 

applied,  in 

lbs. 

Exten- 
sion, in 
inches. 

Sets,  in 
inches. 

Weights 
per  Square 

Inch  of 

Section,  in 

lbs. 

Strains,  in 

Fractions 

of  the 

Length. 

Sets,  in  Frac- 
tions of 
the  Length. 

Ratio  of  Stress 

per  bq.  In. 

to 

Total  Strain. 

5600 
6160 

0.5980 

0.0490 

26676 

OXX>IOI4 

0.0000830 

36307700 

0.7600 

0.1545 

29343 

0.001 28^; 

0.0002619 

22781800 

6720 

I.3100 

32011 

0.002228 

- 

- 

In  10  min. 

1.3780 

0.6670 

- 

0.002356 

0.001 1305 

I35S7000 

In  12  min. 

1.3900 

— 

— 

- 

— 

— 

7280 

2.5310 

I.8125 

34678 

0.004290 

0.0030720 
0.0084746 
0.0085805 

8083500 

7840 

5*.875o 
6.2190 

5.0000 

37346 

0.009163 

4075700 

Repeated 

50625 

0.009957 
O.OIO166 

8400 

5-3750 

40013 

aoo9io83 

3936000 

In  I  hour 

6.9370 

- 

0.01 1758 
0.01 1866 

- 

. 

In  2  hours 

7.0000 

<- 

-. 

- 

_ 

In  3  hours 

7.0470 

<- 

— 

O.OII775 

.. 

„ 

In  4  hours 
In  5  hours 
In  0  hours 

7.0500 
7.0620 

: 

— 

0.01 1950 
0.01 1966 

— 

- 

7.0640 

~ 

- 

O.OII975 

- 

_ 

In  7  hours 

7.0940 

- 

— 

0.012025 

- 

_ 

In  10  hours 

7.0940 

- 

- 

0.012025 

- 

^ 

Left  over 

night ; 
next  morn- 

incr 

7.0000 

- 

- 

- 

- 

- 

inK 
8960 

10.5620 

9.7500 

42681 

0^)17900 

0.0165250 

2384400 

In  5  mm. 

11.5000 

- 

- 

0.019492 

- 

- 

In  10  min. 

11.7190 

— 

— 

aoi9858 

— 

. 

In  I  hour 

10.875 

-. 

- 

0.0184333 

. 

In  46  hours 

11.9370 
12.6870 

11.0000 

- 

0.020233 

0.0 1 864 1 7 

- 

9520 

11.6880 

45348 

0.021500 

0.0198083 

2109200 

In  I  hour 

12.8100 

— 

0.021708 

— 

_ 

In  2  hours 

12.8150 

- 

- 

0.02 17 16 

- 

^ 

In  19  hours 

12.8150 

11.8150 

- 

0.021716 

0.0200250 

_ 

10080 

14.6250 

- 

48016 

0.024792 

- 

_ 

In  10  min. 

- 

13-4370 

- 

- 

0.0227750 

1936700 

In  I  hour 

14.8440 

- 

0.025158 

- 

In  1 1  hours 

14.8910 

- 

- 

0.025242 

- 

Next  morn- 
ing 
10640 

j  14.8750 

- 

- 

- 

- 

- 

- 

. 

- 

- 

- 

_ 

In  10  min. 

20.6250 
2a778o 

19.3750 

S0684 

0.034958 

0.0328417 

X44980O 

Repeated 

— 

— 

0.035217 

— 

In  7  hours 

20.7810 

- 

- 

0.035225 

- 

„ 

In  12  hours 

20.7810 

- 

- 

0.035225 

- 

^ 

Next  morn- 

20.7500 

ing 

" 

^ 

" 

•* 

— 

11200 

53351 
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With  this  last  weight  the  rod  broke  at  one  of  the  weldings, 
where  there  was  a  slight  defect ;  perhaps  a  rather  smaller  weight 
would  have  broken  it. 

In  connection  with  this  table  of  results,  the  following  ob- 
servations will  be  made:  — 

1°.  The  breaking-strength  per  square  inch  in  this  case  was 
53351  lbs.  per  square  inch. 

2°.  Permanent  set  bega]|}  with  very  small  loads. 

3^  The  limit  of  elasticity  was  about  21000  lbs.  per  square 
inch,  this  being  about  the  load  where  permanent  set  began  to 
increase  rapidly. 

4°.  The  modulus  of  elasticity  of  the  rod  in  this  case  was 
about  28000000  lbs.  per  square  inch,  this  being  the  ratio  of  the 
stress  to  the  strain  under  loads  less  than  the  limit  of  elasticity. 

5°.  This  experiment  shows,  that,  under  moderate  loads,  the 
ratio  of  the  stress  to  the  strain  remains  much  more  nearly 
constant  with  wrought  than  with  cast  iron. 

6°.  The  other  experiment,  with  a  rod  50  feet  long,  gave  as 
modulus  of  elasticity  27691200  lbs.  per  square  inch. 

The  remaining  experiments  of  Hodgkinson  on  wrought- 
iron  may  be  found  in  the  report  of  the  commissioners  already 
referred  to. 

Barlow  *s  experiments  on  wrought-iron  will  not  be  detailed 
here,  except  only  to  say  that  he  tried  seven  experiments  to 
determine  the  modulus  of  elasticity  of  wrought-iron,  and  that 
he  obtained,  for  mean  extension  per  English  ton  per  square  inch, 
maximum,' 0.0001082  ;  minimum,  0.0000841  ;  mean,  0.0000956 
of  the  length.  These  correspond  to  moduli  of  elasticity  re- 
spectively equal  to  20702400,  26634900,  and  23430900  lbs.  per 
square  inch. 

The  results  obtained  by  experimenters  before  Hodgkin- 
son's  time  are  very  discordant  and  very  uncertain,  many  of 
them  attributing  to  wrought-iron  a  strength  far  greater  than 
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can  be  attained  at  the  present  time.  There  is  no  satisfactory 
evidence,  however,  to  show  that  the  wrought-iron  of  that  time 
was  any  better  than  (if  as  good  as)  that  made  at  the  present 
time ;  and  it  is  more  probable  either  that  there  were  errors  in 
making  the  tests,  or  else  that  the  supposed  iron  was  really  steel, 
and  possibly  brittle.  The  paucity  of  the  records,  and  thd  im- 
possibility of  obtaining  the  details  of  the  tests,  render  any 
search  for  the  reason  in  any  special  cases  futile,  and  throw 
doubt  upon  the  greater  part  of  these  tests. 

Among  the  later  English  experimenters,  we  have  Sir  William 
Fairbairn.  An  account  of  his  tests  on  tensile  strength  will  be 
found  in  the  book  already  referred  to. 

One  of  the  most  prominent  English  experimenters,  and  one 
who  did  at  one  time  a  great  deal  towards  rendering  the  know!- 
edge  of  this  subject  more  accurate,  is  David  Kirkaldy^  His 
results  up  to  1866  are  detailed  in  his  book  entitled  **  Experi- 
ments on  Wrought-Iron  and  Steel,"  published  in  that  year. 

In  the  early  part  of  his  book  will  be  found  a  summary  of 
what  had  been  done  in  this  line  by  the  earlier  experimenters. 

Kirkaldy  tested  a  large  number  of  English  irons ;  and  a 
summary  of  his  results  will  be  given  here,  together  with  his 
sixty-six  concluding  observations. 
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SUMMARY  OF  KIRKALDY^  RESULTS.  — IRON  PLATES. 


N«iiiet  of  Makers  or  Works. 


Breaking- Weight  per 
Square  Inch  of  Area. 


Original, 
lbs. 


Fractured, 
lbs. 


Contnc- 
tioaof 
Area  at 
Fracture, 
percent. 


Extreme 
Elonga- 
tion, 
per  csBt. 


Famley 

Farnley 

Lowmoor 

Farnley 

Bowling 

O  Govan  <>  .  .  • 
Bradley  &  Co.  S.  C. 
Bradley  &  Co.,  L.  F.  . 
Bradley  &  Co.  •  .  . 
Malinslee  Best  .  • 
Consett  Best  Best  .  . 
Consett  Best  Best  •  . 
Consett  Best  Best  .  . 
Thorneycroft  Best  Best 
Snedshill  tir  Best  .  . 
Wells  Best  tHr  Best  . 
Glasgow  Best  Boiler    . 


L. 
C. 
L. 
C. 
L. 
C. 
I* 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 


58437 
55033 
58487 
54098 
52000 

505x5 
56005 
46221 

52235 
46441 
54644 
49399 
55831 
50550 
56996 
51251 
55708 

49425 
52572 
50627 

5"45 
46712 

53559 
45677 
49120 

4675s 
54847 
45585 
52362 

43036 
45997 
493" 
55849 


831 13 
68961 
70538 
59698 
64746 

57383 
68763 

53293 
61716 
50009 
66728 
54020 
67406 
55206 
66858 
56070 
65652 
54002 
62131 
55746 
59183 
52050 
62346 
48358 
55472 
50000 

62747 
47712 
61 581 
45300 
51140 
54842 
60522 
52252 


29.6 
20.1 
2ao 
114 

19-7 
12.1 

17.8 
132 
15-3 

6.9 
18.  X 

8.5 
17.2 

9.0 
15.0 

8.6 
14.9 

8.1 
15.4 

9-3 
131 
X0.2 
14.4 

5.6 
"•3 

6.3 
12.5 

4.6 
15-0 

5-3 
104 
10.5 
1 1.0 

6.6 


17.0 

"•3 
ioj9 

5-9 
13-2 

9.3 
14.1 

7.6 
1 1.6 

5-9 
1 1.6 

6.5 
12.5 

5-5 
13.0 

5-9 

10.7 

5-1 
8.6 
5.8 
8.9 

64 
11.5 
4/3 
8.0 

5-2 

1 1.2 

4.6 

9.6 

3.8 

6.7 
7,0 

9-3 
4.6 


Digitized  by 


Google 


KIRKALDY'S  SIXTY-SIX  CONCLUSIONS. 


401 


SUMMARY  OF  KIRKALDY'S  RESULTS.  —  IRON  PhUTES.-^  Concluded. 


Names  of  Maken  or  Works. 


Breaking-Weight  per 
Square  Inch  of  Area. 


Original,  Fractured, 


Contrac- 
tion of 
Area  at 
Fracture, 
per  cent. 


ExtrenM 
Elonga- 

tion, 
percent. 


Glasgow  Best  Best  .  .  . 
Wells  Best  tHr  Best  .  . 
Maker's  stamp  uncertain . 

K.B,  M 

Lloyds,  Foster,  &  Co,  Best 
Glasgow  Best  Best ... 
Glasgow  Ship      .... 
Mossend  Best  Best .    .    • 

Govan  Best 

Glasgow  Best  Scrap    .    . 


L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C. 
L. 
C 
L. 


53399 
41791 
47410 
46630 

47598 
40682 
46404 
44764 
44967 
44732 
45626 

41340 
47773 
44355 
43433 
41456 
43942 
39544 
50844 


59557 
43614 
51521 
48348 

53^82 
43426 
51896 

47891 
49162 

48344 
48208 

42430 
498x6 

45343 
46038 
43622 
45886 
40624 
58412 


10.6 
3-7 
6.7 

4.9 
9.8 

5^ 
10.2 

64 
8.7 
6.9 

5-3 
2.2 

4^ 
3-4 
5-7 
4.9 
6.0 
2.6 
13.0 


94} 
2.6 
4.0 
3-4 
5-9 
2.5 
6.1 

4.3 
5-3 
4.6 

4.3 

3-6 
2.1 

3-3 
2.9 
3-4 
M 
las 


Fracture    1-12.  —  Light  gray  of  various  shades,  close  and  very  fine. 
Fracture  i3-3a  —  Dullish  gray  of  various  shades,  close  and  generally  fine. 
Fracture  31-44.  —  Dull  gray,  generally  rather  coarse  and  irregular. 
Fracture  45-52.  —  Irregular,  generally  coarse  and  open. 
Fracture    .   53.  —  Close  and  fine. 


KIRKALDY»S  SIXTY-SIX  CONCLUSIONS. 

i^.  The  breaking-Strain  does  not  indicate  the  quality,  as  hitherto 
assumed. 

a^.  A  high  breaking-strain  may  be  due  to  the  iron  being  of  superior 
quality,  dense,  fine,  and  moderately  soft,  or  simply  to  its  being  very 
hard  and  unyielding. 
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3°.  A  low  breaking-strain  may  be  due  to  looseness  and  coarseness 
in  the  texture,  or  to  extreme  softness,  although  very  close  and  fine  in 
quality.  r 

4°.  The  contraction  of  area  at  fracture,  previously  overlooked, 
forms  an  essential  element  in  estimating  the  quality  of  specimens. 

5°.  The  respective  merits  of  various  specimens  can  be  correctly 
ascertained  by  comparing  the  breaking-strain  jointly  with  the  contrac- 
tion of  area. 

6''.  Inferior  qualities  show  a  much  greater  variation  in  the  break- 
ing-strain than  superior. 

*f.  Greater  differences  exist  between  small  and  large  bars  in  coarse 
than  in  fine  varieties. 

S*'.  The  prevailmg  opinion  of  a  rough  bar  being  stronger  than  a 
turned  one,  is  erroneous. 

9**.  Rolled  bars  are  slightly  hardened  by  being  forged  down. 

lo^.  The  breaking-strain,  and  contraction  of  area,  of  iron  plates  are 
greater  in  the  direction  in  which  they  are  rolled  than  in  a  transverse 
direction. 

II®.  A  very  slight  difference  exists  between  specimens  from  the 
centre  and  specimens  from  the  outside  of  crank-shafts. 

12®.  The  breaking-strain,  and  contraction  of  area,  are  greater  in  those 
specimens  cut  lengthways  out  of  crank-shafts  than  in  those  cut  cross-ways. 

13®.  The  breaking-strain  of  steel,  when  taken  alone,  gives  no  clew 
to  the  real  qualities  of  various  kinds  of  that  material. 

14°.  The  contraction  of  area  at  fracture  of  specimens  of  steel  must 
be  ascertained,  as  well  as  in  those  of  iron. 

15°.  The  breaking-strain,  jointly  with  the  contraction  of  area,  affords 
the  means  of  comparing  the  peculiarities  in  various  lots  of  specimens. 

16°.  Some  descriptions  of  steel  are  found  to  be  very  hard,  and  con- 
sequently suitable  for  some  purposes ;  whilst  others  are  extremely  soft, 
and  equally  suitable  for  other  uses. 

1 7®.  The  breaking-strain,  and  contraction  of  area,  of  puddled  steel 
plates,  as  in  iron  plates,  are  greater  in  the  direction  in  which  they  are 
rolled  j  whereas  in  cast-steel  they  are  less. 

1 8°.  Iron,  when  fractured  suddenly,  presents  invariably  a  crystalline 
appearance ;  when  fractured  slowly,  its  appearance  is  invariably  fibrous. 
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19®.  The  £qppearance  may  be  changed  from  fibrous  to  crystalline  by 
merely  altering  the  shape  of  the  specimen  so  as  to  render  it  more  liable 
to  snap. 

20®.  The  appearance  may  be  changed  by  varying  the  treatment  so 
as  to  render  the  iron  harder  and  more  liable  to  snap. 

21®.  The  appearance  may  be  changed  by  applying  the  strain  so 
suddenly  as  to  render  the  specimen  more  liable  to  snap  from  having  less 
time  to  stretch. 

22^.  Iron  is  less  liable  to  snap  the  more  it  is  worked  and  rolled. 

23®.  The  "  skin,"  or  outer  part  of  the  iron,  is  somewhat  harder  than 
the  inner  part,  as  shown  by  appearance  of  fracture  in  rough  and  turned 
bars. 

24®,  The  mixed  character  of  the  scrap-iron  used  in  large  forgings 
is  proved  by  the  singularly  varied  appearance  of  the  fractures  of  speci- 
mens cut  out  of  crank-shafts. 

25^.  The  texture  of  various  kinds  of  wrought-iron  is  beautifully 
developed  by  immersion  in  dilute  hydrochloric  acid,  which,  acting  on 
the  surrounding  impurities,  exposes  the  metallic  portion  alone  for  exam- 
ination. 

26®.  In  the  fibrous  fractures  the  threads  are  drawn  out,  and  are 
viewed  externally;  whilst  in  the  crystalline  fractures  the  threads  are 
snapped  across  in  clusters,  and  are  viewed  internally  or  sectionally.  In 
the  latter  cases,  the  fracture  of  the  specimen  is  always  at  right  angles 
to  the  length ;  in  the  former,  it  is  more  or  less  irregular. 

27**.  Steel  invariably  presents,  when  fractured  slowly,  a  silky,  fibrous 
appearance;  when  fractured  suddenly,  the  appearance  is  invariably 
granular,  in  which  case  also  the  fracture  is  always  at  right  angles  to  the 
length ;  when  the  fracture  is  fibrous,  the  angle  diverges  always  more  or 
less  from  90**. 

28®.  The  granular  appearance  presented  by  steel  suddenly  fractured 
is  nearly  free  from  lustre,  and  unlike  the  briUiant  crystalline  appearance 
of  iron  suddenly  fractured :  the  two  combined  in  the  same  specimen 
are  shown  in  iron  bolts  partly  converted  into  steel. 

29®.  Steel  which  previously  broke  with  a  silky,  fibrous  appearance  is 
changed  into  granular  by  being  hardened. 

30**.  The  little  additional  time  required  in  testing  those  specimens 
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whose  rate  of  elongation  was  noted,  had  no  injtirious  effect  in  lessening 
the  amount  of  breakiiig*stxain»  as  imagined  by  some. 

31^.  The  rate  of  elongation  varies  not  only  extremely  in  different 
qualities,  but  also  to  a  coosidecable  exte^pt  in  specimens  of  the  same 
brand. 

32^.  The  specimens  were  generally  found  to  stretch  equally  through- 
out their  length  until  close  upon  rupture,  when  they  more  or  less  sud* 
denly  draw  out ;  usually  at  one  part  only,  sometimes  at  two,  and  in  a  few 
exceptional  cases  at  three,  diSerent  places. 

33^  The  ratio  of  ultimate  elongation  may  be  greater  in  short  than 
in  long  bars  in  some  descriptioiis  of  iron,  whilst  in  others  the  ratio  is  not 
affected  by  difference  in  the  length. 

34^.  The  lateral  dimensions  of  specimens  form  an  important  ele- 
ment in  comparing  either  the  xate  of  or  the  ultimate  elongations,  —  a 
circumstance  which  has  been  hitherto  overlooked. 

35^.  Steel  is  reduced  in  strength  by  being  hardened  in  water,  while 
the  strength  is  vastly  increased  by  being  haxdened  in  oil. 

ifi".  The  higher  steel  is  heated  (without,  of  course,  running  the  risk 
of  being  burned),  the  greater  is  the  increase  of  strength  by  being 
{bunged  into  oil 

37*^.  In  a  highly  converted  or  hard  steel  the  increase  in  strength 
and  in  hardness  is  greater  than  in  a  less  converted  or  soft  steel. 

38^.  Heated  steel,  by  being  plunged  into  oil  instead  of  water,  is  not 
only  considerably  hardened^  but  toughened^  by  the  treatment 

39^  Steel  plates  hardened  in  oil  and  joined  together  widi  rivets  are 
fully  equal  in  strength  to  an  unjointed  soft  plate,  or,  the  loss  of  strength 
by  riveting  is  more  than  counterbalanced  by  the  increase  in  strength  by 
hardening  in  oil. 

40°.  Steel  rivets  fully  larger  in  diameter  than  those  used  in  riveting 
iron  plates  of  the  same  thickness,  being  found  to  be  gready  too  smdl  for 
riveting  steel  plates,  the  probability  is  suggested  that  the  proper  propor- 
tion for  iron  rivets  is  not,  as  generally  assumed,  a  diameter  equal  to  the 
thickness  of  the  two  plates  to  be  joined. 

41°.  The  shearing-strain  of  steel  rivets  is  finmd  to  be  about  a  fourth 
less  than  the  tensile  strain. 

49^.  Iron  bolts  case*hardened  bore  a  less  breaking-strain  than  when 
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wholly  iron,  owing  to  the  superior  tenacity  of  the  small  proportion  of 
steel  being  more  than  counterbalanced  by  the  greater  ductility  of  the 
remaining  portion  of  iron. 

43°.  Iron  highly  heated,  and  suddenly  cooled  in  water,  is  hardened, 
and  the  breaking-strain,  when  gradually  applied,  increased ;  but  at  the 
same  time  it  is  rendered  more  liable  to  sn^. 

44^.  Iron,  like  steel,  is  softened,  and  the  breaking-strain  reduced, 
by  being  heated,  and  allowed  to  cool  slorv^y. 

45°.  Iron  subjected  to  the  cold-roUing  process  has  its  breaking- 
strain  greatly  increased  by  being  made  extremely  hard,  and  not  by  being 
*'  consoUdated,"  as  previously  supposed. 

46^.  Specimens  cut  out  of  crank-shaft  are  improved  by  additional 
hammering. 

47**.  The  galvanizing  or  tinning  of  iron  plates  produces  no  sensible 
effects  on  plates  of  the  thickness  experimented  on.  The  results^  how- 
ever, may  be  different  should  the  plates  be  extremely  thin. 

48^.  The  breaking-strain  ir  materially  affected  by  the  shape  of  the 
specimen.  Thus,  the  amount  borne  was  much  less  when  the  diameter 
was  uniform  for  some  inches  of  the  length  than  when  confined  to  a 
small  portion,  —  a  peculiarity  previously  unascertained  and  not  even 
suspected. 

49®.  It  is  necessary  to  know  correctly  the  exact  conditions  under 
which  any  tests  are  made,  before  we  can  equitably  compare  results 
obtained  from  different  quarters. 

50**.  The  startlmg  discrepancy  between  experiments  made  at  the 
Royal  Arsenal  and  by  the  writer  is  due  to  the  difference  in  the  shape 
of  the  respective  specimens,  and  not  to  the  difference  in  the  two  testing- 
machines. 

51°.  In  screwed  bolts,  the  breaking-strain  is  found  to  be  greater 
when  old  dies  are  used  in  their  formation  than  when  the  dies  are  new, 
owing  to  the  iron  becoming  harder  by  the  greater  pressure  required  in 
forming  the  screw-thread  when  the  dies  are  old  and  blunt  than  when 
new  and  sharp. 

52°.  The  strength  of  screw-bolts  is  found  to  be  in  proportion  to 
their  relative  areas ;  there  being  only  a  slight  difference  in  favor  of  the 
smaller  compared  with  the  larger  sizes,  instead  of  the  very  material 
difference  previously  imagined. 
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53°.  Screwed  bolts  are  not  necessarily  injured,  although  strained 
nearly  to  their  breaking-point. 

54**.  A  great  variation  exists  in  the  strength  of  iron  bars  which  have 
been  cut  and  welded :  whilst  some  bear  almost  as  much  as  the  uncut 
bar,  the  strength  of  others  is  reduced  fully  a  third. 

55°.  The  welding  of  steel  bars,  owing  to  their  being  so  easily  burned 
by  slightly  over-heating,  is  a  difficult  and  uncertain  operation. 

56°.  Iron  is  injured  by  being  brought  to  a  white  or  welding  heat 
if  not  at  the  same  time  hammered  or  rolled. 

57°.  The  breaking-strain  is  considerably  less  when  the  strain  is 
applied  suddenly,  instead  of  gradually,  though  some  have  imagined  that 
the  reverse  is  the  case. 

58°.  The  contraction  of  area  is  also  less  when  the  strain  is  suddenly 
applied. 

59°.  The  breaking-strain  is  reduced  when  the  iron  is  frozen.  With 
the  strain  gradually  applied,  the  difference  between  a  frozen  and  un- 
frozen bolt  is  lessened  as  the  iron  is  warmed  by  the  drawing-out  of  the 
specimen. 

60°.  The  amount  of  heat  developed  is  considerable  when  the 
specimen  is  suddenly  stretched,  as  shown  in  the  formation  of  vapor 
from  the  melting  of  the  layer  of  ice  on  one  of  the  specimens,  and  also 
by  the  surface  of  others  assuming  tints  of  various  shades  of  blue  and 
orange,  not  only  in  steel,  but  also,  although  in  a  less  marked  degree,  in 
iron. 

61°.  The  specific  gravity  is  found  generally  to  indicate  pretty  cor- 
rectly the  quality  of  specimens. 

62°.  The  density  of  iron  is  decreased  by  the  process  of  wire-drawing, 
and  by  the  similar  process  of  cold-roUing,  instead  of  increased^  as  pre- 
viously imagined. 

63°.  The  density  in  some  descriptions  of  iron  is  also  decreased  by 
additional  hot-rolling  in  the  ordinary  way ;  in  others  the  density  is  very 
slightly  increased. 

64°.  The  density  of  iron  is  decreased  by  being  drawn  out  under  a 
tensile  strain,  instead  of  increased,  as  believed  by  some. 

65°.  The  most  highly  converted  steel  does  not,  as  some  may  sup- 
pose, possess  the  greatest  density. 
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66**.  In  cast-steel  the  density  is  much  greater  than  in  puddled  steel, 
which  is  even  less  than  in  some  of  the  superior  descriptions  of  wrought- 
iron. 


TESTS  OF  COMMANDER  BEARDSLEE. 

One  of  the  most  valuable  sets  of  tests  of  wrought-iron 
is  that  obtained  by  committees  D,  H,  and  M  of  the  Board 
appointed  by  the  United-States  Government  to  test  iron  and 
steel ;  the  special  duties  of  these  committees  being  to  test  such 
iron  as  would  be  used  in  chain-cable,  and  the  chain-cable  itself. 
The  chairman  of  these  three  committees,  which  were  consoli- 
dated into  one,  was  Commander  L.  A.  Beardslee  of  the  United- 
States  Navy.  The  full  account  of  the  tests  is  to  be  found  in 
Executive  Document  98,  4Sth  Congress,  second  session;  and 
an  abridged  account  of  them  was  published  by  William  Kent, 
as  has  been  already  mentioned. 

The  samples  of  bar-iron  tested  were  round,  and  varied  from 
one  inch  to  four  inches  in  diameter.  The  mills  from  which  the 
samples  tested  came  were  as  follows :  — 

Bentoni Pennsylvania. 

Burden  and  Sons New  York. 

Burgess Ohio. 

Catasauqua Pennsylvania. 

New- Jersey  Iron  and  Steel  Company    .    .    .  New  Jersey. 

Niles  Iron  Company Ohio. 

Pembroke Massachusetts. 

Pencoyd Pennsylvania. 

Phoenix Pennsylvania. 

Sligo Pennsylvania. 

Tamaqua Pennsylvania. 

Tredegar Virginia. 

Trego  and  ITiompson Maryland. 

Wyeth  Brothers Marj-land. 
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Certain  conclusions  which  they  reached  refer  to  all  kinds 
of  wrought-iron,  and  will  be  given  here  before  giving  a  table  of 
the  results  of  the  tests. 

1°.  Kirkaldy  considers  the  breaking-strength  per  square 
inch  of  fractured  area  as  the  maiQ  criterion  by  which  to  deter- 
mine the  merits  of  a  piece  of  iron  or  steel.  Commander 
Beardslee,  on  the  other  hand,  thinks  that  a  better  criterion  is 
what  he  calls  the  "tensile  limit;"  i.e.,  the  maximum  load  the 
piece  sustains  divided  by  the  area  of  the  smallest  section  when 
that  load  is  on,  i.e.,  just  before  the  load  ceases  to  increase  in 
the  testing-machine. 

2°.  Kirkaldy  had  already  called  attention  to  the  fact  that 
the  tensile  strength  of  a  specimen  is  very  much  aflEected  by  its 
shape,  and  that,  in  a  specimen  where  the  shape  is  such  that 
the  length  of  that  part  which  has  the  smallest  cross-section  is 
practically  zero  (as  is  the  case  when  a  groove  is  cut  around 
the  specimen),  the  breaking-strength  is  greater  than  it  is  when 
this  portion  is  long ;  the  excess  being  in  some  cases  as  much 
as  33  per  cent. 

Commander  Beardslee  undertook,  by  actually  testing  speci- 
mens whose  smallest  areas  varied  in  length,  to  determine  what 
must  be  the  least  length  of  that  part  of  the  specimen  whose 
cross-section  area  is  smallest,  in  order  that  the  tensile  strength 
may  not  be  greater  than  with  a  long  specimen.  The  conclusion 
reached  was,  that  no  test-piece  should  be  less  than  one-half  inch 
in  diameter,  and  that  the  length  should  never  be  less  than  four 
diameters  ;  while  a  length  of  five  or  six  diameters  is  necessary 
with  soft  and  ductile  metal  in  order  to  insure  correct  results. 
The  following  results  of  testing  steel  are  given  in  Mr.  Kent's 
book,  as  confirming  the  same  rule  in  the  case  of  steel.  The 
tests  were  made  upon  Bessemer  steel  by  Col.  Wilmot  at  the 
Woolwich  arsenal. 
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Pounds  per 
Square  Inch. 


3®.  Commander  Beardslee  also  noticed  that  rods  of  certain 
diameters  of  the  same  kind  of  iron  bore  less  in  proportion  than 
rods  of  other  diameters ;  and,  after  searching  carefully  for  the 
reason,  he  found  it  to  lie  in  the  proportion  between  the  diam- 
eter of  the  rod  and  the  size  of  the  pile  from  which  it  is 
rolled.     The  following  examples  are  given  :  — 

i^-in.  diameter,  6.62^  of  pile,  56543  lbs.  per  sq.  in.  tensile  strength. 
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He  therefore  claims,  that,  in  any  set  of  tests  of  round  iron, 
it  is  necessary  to  give  the  diameter  of  the  rod  tested,  and  not 
merely  the  breaking-strength  per  square  inch. 

4^  He  gives  evidence  to  show,  that  if  a  bar  is  under-heated, 
it  will  have  an  unduly  high  tenacity  and  elastic  limit ;  and  that 
if  it  is  over-heated,  the  reverse  will  be  the  case.    • 
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5°.  The  discovery  was  made  independently  by  Commander 
Beardslee  and  Professor  Thurston,  that  wrought-iron,  after 
having  been  subjected  to  its  ultimate  tensile  strength  without 
breaking  it,  would,  if  relieved  of  its  load  and  allowed  to  rest, 
have  its  breaking-strength  and  its  limit  of  elasticity  increased. 

He  tried  a  considerable  number  of  experiments,  studying 
the  action  of  this  law  under  different  periods  of  rest,  from  i 
minute  to  3  days  and  upwards;  and  a  great  deal  of  valuable 
information  is  given  in  the  tables  of  the  report 

The  most  characteristic  table  is  the  following :  — 

EFFECT  OF  EIGHTEEN   HOURS*  REST  ON  IRONS  OF  WIDELY  DIFFER 
ENT  CHARACTERS. 


Ultimate 

Strength 

per  Square  Inch. 

Remarks. 

First 

Second 

Strain. 

Strain. 

Boiler  iron     .    •    . 

48600 

56500 

Not  broken. 

•        •        • 

49800 

57000 

Broken  >| 

•        •        • 

49800 

58000 

Broken 

Average  gain. 

ss           « 

48100 

54400 

Broken 

i5.8?6. 

a          it 

48150 

55550 

Broken  ^ 

Contract  chain  iron. 

50200 

54000 

Broken         ] 

ti              a          i< 

50250 

53200 

Not  broken 

Average 

tt              tt          tt 

50700 

55300 

Not  broken 

gain. 

tt             tt          tt 

49600 

52900 

Not  broken 

6.4%. 

tt             tt          tt 

51200 

52800 

Not  broken  . 

Iron  K     .    •    .    . 

58800 

64500 

Broken  ^    . 

tt    tt 

•    •    •    • 

59000 

^0 
65800 

Broken  I  Average  gam, 
Broken  J                    9.4?6. 

((    tt 

•    •    •    • 

56400 

60600 
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His  experiments  show  that  the  increase  is  in  irons  of  a 
fibrous  and  ductile  nature,  rather  than  in  brittle  and  steely  ones : 
hence  the  latter  class  would  be  but  little  benefited  by  the  action 
of  this  law. 

The  following  table  of  results  is  given  in  the  report ;  showing 
how  the  strength  per  square  inch  varies  with  the  diameter  of 
the  piece,  in  consequence  of  the  amount  of  reduction  in  the 
rolls. 


Strength 

per 
Sqoare 

Inch  of 
Original 

Axea. 


Elastic 
Linut 
per 
Square 
Inch  of 
Original 
Area. 


Strength 

per 
Square 
Inch  of 

Original 
Axea. 


Elastic 
Limit 
per 
Square 
Inch  of 
Original 
Area. 


Strength 

per 

Square 

Inch  of 

Original 

Area. 


Kl^fftic 
Limit 
per 
Square 
Inch  of 
Original 
Area. 


F 

F 
C 
C 

c 
c 

F 
F 
F 
F 
F 
F 
K 
D 
O 
Fxl 
P 
A 

Fx2 
Fx3 
F 


59885 
54090 
62700 
59000 
57700 
55400 
52275 

55450 
52050 
57660 
51546 
50630 
61727 
61115 

57363 
55768 
57807 
54690 
56790 

53915 
51921 


40980 


39126 


35933 
33931 

33486 
37415 
34729 
39230 
34881 
36885 
36336 
31300 


D 
F 
F 
K 
D 
C 

Fxl 
P 
N 

Fx2 
E 

Fx3 
D 
A 
F 
0 
F 
F 
K 
P 
C 


52900 
52819 
51400 
60458 
59582 
57470 
56434 
57498 
56143 
55927 
53097 
54644 
54687 
53900 
53850 
53035 
50149 
52267 
59461 
56876 
57897 


32267 
34600 
37344 
33597 
31900 
34682 

413" 
32267 
37250 
33549 
34695 
28166 
26787 

33457 
32410 

35493 
32019 
36501 


32469 


D 
P 
Px 
N 

Fxl 
D 
E 

Fx2 
Fx3 
A 
M 
M 
F 
F 
M 
F 
O 
P 
M 
M 
D 


57977 
55782 

56334 
56478 
55253 
55550 
53893 
55^2 
53247 
53897 
53752 
54090 
52970 
52729 
53022 
52620 
50040 
54518 
58926 

57649 
58021 


31996 
35596 
33921 
33251 
34784 
28166 
32712 
38603 
32520 
27643 


32075 
39608 

33220 
30730 
35898 
37548 
38578 
32152 
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1 

i 

dtrCUfftn 

per 

Elastic 
Limit 

1 

% 

Strenglll 
pcf 

ElaMie 
limit 

1 

j 

Strength 
per 

Ebflde 

Limit 

.s 

J 

Square 

Inch  of 

Origiaal 

Area. 

per 

Square 

Inch  of 

Original 

Aiea. 

.a 

J 

Square 

Inch  of 

Ofigjnal 

Area. 

per 

Square 

Inch  of 

Origimil 

Ana. 

!s 

1 

Square 

Inch  of 

Original 

Area, 

per 

Sqnave 

Inch  of 

Original 

Area. 

li 

K 

SS790 

31034 

14 

M 

54095 

35544 

If 

Fx2 

53438 

35870 

li 

C 

54949 

31030 

li 

E 

54544 

33027 

If 

H 

52314 

29364 

I* 

M 

54373 

35820 

It 

P 

52868 

29636 

If 

E 

51946 

27695 

If 

N 

54277 

33^522 

li 

M 

53512 

- 

if 

0 

52401 

34012 

i| 

Fxl 

52968 

33275 

14 

M 

52941 

If 

F 

52163 

33907 

If 

Fx3 

52733 

34606 

li 

Fx3 

52819 

34840 

If 

Q 

51205 

33318 

If 

E 

52254 

,  25930 

1+ 

Fxl 

53491 

34307 

If 

F 

50529 

35390 

If 

A 

53557 

33650 

I* 

M 

52736 

34901 

If 

F 

50970 

33625 

If 

P 

52556 

30802 

14 

N 

53555 

34690 

If 

C 

4903D 

31099 

If 

F 

52537 

34469 

i4 

C 

52700 

35880 

144 

K 

56595 

38310 

If 

F 

52339 

39103 

14 

H 

52462 

29992 

144 

B 

54181 

If 

M 

53016 

35379 

i4 

D 

52155 

27708 

144 

J 

541 14 

If 

Fx2 

51487 

359" 

i4 

A 

51884 

28794 

144 

B 

52895 

33145 

If 

F 

51296 

31992 

14 

F 

5'994 

32054 

144 

E 

52120 

35549 

If 

0 

50594 

34940 

14 

0 

50919 

32312 

144 

G 

57789 

34160 

i-ft 

P 

53345 

- 

14 

F 

51456 

34591 

iH 

C 

49821 

33184 

lA 

E 

53944 

32542 

14 

Fx2 

51481 

34917 

If 

K 

57874 

nV 

G 

53238 

32534 

14 

J 

51047 

- 

If 

Px 

54212 

33908 

lA 

B 

52287 

3241 1 

i4 

M 

49292 

32597 

If 

C 

54410 

31354 

Iff 

C 

5'756 

32655 

If 

N 

56344 

35889 

If 

P 

52844 

33842 

iT^ 

J 

50400 

- 

If 

K 

57132 

35026 

If 

Fxl 

53846 

36573 

i4 

M 

57052 

38417 

If 

M 

57402 

35701 

If 

H 

53800 

27856 

li 

K 

57317 

33412 

If 

P 

55634 

33522 

If 

N 

55018 

34283 

li 

D 

56505 

32496 

If 

C 

56227 

33207 

If 

D 

53472 

31892 

li 

M 

55466 

34780 

If 

Px 

54689 

33427 

If 

J 

53264 

- 

li 

M 

55131 

33771 

If 

A 

54334 

32163 

If 

D 

52699 

27817 

li 

P 

54159 

33140 

If 

D 

53695 

30087 

If 

Fx3 

53154 

35323 

li 

M 

54540 

- 

1* 

Fx3 

53339 

33540 

If 

E 

51606 

26541 

li 

C 

55404 

34770 

If 

Fxl 

53537 

34335 

If 

A 

5^509 

29404 

li 

E 

55415 

32869 

If 

D 

53614 

30664 

If 

F 

50690 

32229 

li 

M 

54816 

34716 

If 

J 

52748 

- 

If 

G 

50395 

36254 

li 

Px 

54354 

34617 

If 

E 

52675 

33745 

If 

C 

50312 

30852 
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1 

i 

Strength 

Elastic 
Limit 

1 

i 

Sczngtb 

Elastic 
Limit 

1 

1 

Strength 

Elastic 
Limit 

per 

,9 

per 

,s 

per 

.s 

1-4 

1 

Square 

Inch  of 

Onginal 

Area. 

per 
Square 
loch  of 
Orisdiial 
Area. 

.a 

1 

Square 

loch  of 

Original 

Area. 

Square 

fnrJiof 

Original 

Area. 

.a 

1 

Square 

loch  of 

Original 

Area. 

per 
Square 
lachof 
Original 
Area. 

If 

F 

50547 

35954 

il 

F 

49355 

32855 

2 

0 

48249 

31413 

I* 

Fx2 

52314 

35320 

il 

F 

48670 

23250 

2 

0 

49146 

33068 

1} 

E 

49B16 

3»2I4 

•I 

0 

47478 

30843 

2 

D 

461 51 

36050 

1} 

F 

49738 

28907 

i+« 

M 

5'474 

- 

2tV 

M 

SI  559 

- 

I* 

0 

50129 

32271 

itt 

M 

51707 

- 

^-ti 

M 

49422 

- 

i4* 

K 

56577 

- 

i+* 

M 

51242 

- 

H 

M 

50481 

- 

lil 

B 

53655 

- 

2 

K 

60213 

3»44« 

2* 

M 

51225 

- 

iH 

C 

SO969 

30814 

2 

K 

57567 

30839 

2t 

A 

48382 

30459 

i+l 

G 

50310 

33565 

2 

Px 

52914 

?"98 

2A 

M 

51666 

- 

i+f 

E 

JO307 

29767 

2 

M 

52820 

- 

2l 

M 

51530 

- 

i+i 

J 

48953 

2 

M 

49164 

- 

2i 

M 

51296 

- 

ij 

K 

55803 

31031 

2 

E 

51818 

27318 

^\ 

48812 

- 

li 

C 

54447 

32334 

2 

P 

51684 

33104 

2i 

48894 

- 

il 

0 

53100 

32074 

2 

P 

50834 

31878 

2i 

49164 

31966 

li 

N 

54004 

33610 

2 

N 

52127 

32461 

24 

49290 

32163 

li 

Fxl 

52875 

35641 

2 

N 

51370 

32460 

2i 

46866 

28241 

I* 

Fx3 

53361 

35032 

2 

Fxl 

5201 X 

34702 

2i 

47344 

29758 

It 

P 

52505 

32312 

2 

C 

5"  53 

29335 

2i 

48475 

28932 

If 

E 

50880 

27100 

2 

D 

51 146 

28567 

2i 

47428 

29941 

i| 

D 

5H59 

27816 

2 

P 

49872 

29953 

2j 

46446 

26333 

If 

Px 

51762 

32261 

2 

Fx2 

50000 

36184 

3 

47761 

26400 

li 

M 

50363 

2 

FxS 

50763 

33x72 

3i 

47014 

24591 

15 

A 

50584 

28713 

2 

A 

50171 

28983 

3i 

47000 

24961 

iJ 

F 

51039 

33067 

2 

F 

48596 

27634 

3? 

46667 

23636 

It 

Fx2 

5"  59 

33970 

2 

F 

47812 

35864 

4 

46322 

23430 

It 

F 

49744 

35615 

2 

F 

47569 

28792 
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TENSILE  TESTS  MADE  SUBSEQUENTLY  AT  THE  WATERTOWN 

ARSENAL. 

Here  will  next  be  given,  in  tabulated  form,  the  results  of  a 
number  of  tensile  tests  made  on  the  government  machine  at  the 
Watertown  Arsenal. 

The  following  tables  of  results  on  rolled  bars,  from  the  Elmira 
Rolling-Mill  Company  {mark  L)  and  from  the  Passaic  Rolling- 
Mills  {mark  S),  are  given  in  Executive  Document  12^  ^th  Con- 
gress^ 1st  session^  and  in  Executive  Document  /,  ^/A  Congress^ 
2d  session. 

SINGLE  REFINED  BARS. 


I 

8 

•5 

a 


Jl 


j^ 


1^ 

Lai 


ll 


Appearance  of 
Fracture. 


r 


fi 


ill 

111 
III 


I 
2 

3 
4 
5 
6 

7 
8 

9 

10 

S      II 

S        12 

S     13 


15 

16 

17 
18 

19 


S     20 


3.06 
3.06 
3.06 
3-o6 
6.46 
6.40 
6.39 
3-24 
3.20 
3.20 
3.08 
3.08 

3-oS 
6.40 
6.40 
6.41 

3-^7 
3-^7 


28500 
29500 
29000 
29000 
27500 
27500 
27000 


28500 
28000 
28500 
26000 
24000 
24500 
24600 
25870 

24920 


52710 
53630 
52090 
5'440 
50500 

50530 
50200 
51667 
50844 
53062 
48640 
50390 
47050 
49700 
49280 
48740 
49680 
49338 
48864 


18.4 
16.4 
21.4 
15.0 
14.5 
17.3 
18.0 
22.0 

16.3 

2I.O 

133 

16.9 

9.0 

I7.I 

15-7 
14.3 
19.5 

18.3 
18.4 


33-3 
36.0 
34-6 
20.3 
27.6 
22.3 
22.5 
36.0 
22.0 
40.0 
24.3 
351 
22.0 
19.2 
17.7 

^7-3 
32.0 
38.0 

37.0 


95 
92 

95 
90 

95 

70 

95 

70 

«5 

95 

100 

100 

100 

85 

85 

80 

100 

100 

100 


5 
8 

5 
10 

5 

30 

5 

30 

85 

5 

Slightly 

o 

o 

15' 

15 

20 

Slightly 

o 
Cinder 
at  centre 


26981450 
27826036 
28419182 
30888030 
27826036 
27118644 

27444253 
28318584 
27972027 
28 If 9507 
27586206 
27586206 

27874564 
29906542 
26490066 
281 19507 
27972027 
29357798 

27729636 


Round. 


Round. 
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DOUBLE  REFINED  BARS. 


1 

8 

1 

.s  . 

II 

Elastic  Limit,  in 
lbs.,  per  Square 
Inch. 

Ultimate  Strength, 
in     lbs.,      per 
Square  Inch. 

•8 

I* 

Appearance  of 
Fracture. 

Modulus  of  Elas- 
ticity at  Load  of 
30000    lbs.   per 
Square  Inch. 

1^ 

1^ 

L  301 

3.06 

29000 

53560 

15-3 

37-9 

100 

0 

2763385* 

L  202 

3-03 

30000 

52650 

16.2 

20.6 

85 

15 

34042553 

L  203 

3^ 

32500 

53500 

16.5 

27.5 

100 

0 

28x690x4 

L  204 

3.06 

32500 

54480 

154 

24^ 

100 

0 

29090909 

L  205 

6^33 

27000 

51230 

17.8 

24.2 

80 

20 

281 19507 

L  206 

6.34 

27500 

50500 

17.6 

21.X 

100 

Slightly 

29629629 

L  207 

6.34 

27000 

51030 

214 

31.9 

100 

0 

27826086 

L  208 

3.20 

- 

SOI  56 

22.7 

43-0 

100 

Cup- 
shaped 

280210x5 

Round. 

L  209 

3.20 

- 

49937 

22.6 

45.0 

100 

M 

28622540 

« 

L  210 

3.20 

- 

50188 

19.9 

43-0 

too 

II 

28985507 

M 

S  211 

3-05 

29500 

51150 

22.0 

31-5 

100 

0 

32989690 

S  212 

3.05 

28500 

51 1 10 

22.0 

36.1 

100 

0 

25559105 

S  213 

3." 

29500 

51860 

22.5 

39-2 

100 

0 

26446280 

^  215 

6.31 

27500 

50980 

19.1 

23.6 

95 

5 

29357798 

S  216 

6.38 

27000 

50770 

20.7 

29.6 

100 

0 

282685SX 

S  217 

6.33 

27000 

5*340 

19-3 

35-2 

xoo 

0 

28070x75 

S  218 

3-17 

24610 

50631 

20.4 

41.0 

100 

0 

28622540 

Round. 

S  219 

317 

- 

50915 

25-5 

44.0 

100 

Cup- 
shaped 

2826855X 

u 

S  220 

•  3-17 

- 

50205 

237 

44.0 

xoo 

<i 

28070x75 

M    • 

The  moduli  of  elasticity  had  not  been  computed  in  the 
report,  but  have  been  computed  in  these  tables  from  the  elon- 
gations under  a  load  of  20000  lbs.  per  square  inch  in  each  case, 
as  recorded  in  the  details  of  the  tests. 

In  these  reports  are  also  to  be  found  tensile  tests  of  iron 
from  other  companies,  as  the  Detroit  Bridge  Company,  the 
Phoenix  Company,  the  Pencoyd  Company,  etc.     Some  of  these 
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tests  were  made  to  determine  the  effect  of  rest  upon  the  bar 
after  it  had  been  strained  to  its  ultimate  strength,  also  to 
determine  the  strength  after  annealing.  The  following  table 
shows  these  latter  results : 


^§3 

11 


i  i  Hi   I     n    r 


Jl' ill  III  Jill* 

fcg    fch    ^o    m  fc. 


if- 

E 


"II^P     Ills 

Q  E  £     g  E  g     jg 


*9  *d  'Qopoas 

vajyyo 

qopoiRj^ao3 


t.  I 


^  s 


Mm         »« 


•D  'd  *qiSa»q 
oopTcSnois 


♦     M    lo     ^o        en 


ft  S^ 


Jim  iiiiii  III  uiii 


!•  Ill'   II 


fi«>o         cicitf>         m  fov> 


^1 


*lfi 


fo  fo  en  id. 


'ft 


ai    en   ci  in    ei        a 


8    S       & 


0      1         0      1         O  I 


^       en     ci  o 


^'    Wilts'  •  i    i 

I 


S,- 


II 


11  '^i 
III  III 


isS    'fl 


:i 


il|Ui|Lii  p|i||  I 


iiIjIi  ills  Ii  1 


S      I    i 


Si%         S^  %5:I,'S 
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Some  tests  were  made  to  determine  the  values  of  the 
modulus  of  elasticity  of  the  same  iron  for  tension  and  for 
compression ;  and  these  were  found  experimentally  to  be 
almost  identical,  as  was  to  be  expected.  For  these  tests  the 
student  is  referred  to  the  reports  themselves ;  and  only  cer- 
tain tests  on  eye-bars  of  the  Phoenix  Company  will  be 
appended  here.  Some  of  them  were  tested  only  for  modulus 
of  elasticity,  which  are  not  calculated  in  the  report,  but  are 
given  here. 


Sectional 

Ultimate 

Con- 

Arsenal 

Oatside 

Gauged 

Area, 
square 
inches. 

Modulus 

Strength, 
lbs.,  per 
Sq.  In. 

traction 

Num- 
ber. 

Length, 
inches. 

Length, 
inches. 

of 
Elasticity. 

of  Area 
at  Frac- 
ture, %. 

509 

95-90 

70 

0.765 

25309000 

• 

510 

95.90 

70 

0.765 

27035000 

S" 

67-75 

SO 

1.478 

22391000 

40600 

16.8 

5" 

67-75 

50 

15.090 

25075000 

513 

67.80 

SO 

1.940 

24727000 

39480 

13.9 

5»4 

118.75 

90 

1.959 

24590000 

515 

118.75 

90 

1-959 

25993000 

516 

96.05 

75 

2.954 

25388000 

517 

109,72 

75 

3.800 

25969000 

518 

96.05 

75 

5-103 

23338000 

46720 

8.1 

Quite  a  number  of  tests  of  the  iron  of  different  American 
companies  are  to  be  found  in  the  "  Report  on  the  Progress  of 
Work  on  the  Cincinnati  Southern  Railway,"  by  Thomas  D. 
Lovett,  Nov.  I,  1875. 

For  these  the  student  is  referred  to  the  report  named. 
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SPECIAL    MODULUS   OF    ELASTICITY. 

In  connection  with  Hodgkinson's  experiment  on  a  bar  50 
feet  long,  attention  was  called  to  the  fact  that  the  ratio  of  the 
Stress  to  the  total  strain,  which  is  often  called  the  modulus  of 
elasticity,  remained  more  nearly  constant  in  wrought  than  in 
cast  iron  for  loads  below  the  limit  of  elasticity,  and  that  after 
passing  this  Hmit  it  decreases  rapidly,  as  the  strain  increases 
much  more  rapidly  than  the  stress. 

This  could  be  represented  graphically  by  drawing  a  curve, 
having  for  abscissae  of  its  several  points  the  loads  per  square 
inch  applied  to  the  piece,  and  for  ordinates  the  elongations  or 
shortenings.  Such  a  curve  would,  in  the  case  of  wrought-iron, 
be  nearly  a  straight  line  up  to  the  limit  of  elasticity,  and  then 
would  rise  very  rapidly. 

If,  now,  we  should  plot  another  curve  with  the  same  abscissae 
as  before,  but  having  for  ordinates  the  permanent  sets  under 
the  respective  loads,  this  curve  would  start  from  the  axis  of 
abscissae  at  the  limit  of  elasticity,  and  rise  rapidly  from  that 
point  on. 

Again  :  if  another  curve  be  drawn,  having  the  same  abscissae 
as  before,  but  having  for  ordinates  in  every  case  the  differences 
of  the  ordinates  of  the  other  two  curves,  such  a  curve  would 
represent,  by  its  ordinate  at  any  point,  the  recoil  or  the  stretch 
of  the  piece  over  and  above  the  permanent  set ;  and  this 
ordinate  would,  in  the  absence  of  further  experiment,  appear 
to  represent  the  amount  it  would  stretch  if  the  load  were 
removed  and  immediately  applied  again,  over  and  above  that 
part  of  the  stretch  which  did  not  disappear  on  the  removal 
of  the  load.  The  modulus  of  elasticity  computed  by  means  of 
the  elongation  above  described,  considered  as  the  elongation 
of  the  piece,  has  been  given  the  name  "special  modulus  of 
elasticity  "  by  Col.  Rosset  of  the  arsenal  at  Turin  ;  and  he  has 
called  attention  to  the  fact,  that  in  the  case  of  wrought-iron. 


Digitized  by 


Google 


WROUGHT'IRON  AND   STEEL  EYE-BARS  419 


and  also  of  steel,  this  special  modulus  of  elasticity  is  nearly- 
constant^  even  though  the  load  applied  be  far  above  the  limit 
of  elasticity. 

This  can  be  graphically  shown  from  the  fact  that  the  third 
of  the  above-mentioned  curves,  if  plotted,  will  be  nearly  a 
straight  line  almost  up  to  the  point  of  fracture  in  the  case  of 
wrought-iron  and  steel. 

Moreover,  this  special  modulus  of  elasticity  is  the  real 
modulus  of  elasticity  of  the  material,  and  it  is  this  that  is  meant 
whenever  any  values  of  the  modulus  of  elasticity  are  given  in 
connection  with  the  tests  made  on  the  Government  machine  at 
Watertown  Arsenal. 


EXAMPLES. 

1.  Plot  the  curves  referred  to  above,  for  Hodgkinson's  test  of  a 
wrought-iron  rod  50  feet  long,  recorded  on  p.  391. 

2.  Do  the  same  for  the  table  of  experiments  on  cast-iron  bars  10 
feet  long,  recorded  on  p.  360. 


WROUGHT-IRON  AND   STEEL  EYE-BARS. 

In  the  report  of  the  Government  tests  for  1886  is  given 
the  following  table  of  tensile  tests  of  wrought-iron  and  steel 
eye-bars.  The  wrought-iron  ones  were  furnished  by  the  Gen- 
eral Manager  of  the  Boston  and  Maine  Railroad,  and  the  steel 
ones  by  the  Chief  Engineer  for  the  American  Committee  of 
the  Statue  of  Liberty. 
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WROUGHT-IRON   PLATE. 

Some  tests  of  wrought-iron  plate  have  already  been  quoted, 
viz.,  Kirkaldy's ;  and  the  following  table  is  added,  giving  some 
tests  of  wrought-iron  plate  and  bars  made  on  the  Govern- 
ment testing-machine  at  Watertown  in  1883  and  1884  for  the 
Supervising  Architect  at  Washington,  D.C. 
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BRANDS  OF   PLATES. 

The  only  safe  way,  in  ordering  plates  for  a  boiler,  as  in  or- 
dering iron  for  any  construction,  is  to  prescribe  the  tests  they 
shall  stand,  as  the  same  brands  are  used  by  different  makers 
to  denote  very  different  qualities  of  iron.  Indeed,  the  fact 
that  steel  is  very  largely  taking  the  place  of  iron  in  the  making 
of  the  better  class  of  boilers  is  rendering  it  gradually  more  dif- 
ficult to  obtain  good  wrought-iron  boiler-plate. 

As  a  rule,  better  iron  will  be  obtained  by  purchasing  at  a 
mill  where  only  superior  qualities  are  manufactured,  rather 
than  at  mills  where  all  qualities  are  made. 

In  England  the  brands  are  very  various,  but  are  often  graded 
"Best,"  "Best  Best,"  and  " Treble  Best,"  the  "Best"  being  the 
poorest  of  the  three. 

In  the  United  States  these  brands  are  not  used,  and  the 
usage  varies  with  different  mills.  Some  years  ago  the  brands 
manufactured  were  as  follows :  — 

i^  Tank-Iron^  the  lowest  grade,  not  suitable  for  use  in  the 
shell  of  a  boiler,  and  including  all  iron  too  poor  for  this  purpose. 

2^  C  No.  /.  —  This  used  to  denote  iron  made  by  using  only 
charcoal  in  the  blast-furnace ;  and  it  furnished  a  good  grade  of 
iron,  suitable  to  use  in  those  parts  of  the  shell  of  a  steam-boiler 
which  do  not  come  in  contact  with  the  fire,  and  which  do  not 
have  to  be  flanged. 

3°.  C.  H,  No,  /,  or  charcoal-hammered  No.  i,  which  was 
also  a  charcoal  iron,  but  was  obtained  by  more  working  than 
C.  No.  I,  and  was  hence  a  better  grade  of  iron. 

4**.  Fire-box  Iron,  suitable  to  use  for  sheets  exposed  to  the 
fire. 

S®.  Flange  Iron,  or  such  as  will  flange  without  cracking. 

These  brands  partly  remain  to-day,  but  they  no  longer  bear 
the  same  meanings.  Indeed,  the  name  "  C.  H.  No.  i "  is,  in 
many  mills,  given  to  iron  in  the  manufacture  of  which  no  char- 
coal has  been  used. 
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There  are  some  mills  that  use  the  following  brands  for 
boiler-plates;  viz., — 

Tank- Iron.  Extra  Flange. 

Refined  Iron.  Shell  Fire-Box. 

SheU  Iron.  C.  H.  No.  i  Fire-Box. 

C.  H.  No.  I.  Extra  Flange  Fire-Box.         , 

Nevertheless,  if  we  buy  any  one  of  these  grades  at  different 
mills,  we  have  no  certainty  of  obtaining  the  same  quality  of 
iron ;  and,  moreover,  there  are  other  mills  that  use  different 
brands.  "  Refined  iron,"  for  instance,  is  a  term  that  includes  a 
large  number  of  qualities,  beginning  at  much  too  low  a  grade  to 
put  in  a  boiler-shell. 

The  only  sure  way  to  secure  good  iron  is  to  prescribe  the 
tests  it  shall  stand :  Le.,  the  tensile  strength,  which  should  be 
over  45000  or  46000  lbs. ;  the  limit  of  elasticity,  which  should 
be  as  much  as  27000  or  28000  lbs. ;  the  contraction  of  area  at 
fracture,  which  should  be  at  least  30  per  cent.  It  should  also 
stand  bending  double  cold,  red-hot,  and  at  a  flanging  heat.  It 
would  be  well  to  test  also  the  soundness  of  the  plates  by 
punching  them. 

BRANDS  OF  BARS  AND  SHAPES. 

For  these,  each  mill  has  its  own  peculiar  brands,  to  which  it 
attaches  its  own  signification.  The  only  way  to  secure  iron  of 
whose  quality  we  are  sure,  is,  therefore,  to  require  that  it  shall 
stand  the  suitable  tests  before  being  accepted. 

COMPRESSIVE   STRENGTH   OF   WROUGHT-IRON. 

In  regard  to  the  compressive  strength  of  wrought-iron,  we 
may  wish  to  study  it  with  reference  to — 

l^  The  strength  of  wrought-iron  columns; 

2°,  The  strength  of  wrought-iron  beams  ; 

3^  The  effects  of  a  crushing  force  upon  small  pieces  not 
laterally  supported ; 

4°.  The  effects  of  a  crushing  force  upon  small  pieces  laterally 
supported. 
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1°.  In  this  case  it  may  be  said  that,  by  reference  to  the 
tests  of  wrought-iron  bridge  columns,  the  compressive  strength 
per  square  inch  of  wrought-iron  in  masses  of  such  sizes  is  given 
by  the  tests  of  the  shorter  lengths  of  such  columns,  i.e.,  by 
those  that  are  short  enough  not  to  acquire,  when  the  maximum 
load  is  just  reached,  a  deflection  sufficient  to  throw  any  appreci- 
ably greater  stress  per  square  inch  on  any  part  of  the  column  in 
consequence  of  the  eccentricity  of  the  load  due  to  the  deflec- 
tion. The  results  thus  obtained  are  naturally  somewhat  lower 
than  we  should  expect  to  obtain  in  smaller  masses. 

2°.  In  this  case  the  evidence  that  there  is,  goes  to  show 
that  the  tensile  and  compressive  strength  of  the  same  iron  are 
nearly  equal.  Some  more  remarks  on  this  subject  will  be  made 
under  "  Transverse  Strength  of  Wrought-iron." 

3®.  If  a  small  cylinder  of  ductile  wrought-iron  is  tested 
without  lateral  support,  and  with  flat  ends,  the  friction  of  the 
ends  against  the  platforms  of  the  testing-machine  comes  in  to 
interfere  with  the  flow  of  the  metal ;  and  if,  besides  this,  the 
ratio  of  length  to  diameter  is  so  small  as  to  prevent  buck- 
ling, then  the  specimen  will  gradually  flatten  out,  and  it 
becomes  impossible  to  find  any  maximum  load,  because  the 
area  of  the  central  part  is  constantly  increasing.  In  case, 
however,  we  call,  at  any  one  time,  the  load  per  square  inch, 
the  load  divided  by  the  largest  section,  at  the  time  the  load  is 
on,  we  shall  find  a  maximum  load  per  square  inch,  in  regard  to 
which  in  the  case  of  mild  steel  there  are  a  number  of  tests  in 
the  Government  reports ;  and  from  the  figures  there  given  it 
follows  that  this  maximum  load  per  square  inch  averages  some- 
where near  85000  lbs. 

4°.  In  this  case  the  crushing  strength  per  square  inch  that 
causes  continuous  flow,  and  also  the  maximum  strength  per 
square  inch,  is  greater  than  that  where  the  specimen  has  no 
lateral  support.  Hence  follows,  that  in  the  case  of  steel  rivets 
it  is  entirely  safe  to  allow  a  bearing  pressure  very  considerably 
in  excess  of  85000  pounds  per  square  inch. 
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§  223.  Wrought-Iron  Columns. — Until  a  few  years  ago, 
we  have  had  no  experimental  knowledge  on  this  subject 
beyond  the  experiments  of  Hodgkinson,  which  have  furnished 
the  constants  for  Hodgkinson's,  and  also  for  Gordon's,  formula, 
as  already  given  in  §  209  and  §211. 

These  formulae  have  been  in  very  general  use,  and  it  is  only 
of  late  years  that  we  have  been  able  to  test  their  accuracy  by 
tests  on  full-size  wrought-iron  columns.  The  disagreement  of 
the  formulae  already  referred  to,  with  the  results  of  the  tests,  has 
led  to  the  proposal  of  a  large  number  of  similar  formulae,  each 
having  its  constants  determined  to  suit  a  certain  definite  set  of 
tests,  and  hence  all  these  formulae  thus  proposed  must  be  classed 
as  empirical  formulae,  and  can  only  be  applied  with  safety  within 
the  range  of  the  cases  experimented  upon. 

A  few  of  these  will  now  be  enumerated  ;  and  then  will 
follow  tables  of  the  actual  tests,  which  furnish  the  best  means 
of  determining  the  strength  of  these  columns;  and  it  would 
appear  that  it  is  these  tables  themselves  which  the  engineer 
would  wish  to  use  in  designing  any  structure. 

On  the  15th  of  June,  1881,  Mr.  Clark,  of  the  firm  of  Clark, 
Reeves,  &  Co.,  presented  to  the  American  Society  of  Civil 
Engineers  a  report  of  a  number  of  tests  on  full-size  Phoenix 
columns,  made  for  them  at  the  Watertown  Arsenal,  together 
with  a  comparison  of  the  actual  breaking-weights  with  those 
which  would  have  been  obtained  by  using  the  common  form  of 
Gordon's  formula  for  wrought-iron, 

P  _       36000 
^      1+      ^ 


36000P* 


where  P  =  breaking-weight  in  lbs.,  A  =  area  of  section  in 
square  inches,  /  =  length  in  inches,  p  =  least  radius  of  gyra- 
tion in  inches.     The  table  is  as  follows  :  — 
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The  very  considerable  disagreement  between  the  breaking- 
loads  as  calculated  by  Gordon's  formula,  and  the  actual  break- 
ing-loads, led  a  number  of  people  to  propose  empirical  formulae 
of  one  form  or  another  which  should  represent  this  set  of 
tests,  and  also  others  which  should  represent  some  other  tests 
on  full-size  bridge  columns,  which  had  been  previously  made 
in  other  places. 

Of  these  I  shall  only  give  those  proposed  by  Mr.  Theodore 
Cooper,  which  are  as  follows :  — 


For  square-ended  columns  • 


^  =  .  +  ((-»o)- 


18000 


p  f 

For  pin-ended  columns  •     •    •    •    "J  ~ Tj — 

I  4-  I 


jSooo 


And  he  gives,  for  the  values  of  _^ 


For  Phoenix  columns    .......  y  =  36000. 

For  American  Company's  columns .     .    .  /  =  30000. 
For  box  and  open  columns /  =  31000. 

He  deduces  these  values  of  /  from  some  tests  made  in  1875 
by  Mr.  Bouscaren,  combined  with  those,  already  referred  to, 
made  at  the  Watertown  Arsenal.  The  box  and  open  columns 
were  made  of  channel-bars  and  latticing.  The  tables  or  dia- 
grams presented  to  justify  the  formulae  proposed  can  be  found 
in  the  "  Transactions  of  the  American  Society  of  Civil  Engin- 
eers" for  1882. 

Besides  the  above,  there  will  be  given  here  some  formulae 
of  a  similar  form,  derived  by  Prof.  J.  Sondericker,  and  covering 
practically  all  the  sets  of  bridge  columns  tested  on  the  Govern- 
ment  machine  through  the  year  1887. 
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P 

The   formulae   give  approximately  the  values  of  -j,  the 

breaking-strength  per  square  inch  of  the  columns,  of  the  kinds 
indicated,  when  the   ratios  of  length   to   radius  of  gyration 

are  greater  than  the  number  which  follows  —  inside  of  the 

brackets. 

For  smaller  ratios  of  length  to  radius  of  gyration  we  have  a 
case  of  direct  compression,  and  should  simply  multiply  the 
sectional  area  by  the  compressive-strength  per  square  inch  of 
the  material  in  order  to  obtain  the  breaking-load  of  the  column. 
Moreover,  the  average  compressive-strength  per  square  inch  of 
the  material  for  the  special  columns  tested  is  the  numerator 

P 

of  the  value  of  -j. 

The  numbers  remaining  in  the  formulae  which  have  not 
been  referred  to  here  are  determined  empirically  from  the  sets 
of  tests.  These  formulae  are  purely  empirical,  and  they  are 
given  here  in  preference  to  some  of  the  others,  because,  while 
the  others  deal  only  with  the  earlier  tests,  these  include  the 
entire  range  up  to  date.     The  formulae  are  as  follows :  — 

For  flat-ended  Phoenix  columns  he  recommends  Cooper's 
formula. 

For  the  lattice  columns  with  pin-ends,  reported  in  Exec. 
Doc.  12,  47th  Congress,  ist  session,  and  Exec.  Doc.  5,  48th 
Congress,  ist  session,  he  recommends  the  formula 

P  __        34000 


1  + 


c— )■ 


12000 


For  the  box  and  solid  web  columns  reported  in  Exec.  Doc.  5, 
48th  Congress,  ist  session,  and  Exec.  Doc.  35,  49th  Congress, 
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1st  session,  taken  together  with  Bouscaren's  results  on  box 
and  on  American  Bridge  Company's  columns,  he  recommends 

P  _ 33000 


For  flat-ends -^ 

A 


+&-) 


lOOOO 


For  pin-ends  ...••••.    ^  — 


+(^-->r 


6000 

For  other  cases  more  experiments  are  needed  before  satis- 
factory formulae  can  be  devised. 

The  tests  made  at  the  Watertown  Arsenal  will  next  be 
given,  together  with  cuts  showing  the  form  of  the  columns ; 
these  being  taken  from  the  following  government  reports :  — 

Exec.  Doc.  12,  47th  Congress,  ist  session,  House. 
Exec.  Doc.  I,  47th  Congress,  2d  session.  Senate. 
Exec.  Doc.  5,  48th  Congress,  ist  session,  Senate. 
Exec.  Doc.  35,  49th  Congress,  ist  session,  Senate. 
Exec.  Doc.  36,  49th  Congress,  ist  session.  Senate. 

The  following  tables  are  taken  from  the  first  of  the  above- 
mentioned  Executive  Documents :  — 
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The  next  table  taken  from  the  second  Exec.  Document 
mentioned  above  contains  the  results  of  some  compressive  tests 
of  wrought-iron  I-beams  placed  in  the  machine  with  the  ends 
vertical  and  tested  with  flat-ends ;  also  of  some  tensile  speci- 
mens cut  off  from  two  of  them. 


TESTS 

OF  I-BEAMS 

BY  COMPRESSION. 

Width 

nf 

Thiclc- 

Total 

i 

Sectional. 

Ultimate  Strength. 

Length. 

Flange. 

Web. 

Depth. 

^ 

Area. 

Actual 

PerSq.In. 

In. 

In. 

In. 

In. 

L   8. 

Sq.  In. 

Lbe. 

Lbe. 

I 

57.06 

5-45 

0.64 

9.00 

228 

14.40 

545100 

37854 

a 

155.45 

4.40 

0.40 

10.52 

443 

10.26 

207000 

20170 

3 

191.90 

3.56 

0.40 

9.08 

365 

6.85 

85380 

12460 

4 

191.90 

3.59 

•.43 

9.09 

381 

7.15 

85200 

II916 

5 

119.85 

2.98 

0.18 

6. II 

139 

4.18 

IOI20O 

24210 

6 

180.33 

3.60 

0.42 

6.96 

303 

6.05 

84650 

13990 

7 

192.04 

3.58 

0.45 

7.94 

355 

6.65 

83400 

12540 

8 

192.90 

3.60 

0.44 

7.98 

353 

6.59 

92300 

I4010 

9 

215.88 

4.28 

0.40 

10.52 

561 

9.30 

149000 

16020 

10 

264.08 

4.49 

0.48 

10.53 

747 

10.19 

II3IOO 

11X00 

II 

264.08 

4.43 

0.50 

10.51 

767 

10.46 

107800 

10306 

12 

264.00 

4.90 

0.53 

15.15 

1085 

14.80 

184700 

12400 

13 

263.95 

4.84 

0.53 

14.74 

1081 

14.74 

187000 

12686 

TESTS  OF  SPECIMENS  FROM  NOS.    I   AND  2  BY  TENSION. 


Cut   from 
Flange 
or  Web. 

Width. 
In. 

Depth. 
In. 

Sectional 
Area. 

Sq.  In. 

Ultimate 

Strength. 

Contrac- 
tion of 
Area. 

Per  Cent. 

Actual. 
Lbe. 

Per  Sq.  In. 
Lbe. 

r 

Web. 

3.00 

0.65 

1.95 

103300 

52970 

10 

Web. 

3.00 

0.50 

1. 51 

65400 

43340 

3.9 

I 

Flange^ 

4.00 

0.75 

3.01 

146400 

48640 

19.6 

. 

Flange. 

4.00 

0.76 

3.02 

147 100 

48640 

15.9 

2 

Flange. 

3.00 

0.51 

1.53 

55400 

36210 

II. I 

Web. 

3.00 

0.40 

1.19 

52900 

44640 

16.5 
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Next  will  be  given  the  set  of  tests  which  is  reported  in 
Exec.  Doc.  5»  48th  Congress,  ist  session,  and  Exec.  Doc  35, 
49th  Congress,  ist  session. 

The  following  is  quoted  from  the  first  of  the  two ; 


"  COMPRESSION  TESTS  OF  WROUGHT-IRON  COLUMNS,  LATTICED,  BOX, 

AND   SOLID   WEB. 

**  This  series  of  tests  comprises  seventy-four  columns,  forty 
of  the  number  having  been  tested,  the  results  of  which  are 
herewith  presented. 

"The  columns  were  made  by  the  Detroit  Bridge  and  Iron 
Company. 

"  The  styles  of  posts  represented  are  those  composed  of — 

"  Channel-bars  with  solid  webs ; 

'^  Channel-bars  and  plates ; 

"  Plates  and  angles ; 

"  Channel-bars  latticed,  with  straight  and  swelled  sides ; 

"  Channel-bars,  latticed  on  one  side,  and  with  continuous 
plate  on  one  side. 

"  All  the  posts  were  tested  with  3^inch  pins  placed  in  the 
centre  of  gravity  of  cross-section ;  except  two  posts  of  set  A^, 
which  had  the  pins  in  the  centre  of  gravity  of  the  channel- 
bars. 

"  This  gave  an  eccentric  loading  for  these  columns,  on  ac- 
count of  the  continuous  plate  on  one  side  of  the  channel- 
bars. 

"  The  pins  were  used  in  a  vertical  position,  unless  other- 
wise stated  in  the  details  of  the  tests. 

"  In  the  testing-machine  the  posts  occupied  a  horizontal 
position. 

"  They  were  counterweighted  at  the  middle, 

"  Cast-iron  bolsters  for  pin^seats  were  used  between  the  ends 
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of  the  columns  and  the  flat  compression  platforms  of  the  test- 
ing-machine. 

"  The  sectional  areas  were  obtained  from  the  weights  of  th^ 
channel-bars,  angles,  and  plates,  which  were  weighed  before 
any  holes  were  punched,  calling  the  sectional  area,  in  square 
inches,  one-tenth  the  weight  in  pounds  per  yard  of  the  iron. 

"  Compressions  and  sets  were  measured  within  the  gauged 
length  by  a  screw  micrometer. 

"The  gauged  length  covered  the  middle  portion  of  the 
post,  and  was  taken  along  the  centre  line  of  the  upper  chan- 
nel-bar or  plate,  always  using  a  length  shorter  than  the  dis- 
tance between  the  eye-plates,  to  obtain  gaugings  unaifected  by 
the  concentration  of  the  load  at  those  points. 

"  The  deflections  were  measured  at  the  middle  of  the  post. 
The  pointer,  moving  over  the  face  of  a  dial,  indicated  the 
amount  and  direction  of  the  deflection. 

"  Loads  were  gradually  applied,  measuring  the  compressions 
and  deflections  after  each  increment ;  returning  at  intervals  to 
the  initial  load  to  determine  the  sets. 

"  The  maximum  load  the  column  was  capable  of  sustaining 
was  recorded  as  the  ultimate  strength,  although,  previous  to 
reaching  this  load,  considerable  distortion  may  have  been  pro- 
duced. 

"Observations  were  made  on  the  behavior  of  the  posts 
after  passing  the  maximum  load,  while  the  pressure  was  fall- 
ing, showing,  in  some  cases,  a  tendency  to  deflect  with  a  sudden 
spring,  accompanied  by  serious  loss  of  strength. 

"  The  slips  of  the  eye-plates  along  the  continuous  plates 
and  channel-bars  during  the  tests  were  measured  for  certain 
posts  in  sets  /%  Gy  H,  and  /.  The  measurements  of  slip  were 
taken  in  a  length  of  lo  inches  or  20  inches,  one  end  of  the 
micrometer  being  secured  to  the  eye-plate,  and  one  end  to  the 
channel-bar.  The  readings  include  both  the  compression 
movement  of  the  material  and  the  slip  of  the  plates. 
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"  The  pins  were  placed  in  the  centre  of  gravity  of  cross- 
section,  except  two  posts  of  set  K^  which  had  the  pins  in  the 
centre  of  gravity  of  the  channel-bars,  giving  an  eccentric  bear- 
ing to  these  columns,  on  account  of  the  continuous  plate  on 
one  side  of  the  channel-bars." 


TABULATION  OF  EXPERIMENTS  ON  WROUGHT-IRON  COLUMNS 
WITH  FLAT  ENDS. 


No.  of 
Test. 


Style  of  Column. 


Total 
Length. 


Ft.  In. 


Sec- 
tional 
Area. 

Sq.In 


Ultimate 
Strength. 


Total, 
Lbs. 


Per 

Sq.  In. 

Lbs. 


Number  of  Failure. 


1_J 


377 
378 


379 
380 


346 
347 
34a 
344 

348 
349 
34X 
343 


BetB, 


^  3 


n 


^K" 


Hi.' 


a^B. 


Hi' 


n 


-VS." 


-K." 


xo    7.90 
xo    7.90 


13  IX. 80 

13  XZ.80 


X3  XX.9 
X3  XX. 65 
ao  7.63 
90    7.80 

13  XX. 75 
X3  XX. 75 
90  7.60 
ao    7.63 


za.o8 
XX. xz 


X7.0X 
X7.80 


XS.74 
15.84 
X5.68 
»5.56 

ax. 03 
31.46 
ax.ao 
ax.  49 


383300 
373900 


S94500 
633600 


S17000 
5S5900 
5x7500 
53«9a> 

708000 
709500 


739450 


3x739 
33364 


34950 
35595 


3*846 
35050 
33003 
34505 

33683 
33061 

33019 
33943 


Buckling-plate    D  be- 
tween the  rivetiiig. 
Buckling'platcs. 


Buckling  -  plates     b^ 

tween  the  riveting. 
Triple  flexure. 


Buckling-plates. 

Do.  do. 

Deflecting  upward. 
Buckling-plates. 

Buckling-plates. 
Triple  flexure. 
Deflecting  upward. 
Deflecting  downward.- 
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TABULATION  OF  EXPERIMENTS  ON  WROUGHT-IRON  COLUMNS 
WITH  FLAT  ENDS. 


No.  of 
Test. 


Style  of  Cofaimn. 


Total 
Length. 

FL    In. 


Sec 

tional 

Area. 

Sq.  In. 


Ultimate 
Strength. 


Total, 


Per  Sq. 
In.,  Iba. 


Manner  of  Failure. 


339 
340 


337 
338 


8etK. 


8etN« 


7.94 
7-94 


as    7.75 
as    7.88 


xa.64 
ia.74 


16.99 
17.40 


4x8900 
43*400 


583400 
580000 


32666 
3386a 


34a79 
33333 


Deflecting  upward. 
Do.  do. 


Deflecting  downward 
and  sideways. 

Deflecting  diagonally 
channel  B  and  lattic- 
ing on  the    concave 


ing 

side. 


TABULATION  OF  EXPERIMENTS  ON  WROUGHT-IRON  COLUMNS 
WITH   3i-INCH  PIN-ENDS. 


No.  of 
Teat. 


Style  of  Column. 


Length, 
Centre 

to 
Centre 

of  Pins. 

Ft.    In. 

Sec- 
tional 
Area. 

Sq.  In. 

Ultimate 
Strength. 

Toul, 
Lbs. 

Per  Sq. 
In.,  lbs. 

Z5      o.z 

XX  .4a 

379300 

33ao5 

X5      0.0 

XX. 4a 

369900 

32339 

90     0.0 

xx.4a 

34aooo 

39947 

so     0.0 

IX. 3x 

330x00 

a9x86 

9    x».9 

9.X4 

a86xoo 

3x30a 

xo     0.0 

X0.07 

319300 

31698 

X5     0.0 

9.ai 

391500 

3x650 

9*44 

390000 

30730 

ao      0.0 

9.34 

a67500 

38950 

ao     0.0 

9.36 

379700 

39879 

Manner  of  Failure. 


367 
3S6 
3S7 

37X 
37a 
370 
369 
354 
36s 


SetB. 


i. 


2 


Hor.  deflection  perpen- 

die.  to  plane  of  pint. 
Hor.  deflection. 


Do. 
Do. 


do. 
do. 


Budding  -  plates     be- 
tween rivets. 
Do.  do. 

Hor.  deflec.  and  buck- 
ling between  rivets. 
Do.  do. 

Triple  flexure. 

Hor.  deflection. 
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crushing,  were  as  12  to  11,  or  nearly  equal;  thus  tending  to 
show  that  the  tensile  and  compressive  strengths  of  wrought- 
iron  are  nearly  equal,  and  that  the  reason  of  the  crippling  in 
the  first  experiments  was,  that  the  iron  between  the  rivets 
acted  like  a  column,  and  bent,  instead  of  bringing  into  play  the 
entire  compressive  strength  of  the  iron. 

Experiments  made  on  small  round  or  rectangular  bars  show 
a  modulus  of  rupture  very  considerably  in  excess  of  the  tensile 
or  compressive  strength,  the  explanation  being,  just   as  was 

explained  in  the  case  of  cast-iron,  that  the  formula  J/ =/- 

assumes  Hooke's  law  to  hold,  and  that  this  is  not  true  near  the 
breaking-point. 

As  to  experiments  on  large  beams,  besides  those  of  Fair- 
bairn,  already  referred  to,  we  have :  — 

1°.  Some  tests  made  by  Mr.  William  Sooy  Smith  and  by 
Col.  Laidley  at  the  Watertown  Arsenal. 

2"*.  Some  tests  made  in  Holland  on  iron  and  steel  beams, 
an  account  of  which  is  given  in  the  Proceedings  of  the  British 
Institute  of  Civil  Engineers  for  1886,  vol.  Ixxxiv.  p.  412  ^-Z  seq. 

3*^.  Some  tests  made  in  the  laboratory  of  Applied  Mechanics 
of  the  Massachusetts  Institute  of  Technology,  on  iron  and 
steel  I-beams. 

4°.  Tests  made  by  the  different  iron  companies  upon  beams 
of  their  own  manufacture,  and  recorded  in  their  respective 
hand-books. 

Mr.  Smith's  tests  are  recorded  in  Executive  Document  23, 
46th  Congress,  second  session,  and,  as  it  does  not  seem  to  the 
writer  that  any  conclusions  can  be  drawn  from  this  series  of 
tests,  it  will  not  be  quoted  here. 

In  the  84th  volume  of  the  Proceedings  of  the  British 
Institution  of  Civil  Engineers  is  given  an  account  of  two  sets 
of  tests  made  in  Holland  in  1877,  upon  such  wrought-iron  and 
steel  girders  as  were  in  use  there  at  that  time. 
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In  the  first  series,  seven  riveted  steel  girders  were  tested, 
giving  for  moduli  of  rupture  in  pounds  per  square  inch  the 
following  values  respectively,  viz.:  35560,  34140,  53760,  54050, 
62580,  58310,  and  51200;  whereas  the  tensile  strength  of  the 
steel  varied  from  85340  to  106670  pounds  per  square  inch. 

After  obtaining  these  results,  which  were  decidedly  disap* 
pointing  to  the  steel  makers,  they  decided  to  make  a  more 
extended  series  of  tests  upon  steel  and  wrought-iron  girders. 
The  girders  tested  in  this  second  series  were,  according  to  the 
paper  referred  to,  the  following,  viz. :  three  wrought-iron,  three 
hard  steel,  three  soft  steel,  and  twenty  of  the  longitudinal 
girders  which  had  been  intended  for  the  bridge  across  the 
river  Waal  at  Nymegen,  but  which  had  been  rejected. 

The  requirements  prescribed  for  the  hard  steel  were  a  mini- 
mum tensile  strength  of  106670  pounds  per  square  inch  and  an 
ultimate  elongation  not  less  than  14  per  cent.  For  soft  steel 
they  were  a  maximum  tensile  strength  of  71 120  pounds  per 
square  inch,  and  an  ultimate  elongation  of  25  per  cent. 

The  modulus  of  rupture  obtained  from  the  tests  of  the 
three  wrought-iron  girders  was  55470  pounds  per  square  inch, 
while  the  tensile  strength  of  the  wrought-iron  varied  from 
54050  to  56890  pounds  per  square  inch,  and  their  contraction 
of  area  at  fracture  from  11  per  cent  to  35  per  cent. 

There  had  been  considerable  difficulty  encountered  in  pro- 
curing steel  which  should  comply  with  the  requirements,  in  the 
case  of  the  three  hard  steel  girders ;  hence  these  three  represent 
a  much  better  quality  of  steel  than  that  which  was  in  use  for 
girders  at  that  time. 

The  moduli  of  rupture  in  pounds  per  square  inch  which 
were  obtained  from  these  three  tests  were  respectively  96726, 
83920,  and  96720,  the  tensile  strength  of  the  steel  varying  from 
1 1 5210  to  122320  pounds  per  square  inch,  and  the  contraction 
of  area  at  fracture  from  24  per  cent  to  36  per  cent.  The 
modulus  of  rupture  obtained  from  the  three  soft  steel  girders 
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was  49780  pounds  per  square  inch,  while  the  tensile  strength  of 
the  soft  steel  varied  from  59740  to  69690  pounds  per  square 
inch,  and  the  contraction  of  area  at  fracture  from  42  per  cent 
to  50  per  cent.  Of  the  twenty  old  girders,  two  were  bolted,  and 
eighteen  riveted.  The  former  gave  moduli  of  rupture  equal  to 
51210  and  71 120  pounds  per  square  inch  respectively. 

Of  the  other  eighteen,  seven  gave  moduli  of  rupture  below 
56890  pounds  per  square  inch,  ten  between  this  and  /liao^ 
while  one  gave  83920. 

The  tensile  strength  of  the  material  varied  from  55470  to 
122320  pounds  per  square  inch,  and  the  contraction  of  area  at 
fracture  from  1 1  per  cent  to  49  per  cent. 

Tests  were  made  to  determine  whether  annealing  different 
parts  of  the  steel  girders  before  riveting  would  be  an  advan- 
tage, but  the  tests  gave  very  unsatisfactory  results. 

It  is  plain  that  of  the  girders  tested  in  these  two  series  of 
tests  the  only  ones  that  according  t6  our  modern  standards 
would  be  considered  suitable  for  use  are  the  three  wrought- 
iron  and  the  three  soft-steel  girders,  inasmuch  as  the  steel  in 
all  the  other  cases  was  too  hard  and  too  variable  in  its  proper- 
ties to  be  suitable  for  use  in  construction. 

The  following  table  gives  the  results  that  have  been 
obtained  in  the  tests  that  have  been  made  upon  wrought-iron 
and  steel  I-beams  in  the  laboratory  of  Applied  Mechanics  of 
the  Massachusetts  Institute  of  Technology.  This  table  will 
give  a  fair  idea  of  the  strength  and  elasticity  of  such  beams  as 
are  in  use  to-day.  Moreover,  it  is  pretty  well  recognized  to-day 
that  for  use  in  construction  we  need  a  soft  and  ductile  steel ; 
and  hence  that  hard-steel  beams  would  be  unsafe  on  account  of 
tReir  lack  of  ductility. 
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§  225.  Steel.  —  Steel  is  usually  defined  to  be  a  compound 
of  iron  with  a  small  percentage  of  carbon,  this  percentage 
varying  from  a  very  minute  quantity  up  to  one  and  a  half,  or  at 
most  two,  per  cent.  Steel  is  made  in  one  of  the  three  follow- 
ing ways ;  viz.,  — 

1°.  By  adding  carbon  to  wrought-iron. 

2°.  By  removing  carbon  from  cast-iron. 

3°.  By  melting  together  cast  and  wrought  iron  in  suitable 
proportions. 

These  three  processes  are,  as  a  rule,  represented  respectively 
by  the  following  three  kinds  of  steel :  — 

1°.  Crucible  steel, 

2°.  Bessemer  steel, 

3**.  Open-hearth,  or  Siemens's  Martin  steel ; 
these  being  the  three  chief  kinds  that  are  made  on  the  com- 
mercial scale. 

Crucible  Steel,  —  This  should  always  be,  and  is  by  good 
makers,  made  by  re-melting  blister  steel  in  crucibles ;  the  lat- 
ter being  made  by  the  cementation  process,  in  which  bars  of 
wrought-iron  are  heated  in  contact  with  charcoal  until  they 
have  absorbed  the  necessary  amount  of  carbon. 

Crucible  steel  is  used  for  the  finest  cutlery,  tools,  etc.,  and 
wherever  a  very  pure  and  homogeneous  quality  of  steel  is 
required. 

Bessemer  Steel  is  made  by  decarbonizing  cast-iron  by  forcing 
a  powerful  blast  through  a  mass  of  melted  cast-iron,  thus  re- 
moving the  greater  part  of  its  carbon,  and  then  adding  a  small 
quantity  of  some  very  pure  cast-iron  which  is  rich  in  carbon,  thus 
bringing  up  the  percentage  of  carbon  to  the  required  amount. 

Open-hearth  Steel  is  made  by  fusing  a  charge  consisting  of 
the  suitable  proportions  of  cast-iron  with  wrought-iron  scrap, 
or  with  Bessemer  steel  scrap. 

Bessemer  and  open-hearth  steel  contain  more  impurities 
than  crucible  steel ;  but  they  are  very  much  cheaper,  and  are 
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just  as  suitable  for  many  purposes.  It  is  only  in  consequence 
of  their  introduction  that  steel  can  be  extensively  used  on  the 
large  scale,  as  crucible  steel  would  be  too  expensive  for  many 
purposes. 

Steel  is  also  made  by  puddling  and  by  other  processes. 

Steel,  unlike  wrought-iron,  is  fusible ;  unlike  cast-iron,  it  can 
be  forged;  and,  with  the  exception  of  the  higher  grades,  it 
can  be  welded  by  heating  and  hammering,  the  welding  of  high- 
grade  steel  in  large  masses  being  a  very  uncertain  operation, 
though  small  masses  can  be  welded  by  taking  proper  care. 

The  special  characteristic,  however,  is,  that,  with  the  ex- 
ception of  the  lowest  grades,  when  raised  to  a  red  heat  and 
suddenly  cooled,  it  becomes  hard  and  brittle,  and  that,  by  sub- 
sequent heating  and  slow  cooling,  the  hardness  may  be  reduced 
to  any  desired  degree.  The  first  process  is  called  hardening, 
and  the  second  tempering. 

Pure  wrought-iron  cannot  be  hardened  by  this  means ;  and 
cast-iron  can  be  hardened,  but  cannot  be  tempered. 

Case  Hardening  is  a  process  by  which  the  outer  coating  of 
wrought-iron  is  turned  into  steel  by  heating  it  to  a  red  heat  in 
contact  with  bone-dust  or  some  animal  matter.  This  process 
gives  the  iron  a  hard  surface  combined  with  toughness. 

Whereas  the  hardening  element  of  steel  should  be  only 
carbon,  and  whereas  other  substances  should  be  absent  as  far 
as  possible  in  the  best  steel,  nevertheless  phosphorus,  silicon, 
and  manganese,  when  present  in  small  quantities,  all  have  a 
hardening  effect ;  and  all  these  ingredients,  and  often  sulphur, 
are  generally  found  in  Bessemer  and  open-hearth  steel,  sul- 
phur, silicon,  and  phosphorus  coming  from  the  ore,  the  fuel, 
and  the  flux,  and  manganese  being  necessarily  added,  partly 
to  counteract  the  effect  of  sulphur,  partly,  by  its  affinity  for 
oxygen,  to  absorb  any  oxygen  in  the  interior  of  the  mass,  and 
thus  decrease  the  porosity,  and  partly  to  enable  the  steel  to  be 
welded  by  preventing  the  rapid  oxidation  of  the  surfaces  at  a 
high  heat. 
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When  Bessemer  steel  was  first  intrcxluced,  and  for  some 
time  thereafter,  it  was  chiefly  used  for  rails.  It  is  only  since  a 
more  recent  date  that  Bessemer  and  open-hearth  steel  have 
been  made  sufficiently  homogeneous  and  reliable  for  use  in 
construction  generally ;  but  at  the  present  day  it  is  displacing 
wrought-iron  for  very  many  purposes,  as  being  more  reliable, 
and  it  is  likely  to  displace  it  even  more. 

In  the  construction  of  boilers,  bridges,  trusses,  beams,  etc., 
it  will  not  do  to  use  the  higher  grades  of  steel,  but  only  the 
milder  alid  more  ductile  kinds :  thus  steel  with  a  tensile  strength 
of  more  than  8ooc»  or  90000  lbs.  per  square  incli  is  generally  too 
hard  to  use  in  construction  ;  and  for  steam-boilers,  if  its  strength 
exceed  about  60000  lbs.,  it  is  liable  to  be  too  hard.  It  should 
also  show  a  large  percentage  of  contraction  of  area,  as  30  per 
cent  or  upwards.  Such  steel  contains  but  little  carbon,  gen- 
erally  not  more  than  one-half  of^one  per  cent. 

Welding  by  heating  and  hammering,  i.e.,  not  electro-weld- 
ing,  is  a  much  more  difficult  operation  in  steel  than  in  iron,  as 
(1°)  there  is  always  danger  of  overheating,  and  (2°)  the  metal 
does  not  unite  as  readily  at  a  welding-heat ;  hence,  in  high 
grades  of  steel,  welding  is  almost  an  impossibility,  especially 
with  large  masses. 

The  injury  done  to  steel  plates  by  punching  is  greater  than 
that  done  to  iron  plates :  this  injury  can,  however,  be  removed 
by  annealing.  Steel  requires  greater  care  in  working  it  than 
iron,  whether  in  punching,  flanging,  riveting,  or  other  methods 
of  working ;  otherwise  it  may,  if  over-heated,  bum,  or  receive 
other  injury  from  careless  workmanship; 

In  regard  to  the  terra  "  temper,"  it  should  be  observed,  that 
by  the  steel-maker  it  is  used  to  denote  the  percentage  of  carbon 
in  the  steel,  a  higher  temper  corresponding  to  a  higher  per- 
centage of  carbon.  On  the  other  hand,  the  term  "  temper  "  in 
common  pariance  refers  to  the  degree  o£  hardness  a&  deter- 
mined by  tempering  the  steel. 
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The  brands  of  steel  are  determined  by  each  maker  for  him- 
self, there  being  no  uniformity  in  this  regard* 

The  chemical  composition  of  steel  is  one  important  element 
in  its  resisting  properties ;  but,  on  the  other  hand,  the  mode  of 
working  also  has  a  great  influence  on  the  quality. 

The  only  means  of  securing  good  steel  is,  to  prescribe  the 
tests  which  it  shall  stand,  and  to  reject  all  that  does  not  fulfil 
the  requirements. 

Thus,  good  boiler-plate  should  have  an  ultimate  strength 
of  55000  to  60000  lbs.  per  square  inch,  a  limit  of  elasticity  of 
about  30000  pounds,  a  contraction  of  area  at  fracture  of  about 
30  per  cent.  It  should  not  crack  on  (1°)  being  bent  double  cold, 
(2°)  at  a  red  heat,  (3°)  at  a  flanging-heat,  and  it  should  suffer 
but  little  injury  by  punching. 

For  other  purposes,  as  in  trusses,  etc.,  it  should  be  able  to 
stand,  without  injury,  the  trials  to  which  it  has  to  be  subjected 
in  construction,  as  bending,  punching,  riveting,  etc.  An  ac- 
count of  the  manner  of  appl3nng  such  tests  to  angle-irons', 
I-beams,  etc.,  will  be  found  in  "  Use  of  Steel  for  Constructive 
Purposes,*'  by  J.  Barba. 

§226.  Tensile  and  Compressive  Strength  of  Steel. — 
No  references  will  be  given  to  any  of  the  very  early  tests  upon 
the  strength  of  steel,  as  the  records  of  the  kinds  of  steel  used 
in  the  tests  and  of  its  mode  of  manufacture  are  very  imperfect. 
By  way  of  references  to  the  literature  on  tests  of  steel,  it  may 
be  said  that  the  greater  part  of  those  given  under  the  head  of 
wrought-iron  contain  also  experiments  on  steel.  Besides  these 
may  be  mentioned  the  following :  — 

W.  E.  Woodbridge:  Report  on  the  Mechanical  Properties  of  Steel, 
Chiefly  with  Reference  to  Gun  Construction  on  the  Wood- 
bridge  System. 

J.  Barba:  The  Use  of  Steel  for  Constructive  Purposes. 

Tests  made  for  St.  Louis  Arch:  Woodward's  History  of  the  St.  Louis 
Arch. 
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Tests  of  Steel  for  the  Brooklyn  Bridge:  Roebling's  Report  of  the 

Brooklyn  Bridge. 
Charles  B.  Dudley:  Franklin  Institute  Journal,  1881. 
A.  F.  Hill:  Proceedings  of  the  Engineers'  Society  of  Western  Penn- 
sylvania for  1880. 
A.  F.  Hill:  Proceedings  of  Society  of  Arts  of  the  Massachusetts 
Institute  of  Technology,  for  1882-3. 

The  strength,  elasticity,  and  other  properties  of  steel  depend, 
of  course,  upon  its  chemical  composition,  upon  its  mode  of 
manufacture,  and  upon  the  treatment  it  receives  while  it  is 
being  transformed  into  the  finished  product. 

The  engineer  should  be  very  careful  to  prescribe  such  phys- 
ical tests  for  the  steel  which  he  is  to  use  as  will  insure  a  suit- 
able material,  and  among  these  physical  tests  should  be  included 
such  as  will  prove  that  it  will  not  be  injured  by  the  proper 
working  to  which  it  must  necessarily  be  subjected  in  the  manu- 
facture of  the  articles  that  are  to  be  made  of  it;  but  the 
engineer  should  leave  to  the  steel  manufacturer  to  determine 
how  to  produce  a  steel  that  will  fulfil  the  requirements  pre- 
scribed ;  and  he  should  then  see  to  it  that  it  does  not  receive 
improper  or  careless  treatment  during  its  manufacture  into  the 
finished  product. 

Nevertheless  it  is  desirable  that  the  engineer  should  have 
some  knowledge  of  the  effect  of  the  different  ingredients  upon 
the  strength,  ductility,  etc.,  of  steel. 

While  quite  a  number  of  tests  have  been  made  with  this 
object  in  view,  and  quite  a  number  of  empirical  formulae  have 
been  deduced,  nevertheless  the  tests  have  not,  in  the  writer's 
opinion,  been  sufficiently  full  to  warrant  the  deduction  of  the 
formulae  from  them. 

Thus  several  sets  of  tests  have  been  made  to  determine  how 
the  percentage  of  carbon  affects  the  strength  of  the  steel,  but 
in  none  of  them  have  the  proportions  of  the  other  ingredients 
been  kept  constant ;  hence  we  are  not  warranted  in  drawing  as 
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full  conclusions  as  we  might,  could  this  condition  have  been 
fulfilled. 

With  the  view  of  presenting  some  information  upon  this 
subject  three  sets  of  tests  will  be  quoted  here. 

The  first  is  a  series  of  tests  made  by  Bauschinger,  and 
recorded  in  the  third  Heft  of  the  Mittheilungen.  The  steel 
used  was  Bessemer  steel  made  at  Ternitz,  and  for  these  tests 
twelve  charges  were  made,  which  only  differed  in  the  amount 
of  Spiegel  iron  added  ;  and  the  percentage  of  carbon  was  deter- 
mined by  chemical  analysis  of  the  steel. 

The  following  table  gives  his  results  upon  the  tensile,  com- 
pressive, shearing,  and  transverse  strength,  and  also  the  moduli 
of  elasticity  as  determined  in  the  tensile  tests. 

The  specimens  used  for  these  tensile  tests  were  o".47  in. 
thick,  2.75  in.  wide  in  the  part  between  the  shoulders,  23.6  in. 
long  over  all,  and  about  17  in.  long  between  the  shoulders. 

The  specimens  used  for  compression  were  3.54  in.  long  and 
1. 1 8  in.  square  in  section. 

The  specimens  for  transverse  strength  were  47.24  in.  long, 
5.5  in.  deep,  and  2.17  in.  thick,  the  span  used  being  39.37  in., 
and  the  load  being  applied  at  the  middle. 
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The  second  set  of  tests  quoted  will  be  some  made  on  the 
government  testing-machine  at  Watertown  Arsenal,  upon  speci- 
mens of  steel  containing  different  percentages  of  carbon,  the 
tests  themselves  forming  a  portion  of  a  series  denominated  in 
the  government  reports  as  the  "  Temperature  Series."  The 
account  of  the  tests  to  be  quoted  is  to  be  found  in  their  report 
for  1887,  while  the  following  description  of  the  steel  is  taken 
from  that  for  1886;  and  includes  also  some  conclusions  from 
some  earlier  tests  made  there  in  1886 :  — 

"  Ten  grades  of  open-hearth  steel  are  here  represented,  in 
which  the  carbon  ranges  from  0.09  to  agj  per  cent,  varying  by 
tenths  of  a  per  cent  as  nearly  as  was  practicable  to  obtain  the 
steel. 

"  The  other  elements  do  not  follow  any  regular  succession. 

"  The  bars  were  rolled  to  i\  in.  diameter  and  turned  to 
specimens  from  that  size. 

"  The  steel  was  made  by  the  Norway  Iron  Works,  South 
Boston,  Mass.,  and  the  chemical  analyses  furnished  by  George 
H.  Billings,  superintendent. 

"  These  bars  are  intended  to  furnish  part  of  the  material 
for  use  in  a  comprehensive  series  of  tests  at  higher  tempera- 
tures. 

"  The  modulus  of  elasticity  in  compression  averages  higher 
than  in  tension,  and  appears  less  regular  under  the  former 
stress  than  the  latter. 

"  In  the  case  of  tension  bars,  which  afforded  the  best  oppor- 
tunities for  accurate  measurements,  it  is  at  least  evident  that 
the  modulus  of  elasticity  is  not  far  from  3000000O  pounds 
per  sq.  in.,  whether  the  steel  contains  o.i  per  cent  or  l.oo  per 
cent  of  carbon,  other  elements  at  the  same  time  being 
present." 

The  following  gives  a  description  of  the  nH>de  of  mak- 
ing the  tests  of  1887,  and  an  explanation  of  the  table  of 
tests :  — 
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'''The  specimens  were  taken  from  bars  \\  in.  diameter  of 
open-hearth-steel  as  described  in  Report  of  1886. 

"  The  total  length  of  the  specimens  was  36"  in.,  with  ends 
\\  in.  diameter,  threaded  lO  per  inch,  Franklin  Institute  stan- 
dard shape.  The  stems  'vere  turned  a  length  of  32  in.,  of 
which  30  in.  was  used  a;s  the  gauged  length,  where  the  bars 
were  reduced  to  1.0092  *::.  diameter.  In  this  condition  the 
modulus  of  elasticity  of  each  was  determined  as  recorded  in 
Report  of  1886. 

"  After  a  period  of  rest  the  tests  were  resumed,  and  carried 
to  final  rupture,  the  stems  now,  with  the  exception  of  Nos.  i, 
2,  and  the  first  bar  of  No-  7,  being  turned  down  to  smaller 
diameters. 

"  The  first  bar,  No.  7,  broke  in  the  head  at  the  root  of  the 
thread,  and  another  bar  was  prepared  with  the  diameter  of  the 
stem  reduced  to  0.757  in. 

"  Less  ductile  metals  require  a  greater  difference  between 
the  areas  of  the  stem  and  at  the  root  of  the  thread  in  the 
head,  to  avoid  rupture  of  the  latter,  than  is  required  by  metal 
possessing  greater  ductility. 

"  It  is  also  shown  in  bars  Nos.  8,  9,  and  10  how  the  centre- 
punch  marks,  which  were  about  o.oi  in.  deep,  in  the  surface  of 
the  stems  located  the  places  of  rupture. 

"  With  increased  hardness  of  metal  slight  imperfections 
become  of  serious  importance. 

"  A  diagram  is  given  (in  the  report)  with  curves  repre- 
senting the  behavior  of  the  several  grades  of  steel  from 
the  initial  loads  up  to  the  time  the  tensile  strength  was 
reached. 

"  When  loads  are  slowly  applied,  the  rupture  of  duc- 
tile metal  does  not  occur  under  the  maximum  stresses,  but 
while  local  contraction  of  area  is  going  on,  and  the  load  is 
falling. 
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"  The  contraction  of  area  usually  progresses  at  a  more 
rapid  rate,  however,  than  the  load's  fall,  which  results  in  a 
higher  strength  per  square  inch,  measured  on  the  ruptured 
section,  than  the  tensile  strength,  which  is  referred  to  the 
original  diameter  of  the  bar. 

"  Brittle  metal  breaks  at  once,  with  little  or  no  warning 
under  the  maximum  load. 

"  The  mechanical  work  done  is  computed,  beginning  with 
the  initial  load,  and  values  are  given,  in  the  tabulation,  which 
indicate  the  amount  of  work  done  at  the  elastic  limit,  also 
when  the  maximum  load  or  tensile  strength  was  reached. 

"  For  those  bars  which  failed  suddenly  and  the  elongation 
was  not  determined  at  the  maximum  load,  the  next  lower 
load  and  elongation  is  used  in  computing  the  mechanical 
work. 

"  It  is  seen  that  bars  having  the  highest  tensile  strength 
were  not  those  which  required  the  most  work  to  cause  rup- 
ture. 

"  A  number  of  bars  show  a  yielding-point  immediately  upon 
passing  the  elastic  limit,  during  which  period  the  metal  stretches 
and  takes  a  considerable  set  under  loads  below  those  which  had 
previously  been  sustained. 

"  In  an  earlier  report  results  were  shown  in  which  this 
behavior  was  repeated  in  the  same  bars  as  higher  loads  were 
reached." 

The  table  of  results  is  as  follows  :  — 
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TENSILE  TESTS  OF  STEEL  BARS— TEMPERATURS   SERIES. 
Tests  at  Atmospheric  Temperaiurs, 
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The  third  set  of  tests  that  will  be  quoted  in  this  connection 
is  one  made  by  the  Committee  on  Chemical  Research  of  the 
United  States  Government  Commission,  and  recorded  in  Ex- 
ecutive Document  23,  46th  Congress,  second  session. 

The  following  summary  of  this  report  will  be  appended 
here,  giving  only  the  percentages  of  the  most  important  ingre- 
dients besides  the  iron.     This  summary  is  as  follows : 
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Mr.  A.  F.  Hill,  in  the  "Transactions  of  the  Engineers* 
Society  of  Western  Pennsylvania"  for  1880,  gives  an  account 
of  some  tests  of  open-hearth  *steel  manufactured  by  Andersoix 
&  Co.  of  Pittsburgh,  taken  from  different  runs,  and  ranging 
from  0.3  to  0.5  per  cent  of  carbon ;  the  steel  being  tested  both 
in  the  form  of  specimens,  and  also  in  the  form  of  eye-bars, 
plates,  and  riveted  plate-girders. 

The  following  account  of  some  of  these  tests  is  condensed 
from  his  paper :  — 

L    SPECIMEN  TESTS  OF  BAR-ENDS  30  INCHES   LONG,  DESIGNED   FOR 

EYE-BARS. 


Tensile  Stress  \ 

xr  Square  Inch 

Mark,  and  Carbon 
Percentage. 

at 

Stretch  at 
Fracture,  %. 

Reduction 
of  Area  at 
Fracture,  %. 

Elastic  Limit. 

Rupture. 

I  ' 

55712 

94760 

15.I 

30 

2 

56009 

95380 

12.9 

26 

3 

0.3%  C. 

55120 

95830 

153 

31 

4 

55830 

96020 

14.5 

27 

5  J 

55512 

94970 

13-8 

29 

I 

65790 

I I 2340 

10.8 

19 

2 

66040 

I I 2470 

8.9 

16 

3 

0.5%  C. 

66160 

I I 1980 

10.5 

22 
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65550 

I 13320 

10.9 

21 

5J 

65980 

I 13040 

9.4 

20 
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IL    EXPERIMENTS  ON  STEEL  EYE-BARS  WITH  0.3%  CARBON. 

Dimensions :  Stem,  3  in.  X  (  in.  X  10  ft.    Head,  i^  in.  thick,  ^\  in.  across  the  eye. 
Pin-hole,  3!  ill.  diameter. 


Mark. 

2 

XcDstic  Stfcn  per 
Square  Inch  at 

1 
Jl 

1  ^ 
1  ^ 

Renaiks. 

Elastic 

Rupture. 

Bl 
B2 
83 

I 

54026 
54"3 

87400 
94500 
89300 

8.2 
9.2 
7.0 

44 
46 

42 

Broke  i  ft.  3    in.  from  pin-hole. 
«     4  ft.  3}  in.     « 
«      ift.8iin.     « 

Fl 
F2 
F3 

1 

51762 

54065 
52518 

92672 
91570 
94780 

8.2 

9-3 
11^ 

0 
29 

40 

Broke  in  head  into  3  pieces. 
"      5  ft.  7\  in.  from  pin-hole. 
«     2  ft.  1}  in.     « 

Al 
A2 
A3 

1 
I 

58473 
56059 
55310 

69140 
63000 
69400 

2.0 
2.6 
2.2 

Measure- 
ments not 
taken. 

Broke  5^  in.  from  pin-hole. 
«     si  in.    «         « 
".    si  in.    "         " 

In  those  marked  "upset,"  the  bars  were  rolled  to  the  re- 
quired section  of  the  stem,  with  sufficient  surplus  of  length 
to  form  the  heads  by  hydraulic  upsetting. 

In  those  marked  "rolled,"  the  heads  were  rolled  by  Klo- 
man's  patent  process. 

In  those  marked  "welded,"  the  heads  were  formed  by  weld- 
ing pieces,  and  die  forging. 

Fractures  of  Bi,  B2,  B3,  F2,  and  F3  were  fine,  silky,  and 
wedge-shaped. 

Fi  broke  in  head,  and  showed  effect  of  over-heating;  frac- 
ture coarse  and  granular. 

A  I,  A2,  and  A3  broke  in  stem  close  to  neck ;  fracture  close- 
grained,  50  per  cent  granular,  and  showing  effect  of  welding 
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heat  Weld  was  defective  at  junction  of  head  and  neck  on 
account  of  welding-pieces  having  been  too  small. 

Mn  Hill  draws  from  these  tests  the  following  conclusions  :  — 

i^  "The  strength  of  the  specimen  exceed-s,  in  each  case, 
that  of  the  manufactured  bar." 

2**.  "  The  uniformity  of  the  results  obtained  from  the  tests 
of  the  bartends  shows  conclusively  that  whatever  difference  in 
strength  there  is  between  these  bar-ends  and  the  manufactured 
eye-bar  is  properly  ascribable  to  the  mode  of  manufacture." 

3**.  "  The  results  obtained  from  the  rolled  and  the  upset  eye- 
bars  approach  nearest  to  the  original  bar  strength,  and  give  the 
best  results.  The  difference  between  the  results  from  these  two 
methods  is  so  trifling  —  and  if  any  thing  in  the  0.3  per  cent  car- 
bon group,  slightly  in  favor  of  the  upset  bar  —  that  it  leaves  no 
doubt  in  my  mind  that  these  two  processes  are  equally  good." 

4°.  "The  results  from  the  welded  bars  show,  that,  while 
steel  can  be  perfectly  welded,  there  is  a  loss  of  nearly  30  per 
cent  of  ultimate  strength  as  compared  with  the  original  bar ; 
moreover,  the  elastic  limit  is  too  near  the  ultimate  strength,  and 
the  percentage  of  elongation  too  small,  to  give  sufficient  warn- 
ing of  impending  failure." 

"  It  will,  therefore,  be  safe  to  conclude  that  welded  members 
in  steel  construction,  while  no  worse  than  welded  iron  ones,  are 
not  desirable,  and,  in  fact,  ought  not  to  be  admitted  at  all, 
except  where  the  grade  of  steel  used  is  very  low ;  and  then  the 
greatest  caution  in  working  and  annealing  will  be  required." 

Mr.  Hill  states  also  that  his  experiments  with  eye-bars  con- 
taining 0.5  per  cent  carbon  bear  out  these  conclusions. 

Tests  of  Steel  Eye-Bars  made  on  the  Government  Machine.  — 
In  Executive  Document  No.  5,  48th  Congress,  first  session,  is 
the  record  of  the  tests  of  six  eye-bars  of  steel,  presented  by 
the  president  of  the  Keystone  Bridge  Company. 

The  following  is  an  extract  from  the  report  in  regard  to 
these  eye-bars: — 
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"  The  eye-bars  were  made  of  Pemot  open-hearth  steel,  fur- 
nished by  the  Cambria  Iron  Company  of  Johnstown,  Penn. 

"The  furnace  charges,  about  15  tons  each  of  cast-iron, 
magnetic  ore,  spiegeleisen,  and  rail-ends,  preheated  in  an  aux- 
iliary furnace,  required  six  and  one-half  hours  for  conversion. 

"  All  these  bars  were  rolled  from  the  same  ingot. 

"  Samples  were  tested  at  the  steel-works  taken  from  a  test 
ingot  about  one  inch  square,  from  which  were  rolled  |-inch 
round  specimens. 

"The  annealed  specimen  was  buried  in  hot  ashes  while  still 
red-hot,  and  allowed  to  cool  with  them. 

"  The  following  results  were  obtained  by  tensile  tests :  — 


Elastic 
Limit,  in 
lbs.,  per 

Sq.  In. 

Ultimate 

Strength,  in 

lbs.,  per 

Sq.Ia. 

Contxvc- 
tionof 
Area. 

Modulus 

of 
Elasticity. 

Caibon. 

}-inch  round  rolled  bar  . 

]-inch  round  rolled  and 

annealed  bar.    .    .    . 

48040 
42210 

73x50 
69470 

45-7 
54.2 

28210000 
29210000 

a27 
0.27 

"The  billets  measured  7  inches  by  8  inches,  and  were 
bloomed  down  from  14-inch  square  ingot. 

"  They  were  rolled  down  to  bar-section  in  grooved  rolls  at 
the  Union  Iron  Mills,  Pittsburgh. 

"  The  reduction  in  the  roughing-rolls  was  from  7  inches  by 
8  inches  to  6^  inches  by  4  inches ;  and  in  the  finishing-rolls,  to 
6J  inches  by  i  inch. 

"The  eye-bar  heads  were  made  by  the  Keystone  Bridge 
Company,  Pittsburgh,  by  upsetting  and  hammering,  proceeding 
as  follows :  — 

"The  bar  is  heated  bright  red  for  a  length  of  (approxi- 
mately) 27  inches,  and  upset  in   a  hydraulic   machine;  after 


Digitized  by 


Google 


TENSILE  STRENGTH  OF  STEEL.  469 

which  the  bar  is  reheated,  and  drawn  down  to  the  required 
thickness,  and  given  its  proper  form  in  a  hammer-die, 

"  The  bars  are  next  annealed,  which  is  done  in  a  gas-furnace 
longer  than  the  bars.  They  are  placed  on  edge  on  a  car  in  the 
annealing-furnace,  separated  one  from  another  to  allow  free 
circulation  of  the  heated  gases.  They  are  heated  to  a  red  heat, 
when  the  fires  are  drawn,  and  the  furnace  allowed  to  cool. 
Three  or  four  days,  according  to  conditions,  are  required  before 
the  bars  are  withdrawn. 

"  The  pin-holes  are  then  bored. 

"The  analyses  of  the  heads  before  annealing  were: — 

"  Carbon,  by  color 0.270  per  cent 

Silicon 0.036       " 

^    Sulphur 0.07s       " 

Phosphorus • 0.090       " 

Manganese 0.380       " 

Copper Trace. 

"  The  bars  were  tested  in  a  horizontal  position,  secured  at 
the  ends,  which  were  vertical. 

"  To  prevent  sagging  of  the  stem,  a  counterweight  was  used 
at  the  middle  of  the  bar. 

"  Before  placing  in  the  testing-machine,  the  stem  from  neck 
to  neck  was  laid  off  into  16-inch  sections,  to  determine  the 
uniformity  of  the  stretch  after  the  bar  had  been  fractured. 

"A  number  of  intermediate  lo-inch  sections  were  used  as 
the  gauged  length,  obtaining  micrometer  measurements  of 
elongation,  and  the  elastic  limit  for  that  part  of  the  stem  which 
was  not  acted  upon  during  the  formation  of  the  heads.  Elon- 
gations were  also  measured  from  centre  to  centre  of  pins,  takeii 
with  an  ordinary  graduated  steel  scale. 

"  The  moduli  of  elasticity  were  computed  from  elongations 
taken  between  loads  of  loooo  and  30CXX)  lbs.  per  square  inch, 
deducting  the  permanent  sets. 
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''The  behavior  of  bars  Nos.  4582  and  4583,  after  having 
been  strained  beyond  the  elastic  limit,  is  shown  by  elongations 
of  the  gauged  length  measured  after  loads  of  40000  and  50000 
lbs.  per  square  inch  had  been  applied ;  and  with  bar  No.  4583> 
after  its  first  fracture  under  64000  lbs.  per  square  inch,  a  rest 
of  five  days  intervening  between  the  time  of  fracture  and  the 
time  of  measuring  the  elongations. 

"Considering  the  behavior  between  loads  of  loooo  and 
30000  lbs.  per  square  inch,  we  observe  the  elongations  for  the 
primitive  readings  are  nearly  in  exact  proportion  to  the  incre- 
ments of  load. 

"  Loads  were  increased  to  40000  lbs.  per  square  inch,  passing 
the  elastic  limit  at  about  37000  lbs.  per  square  inch  ;  the  respec- 
tive permanent  stretch  of  the  bars  being  1.3 1  and  1.26  per  cent. 

"Elongations  were  then  immediately  redetermined,  which 
show  a  reduction  in  the  modulus  of  elasticity,  as  we  advanced 
with  each  irjcrement,  of  5000  lbs.  per  square  inch. 

"Corresponding  measurements  after  the  bars  had  been 
loaded  with  50000  lbs.  per  square  inch  reach  the  same  kind  of 
results. 

"The  first  fracture  of  bar  No.  4583,  under  64000  lbs.  per 
square  inch,  occurred  at  the  neck,  leaving  sufficient  length  to 
grasp  in  the  hydraulic  jaws  of  the  testing-machine,  and  con- 
tinue observations  on  the  original  gauged  length.  This  was 
done  after  the  fractured  bar  had  rested  five  days. 

"  The  elongations  now  show  the  modulus  of  elasticity  con- 
stant or  nearly  so,  the  only  difference  in  measurements  being 
in  the  last  figures,  up  to  50000  lbs.  The  readings  were  then 
immediately  repeated,  and  the  same  uniformity  of  elongations 
obtained. 

"  An  illustration  of  the  serious  influence  of  defective  metal 
in  the  heads  is  found  in  the  first  fracture  of  bar  No.  4583, 

"  There  was  about  27  per  cent  excess  of  metal  along  the 
line  of  fracture  over  the  section  of  the  stem." 
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ELONGATIONS    OP  No.  458a    FOR  EACH    INCREMENT  OF  5000  LBS.  PER 

SQUARE   INCH. 


Loads,  in  Ibt., 

per 
Square  Inch. 

Elongadont. 

Primidve  Load, 
ing. 

After  Load  of 
40000  lbs.  per 

After  Load  of 
50000  lbs.  per 
Square  Inch. 

lOOOO 
15000 
20000 
25000 
30000 

0.0274 
0.0269 
0^)269 
0.0269 

ao3oo 
0.0305 
0.0320 
0.033a 

0.031 1 
0.0322 
0.0337 
0.0341 

ELONGATIONS    OF  No.  4583   FOR  EACH    INCREMENT  OF  5000  LBS.  PER 

SQUARE   INCH. 


Loads,  in 
lbs.,  per 

-— 

Elongations  after  64000  lbs.  per 

Square  Inch. 

Primitive  Load. 

Af^  40000  lbs. 

After  50000  lbs. 

Fust 

Second 

ing. 

per 
Square  Inch. 

per 
Square  Inch. 

Reading. 

Reading. 

lOOOO 

_ 

. 

_ 

_ 

. 

15000 

0.0272 

ao29i 

0.0302 

0.031 1 

0.0310 

20000 

0.0272 

ox>30S 

ao3i5 

0.0308 

0.0310 

25000 

ao268 

0.0314 

0.0325 

0.031 1 

0.0310 

ao267 

ao326 

0.0340 

0.0312 

ao3io 

35000 

- 

- 

- 

0.03 1 1 

- 

40000 

- 

- 

- 

0.0312 

- 

45000 

- 

- 

- 

0.0310 

- 

50000 

"" 

^ 

~ 

0.0315 

^ 

STEEL  PLATES. 


Steel  plates  are  used  in  making  plate-girders  and  other 
forms  for  resisting  load,  and  also  for  steam-boilers. 
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For  the  latter  purpose  the  steel  must  be  very  low  in  carbon, 
and  must  stand  very  much  more  in  the  way  of  bending,  punch- 
ing, shearing,  etc.,  than  in  the  former  case.  Its  tensile  strength 
will  not  be  high,  but  it  must  have  great  ductility.  The  first  set 
of  tests  to  which  reference  will  be  made  is  the  set  given  in  Mr. 
Hill's  paper  already  referred  to,  this  steel  being  too  high  to  be 
suitable  for  boiler-work. 

He  had  made  54  tests  of  rolled  open-hearth  steel  plates. 

The  following  15  tests  give  the  relative  strengths  of  the 
plates,  and  the  percentages  of  carbon. 

The  plates  tested  were  all  |  inch  thick,  12  inches  wide,  and 
6  feet  long,  tested  as  they  came  from  the  rolls ;  crop  ends 
sheared,  50  inches  between  jaws  of  machine. 


Tensile  Stress,  in  lbs.,  per 

Square  Inch, 

in  Direction 

Average,  per 

Maik. 

CArtWDf 

of  Rolling,  at            | 

cent. 

Remarks. 

percentage. 

] 

Elongation  at 
Fracture. 

Elastic  limit 

Rupture. 

Pi 

0.3 

43260 

79120 

P2 

0.3 

44820 

77840 

P3 

0-3 

451 10 

78390 

'    19-3 

Fractures  fine  and  silky. 

P4 

0-3 

43990 

77970 

^l 

0-3 

44720 

78280 

Ri 

0.4 

51620 

81990 

R2 

0.4 

50980 

81720 

R3 

04 

51260 

83730 

■    139 

R4 

04 

51 100 

81830 

Rs 

04 

50890 

83130 

Vi 

0.5 

58950 

85790 

V2 

V3 
V4 

0.5 

59200 
58540 
58880 

00  00  00 

10.5 

(Fractures  good,  slightly 
(    granular  on  edges. 

vs 

0.5 

59330 

86330 

Digitized  by 


Google 


474 


APPLIED  MECHANICS, 


He  then  gives  the  following  table :  — 


COMPARATIVE  RESULTS  OF  SHEARING,  PUNCHING,  ANNEAUNG,  AND 
TEMPERING  STEEL  PLATE. 


Caibon, 
percent 


0-3 
0.3 

0.3 
0.3 

0-3 
0.4 

0.4 
0.4 
04 

0-4 
0.5 

0-5 
0.5 
0.5 
0.5 


Treatment  of  Specimen. 


Elastic  Limit.      Rupture. 


Cut  in  planer 

Sheared 

Punched  

Punched  and  hammered  cold      .    . 
Punched,  hammered,  and  amiealed. 

Cut  in  planer 

Sheared 

Punched  

Sheared  and  annealed 

Punched  and  tempered 

Cut  in  planer 

Sheared 

Punched  

Sheared  and  tempered 

Punched  and  annealed 


Tensile  Stress  per  Square 
Inch  M 


49431 
32370 
O 
O 
55780 
63475 

469C» 
o 
59350 
52780 
65186 
51666 
o 

6037s 
57960 


94396 
74980 
63410 
87540 

I 00410 

87695 
75330 
68890 
S6I60 
103560 
84092 

79000 

78400 

87293 

84900 


From  these  tests  he  draws  the  following  conclusions  :  — 

1°.  "That  both  shearing  and  punching  are  injurious  to  all 
grades  of  steel,  and  cold  punching  far  more  than  shearing." 

2°.  "  That  both  these  operations  affect  the  elastic  limit  far 
more  than  they  do  the  ultimate  strength." 

3*^.  "  That  apparently  the  lower  grades  of  steel  are  more  in- 
jured than  higher  grades ;  but  the  evidence  on  this  point  is  not 
certain,  as  the  lower-grade  plates  were  thicker  than  those  of 
higher  grade." 
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COLD   CRYSTALLIZATION  OF  IRON  AND  STEEL. 

The  question  of  cold  crystallization  of  wrought-iron  and 
steel  is  one  that  has  been  agitated  from  the  earliest  times,  and, 
although  Kirkaldy  tried  to  dispose  of  it  finally  by  offering  evi- 
dance  showing  that  it  does  not  exist,  nevertheless  we  find  the 
same  old  question  cropping  out  every  little  while,  and  although 
the  bulk  of  the  evidence  is  admitted  to  be  against  it,  and,  as  it 
seems  to  the  writer,  there  is  no  evidence  in  its  favor,  we  find 
every  now  and  then  some  one  who  thinks  that  certain  observed 
phenomena  can  be  explained  in  no  other  way. 

The  most  usual  phenomenon  which  cold  crystallization  is 
called  upon  to  explain  is  the  crystalline  appearance  of  the 
fracture  of  some  piece  of  wrought-iron  or  steel  that  has  been 
in  service  for  a  long  time,  and  which  has,  as  a  rule,  been  sub- 
jected to  more  or  less  jars  or  shocks.  The  cases  most  fre- 
quently cited  are  those  of  axles  of  some  sort  which  have  been 
broken,  and,  in  the  case  of  which,  the  fracture  has  had  a  crys- 
talline appearance,  and  where  samples  cut  from  the  other  parts 
of  the  axle  and  tested  have  shown  a  fibrous  fracture.  The 
assumption  has  therefore  been  made  that  the  iron  was  origi- 
nally fibrous,  and  that  crystallization  has  been  caused  by  the 
shocks  or  the  jarring  to  which  it  has  been  subjected  in  the 
natural  service  for  which  it  was  intended. 

Kirkaldy  showed  (see  his  sixty-six  conclusions)  that  when 
fibrous  iron  was  broken  suddenly,  or  when  the  form  of  the 
piece  was  such  as  not  to  offer  any  opportunity  for  the  fibres  to 
stretch,  the  fibres  always  broke  off  short,  and  the  fracture  was 
at  right  angles  to  their  length,  and  hence  followed  the  crystal- 
line appearance ;  whereas  if  the  breaking  was  gradual,  and  the 
fibres  had  a  chance  to  stretch,  they  produced  a  fibrous  appear- 
ance :  in  short,  he  claimed  that  the  difference  between  the  crys- 
talline Of  the  fibrous  appearance  of  the  fracture  was  only  a 
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difference  of  appearance,  and  not  a  change  of  internal  structure 
from  fibrous  to  crystalline. 

The  facts  that  Kirkaldy  showed  in  tfiis  regard  are  generally 
acknowledged  to-day,  and  doubtless  answer  by  far  the  greater 
part  of  those  who  claimed  cold  crystallization  at  the  time  that 
he  wrote,  and  also  a  great  many  of  those  who  claim  its  exist- 
ence to-day. 

But  it  is  easy,  if  suitable  means  be  t^ken,  to  distinguish 
cases  of  crystalline  appearance  of  fracture  from  cases  where 
there  are  actual  crystals  in  the  piece ;  and  it  is  rather  about 
those  cases  where  the  iron  near  the  fracture  actually  contains 
distinct  crystals  that  what  discussion  there  is  to-day  that  is 
worth  considering  takes  place. 

The  number  of  such  cases  is,  of  course,  small,  but  every 
once  in  a  while  some  one  is  cited,  and  the  claim  is  put  forward 
that  the  iron  was  originally  fibrous,  and  that  these  crystals 
must  therefore  have  been  produced  without  heating  the  iron 
to  a  temperature  where  chemical  change  is  known  to  occur. 

Inasmuch  as  the  one  who  claims  the  existence  of  cold  crys- 
tallization is  announcing  a  theory  which  is  manifestly  opposed 
to  the  well-known  chemical  law  that  crystallization  requires 
freedom  of  molecular  motion,  and  hence  can  only  take  place 
from  solution,  fusion,  or  sublimation,  it  follows  that  the  burden 
of  proof  rests  with  him,  and  before  he  can  substantiate  his 
theory  in  any  single  case  he  must  prove  beyond  the  possibility 
of  doubt,  I®,  that  the  iron  or  steel  was  originally  fibrous,  i.e., 
not  only  that  fibrous  iron  was  used  in  manufacturing  the  pieces, 
but  also  that  it  had  not  been  overheated  during  its  manufac- 
ture, and,  2°,  that  it  has  never  been  overheated  during  its  period 
of  service. 

It  is  because  the  writer  is  not  aware  of  any  case  where  these 
two  circumstances  have  been  proved  to  hold  that  he  says  that 
he  knows  of  no  evidence  for  cold  crystallization.  In  this  con- 
nection it  is  not  worth  while  to  quote  very  much  of  the  exten- 
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sive  literature  on  the  subject ;  hence  only  a  little  of  the  most 
modern  evidence  will  be  given  here. 

On  page  1007  et  seq,  of  the  report  of  tests  on  the  govern- 
ment testing-machine  at  Watertown  Arsenal  for  1885  is  given 
an  account  of  a  portion  of  a  series  of  tests  upon  wrought-iron 
railway  axles,  and  the  following  is  quoted  from  that  report :  — 

**  This  series  of  axle  test?,  begun  September,  1883,  is  carried 
on  for  the  purpose  of  determining  whether  a  change  in  struc- 
ture takes  place  in  a  metal  originally  ductile  and  fibrous  to  a 
brittle,  granular,  or  crystalline  state,  resulting  from  exposure 
to  such  conditions  as  are  met  with  in  the  ordinary  service  of  a 
railway  axle. 

"  Twelve  axles  were  forged  from  one  lot  of  double-rolled 
muck-bars,  and  in  their  manufacture  were  practically  treated 
alike.  Each  axle  was  made  from  a  pile  composed  of  nine  bars, 
each  6  in.  wide,  }  in.  thick,  and  3  ft.  3  in.  long,  and  was  finished 
in  four  heats,  two  heats  for  each  end. 

"  The  forging  was  done  by  the  Boston  Forge  Company  in 
their  improved  hammer  dies,  which  finish  the  axle  very  nearly 
to  its  final  dimensions. 

"  Two  axles  were  taken  for  immediate  test,  to  show  the 
quality  of  the  finished  metal  before  it  had  performed  any  rail- 
way service,  and  serve  as  standards  to  compare  with  the 
remaining  ten  axles,  to  be  tested  after  they  had  been  in 
use. 

"  The  axles  are  in  use  in  the  tender-trucks  of  express  loco- 
motives of  the  Boston  and  Albany  Railroad.  Mr.  A.  B.  Under- 
hill,  superintendent  of  motive-power,  contributes  the  axles  and 
furnishes  the  record  of  their  mileage." 

The  results  of  some  measurements  of  deflection  are  given 
concerning  one  of  the  axles  in  tender  134,  after  it  had  run 
950CX>  miles ;  and  then  follows  :  — 

"  Regarding  the  axle  for  the  time  being  as  cylindrical,  3.96 
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inches  diameter,  the  modulus  of  elasticity  by  computation  will 
be  28541000  pounds. 

"Applying  this  modulus  to  the  deflections  observed  in  rear 
axle  of  the  rear  trucks  of  tender  No.  150,  the  maximum  fibre 
strain  is  found  to  be  9935  pounds  per  square  inch  when  the 
tender  was  partially  loaded,  and  14900  pounds  per  square  inch 
when  fully  loaded. 

"Taken  together,  the  tensile  and  compressive  stresses^ 
which  are  equal,  amount  to  19870  and  29800  pounds  per  square 
inch  respectively,  as  the  range  of  stresses  over  which  the  metal 
works. 

"  This  definition  of  the  limits  of  stresses  must  be  regarded 
as  approximate.  There  are  influences  which  tend  to  increase 
the  maximum  fibre  strain,  such  as  unevenness  of  the  track,  the 
side  thrust  of  the  wheel-flanges  against  the  rails.  On  the  other 
hand,  the  inertia  of  the  axle,  particularly  under  high  rates  of 
speed,  would  exert  a  restraining  influence  on  the  total  deflec- 
tion. 

"  Nine  tensile  specimens  were  taken  from  each  axle  :  three 
from  each  end,  including  the  section  of  axle  between  the  box 
and  wheel  bearings,  and  three  from  the  middle  of  its  length. 
They  are  marked  M.B.,  with  the  number  of  the  axle  ;  also  a 
sub-number  and  letter  to  indicate  from  what  part  of  the  axle 
each  was  taken. 

"  The  tensile  test-pieces  showed  fibrous  metal,  and  generally 
free  from  granulation. 

"  The  muck-bar  had  a  higher  elastic  limit  and  lower  tensile 
strength,  and  less  elongation  than  the  axles.  The  moduli  of 
elasticity  of  the  two  are  almost  identical. 

"  Between  loads  of  15000  and  25000  pounds  per  square  inch 
the  muck-bar  had  a  modulus  of  elasticity  of  29400000  pounds, 
the  axles  (average  of  all  specimens)  between  5000  and  20000 
pounds  per  square  inch  was  29367000  pounds.     Individually 
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the  axles  showed  the  modulus  of  elasticity  to  be  substantially 
the  same  in  each." 

Two  specimens  were  subjected  to  their  maximum  load  and 
removed  from  the  testing-machine  before  breaking  in  order  to 
see  whether  the  straining  followed  by  rest  will  cause  any 
change. 

"  It  does  not  appear  from  these  tests  that  95000  miles 
run  has  produced  any  effect  on  the  quality  of  the  metal.'' 

On  page  i6ig  et  s£g.  ot  the  Report  for  1886  is  given  an 
account  of  the  tests  made  on  some  more  of  these  axles  which 
had  run  163 138  miles,  and  the  following  is  quoted  from  that 
account :  — 

*'  Specimens  from  muck-bar  axle  No.  4  after  the  axle  had 
run  1 63 1 38  miles. 

"  Comparing  these  results  with  earlier  tests  of  this  series,  the 
tensile  strength  of  the  metal  in  this  axle  is  lower,  and  the 
modulus  of  elasticity  less  than  shown  by  the  preceding  axles. 

"  The  variations  in  strength,  elasticity,  and  ductility  are  no 
greater,  however,  than  those  met  in  different  specimens  of  new 
iron  of  nominally  the  same  grade,  and  while  apparently  there 
is  a  deterioration  in  quality,  it  needs  confirmation  of  a  more 
decisive  nature  from  the  remaining  axles  before  attributing 
this  result  to  the  influence  of  the  work  done  in  service.'* 

Another  set  of  tests  made  at  Watertown  Arsenal  is  to  be 
found  on  page  1044  et  seq.  of  the  Report  for  1885.  There  were 
tested  — 

1°.  Two  side-rods  of  a  passenger  locomotive  which  had  been 
in  service  about  twelve  years. 

2°.  One  side-rod  of  a  passenger  engine  which  had  been  run 
twenty-eight  years  and  eight  months. 

3*^.  One  main-rod  which  had  been  run  thirty-two  years  and 
eight  months  in  freight  and  five  years  in  passenger  service. 

In  none  of  these  tests  were  there  any  evidences  of  crystal- 
lization, as  the  metal  was  in  all  cases  fibrous  when  fractured. 
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In  the  report  is  said  :  — 

**  There  are  no  data  at  command  telling  what  the  original 
qualities  of  the  metal  of  these  bars  were :  it  is  sufficient,  how- 
ever, to  find  toughness  and  a  fibrous  appearance  in  the  iron  to 
prove  that  brittleness  or  crystallization  has  not  resulted  from 
long  exposure  to  the  stresses  and  vibrations  these  bars  have 
sustained." 

The  only  other  evidence  that  will  be  referred  to  is  the  paper 
of  Mr.  A.  F.  Hill  upon  the  "  Crystallization  of  Iron  and  Steel," 
contained  in  the  Proceedings  of  the  Society  of  Arts  of  the 
Massachusetts  Institute  of  Technology  for  1882-83.  In  this 
article  Mr.  Hill  covers  the  ground  very  fully,  and  distinctly 
asserts  that  — 

"  The  fact  is  that  there  is  at  present  not  a  single  well- 
authenticated  instance  of  iron  or  steel  ever  having  become 
crystallized  from  use  under  temperatures  below  900*^  F." 

He  claims  to  have  investigated  a  great  many  cases  where 
cold  crystallization  has  been  claimed,  and  to  have  found,  in 
every  case  where  crystals  existed,  that  at  some  period  of  its 
manufacture  or  working  the  metal  was  overheated.  He 
says :  — 

•*  That  the  crystalline  appearance  of  a  fracture  is  not  neces- 
sarily an  indication  of  the  presence  of  genuine  crystals  is  proven 
by  the  well-known  fact  that  a  skilful  blacksmith  can  fracture 
fine  fibrous  iron  or  steel  in  such  a  manner  as  to  let  it  appear 
either  fibrous  and  silky,  or  coarse  and  crystalline,  according  to 
his  method  of  breaking  the  bar.  On  the  other  hand,  where 
there  is  genuine  crystallization,  no  skill  of  manipulation  will 
avail  to  hide  that  fact  in  the  fracture.  The  most  striking 
illustrations  of  this  that  have  come  under  my  notice  are  the 
fractures  of  the  beam-strap  of  the  Kaaterskill,  and  of  the 
connecting-rod  of  the  chain-cable  testing-machine  at  the  Wash- 
ington Navy  Yard.  The  photographs  of  both  fractures  are 
submitted  to  you,  and  the  similarity  of  their  appearance  is 
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most  singular.  Yet  what  a  difference  in  the  development  of 
the  longitudinal  sections  by  acid  'treatment,  which  are  also 
presented  to  you. 

"In  the  Kaaterskill  accident  the  fractures  of  both  the 
upper  and  lower  arms  of  the  strap  were  found  to  be  short  and 
square.  The  appearance  of  the  fractured  faces  showed  no 
trace  of  fibre,  and  was  altogether  granular.  Yet  the  longitudi- 
nal section,  taken  immediately  through  the  break,  and  devel- 
oped by  acid  treatment,  shows  the  presence  of  but  few  and 
small  crystals,  and  the  generally  fibrous  character  of  the  iron 
used  in  the  strap. 

"  In  the  connecting-rod  of  the  chain-cable  testing-machine 
we  find  the  crystalline  appearance  of  the  fracture  less,  if  any- 
thing, than  that  of  the  beam-strap,  while  the  development  of 
the  longitudinal  section  by  acid  treatment  reveals  most  beauti- 
fully, in  this  case,  the  thoroughly  crystalline  character  of  the 
metal.  As  is  well  known,  this  rod,  after  many  years  of  service, 
finally  broke  under  a  comparatively  light  strain,  and  having  all 
along  been  supposed  to  have  been  carefully  made,  and  from 
well-selected  scrap,  its  intensely  crystalline  structure,  as  re- 
vealed by  the  fractures,  has  done  service  for  quite  a  number  of 
years  as  piice  de  resistance  in  all  the  *  cold-crystallization  * 
arguments  which  have  been  served  up  in  that  time." 

He  then  goes  on  to  say  that  he  cut  the  rod  in  a  longitudinal 
direction,  and  treated  the  section  with  acid ;  that  some  of  the 
crystals  shown  are  so  large  as  to  be  discernible  with  the  naked 
eye ;  that  the  treated  section  furnished  incontrovertible  evi- 
dence that  the  rod,  aside  from  the  fact  of  being  badly  dimen- 
sioned anyhow,  was  made  of  poor  material,  badly  heated,  and 
insufficiently  hammered,  all  records,  suppositions,  and  asser- 
tions to  the  contrary  notwithstanding ;  that  there  are  a  large 
number  of  crystals  composed  of  a  substance,  presumably  a 
ferro-carbide,  which  is  not  soluble  in  nitric  acid,  and  is  found 
in  steel  only ;  that  the  deduction  from  the  large  amount  of  this 
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substance  is  that  the  pile  was  formed  of  rather  poorly  selected 
scrap,  with  steel  scrap  mixed  in  ;  that  evidences  of  bad  heating 
are  abundant  throughout;  and  that  the  strongest  evidence 
against  the  presumption  that  these  cry'stals  were  formed  during 
the  service  of  the  rod,  or  while  the  metal  was  cold,  is  found  in 
the  groupings  of  the  crystals  during  their  formation,  as  shown 
in  the  tracing  developed  by  the  acid  ;  that  they  are  not  of  the 
same  chemical  composition,  the  lighter  parts  containing  much' 
more  carbon  than  the  darker  ones ;  it  is  therefore  pretty  evi- 
dent  that  with  the  grouping  of  the  crystals  a  segregation  of 
like  chemical  compounds  took  place,  and  this  of  course  would 
have  been  impossible  in  the  solid  state.  He  then  cites  an 
experiment  he  made,  in  which  he  took  a  slab  of  best  selected 
scrap  weighing  about  200  pounds  and  forged  it  down  to  a 
3-inch  by  3-inch  square  bar,  one-half  being  properly  forged, 
and  the  other  half  being  exposed  to  a  sharp  flame  bringing  it 
quickly  to  a  running  heat,  keeping  it  at  this  heat  some  time, 
and  then  hammering  lightly  and  then  treating  it  a  second  time 
in  a  similar  manner ;  the  result  being,  that  while  no  difference 
was  discernible  in  the  appearance  of  the  two  portions,  when 
cut  and  treated  with  acid  the  portion  that  was  properly  made 
showed  itself  to  be  a  fair  representative  of  the  best  quality  of 
iron,  while  in  the  other  portion  the  crystallization  was  strongly 
marked,  the  majority  of  the  crystals  being  large  and  well 
developed. 

He  also  says :  — 

**  The  fact  is,  all  hammered  iron  or  steel  is  more  or  less 
crystalline,  the  lesser  or  greater  degree  of  crystallization  de- 
pending altogether  upon  the  greater  or  lesser  skill  employed 
in  working  the  metal,  and  also  largely  upon  the  size  of  the 
forging.  Crystallization  tends  to  lower  very  sensibly  the  elastic 
limit  of  iron  and  steel,  and  therefore  hastens  the  deterioration 
of  the  metal  under  strain.  It  is  for  this  reason  that  large  and 
heavy  forgings  ought  to  be,  and  measurably  are,  excluded  as 
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much  as  possible  from  permanent  structures.  In  machine  con- 
struction we  cannot  do  without  them,  and  must  therefore 
accept  the  necessity  of  replacing  more  or  less  frequently  the 
parts  doing  the  heaviest  work." 

The  evidence  given  above  seems  to  the  writer  to  be  suffi- 
cient, and  to  warrant  the  conclusions  stated  on  pages  475,  476. 

EFFECT  OF  TEMPERATURE  UPOIJ  THE  RESISTING  PROPER- 
TIES OF  IRON  AND  STEEL. 

Much  the  best  and  most  systematic  work  upon  this  subject 
has  been  done  at  the  Watertown  Arsenal,  and  an  account  of  it 
is  to  be  found  in  "  Notes  on  the  Construction  of  Ordnance, 
No.  50,"  published  by  the  Ordnance  Department  at  Washing, 
ton,  D.  C,  U.S.A. 

Other  references  are  the  following:— 

Sir  William  Fairbaim:  Useful  Information  for  Engineers. 
Committee  of  Franklin  Institute:  Franklin  Institute  Journal. 
Knutt  Styffe  and  Christer  P.  Sandberg:  Iron  and  Steel. 
Kollman;  Engineering,  July  30,  1880. 
Massachusetts  R.  R.  Commissioners'  Report  of  1874. 
Bauschinger:  Mittheilungen,  Heft  13,  year  1886. 

A  summary  of  the  Watertown  tests,  largely  quoted  from 
the  above-mentioned  report,  will  be  given  here,  and  then  a  few 
remarks  will  suffice  for  the  others. 

The  subjects  upon  which  experiments  were  made  at  Water- 
town  were  the  effect  of  temperatures  upon— 

i^  The  coefficient  of  expansion. 

2^  The  modulus  of  elasticity. 

3°.  The  tensile  strength- 

4°.  The  elastic  limit. 

5^.  The  stress  per  square  inch  of  ruptured  section. 

6®.  The  percentage  contraction  of  area. 

7®.  The  rate  of  flow  under  stress. 

S"".  The  specific  gravity. 
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9°.  The  strength  when  strained  hot  and  subsequently  rup- 
tured cold. 

io°.  The  color  after  cooling. 
II**.  Riveted  joints. 


I   .    THE   COEFFICIENTS  OF   EXPANSION. 

These  were  determined  from  direct  measurements  upon  the 
experimental  bars,  first  measuring  their  lengths  on  sections 
35  inches  long,  while  the  bars  were  immersed  in  a  cold  bath  of 
ice-water,  and  again  measuring  the  same  sections  after  a  period 
of  immersion  in  a  bath  of  hot  oil. 

The  range  of  temperature  employed  was  about  2io  degrees 
Fahr.,  as  shown  by  mercurial  thermometers. 

Observations  were  repeated,  and  again  after  the  steel  bars 
had  been  heated  and  quenched  in  water  and  in  oil. 

The  average  values  are  exhibited  in  the  following :  — 

TABLE  I. 
First  Series  of  Bars. 


Chemical  Composition.      Coeffici< 

:nu    of    Expansion 

Meul. 

per 

Degree    Fahr.,   per 

C. 

Mn. 

S..            Unit 

of  Length. 

Wrought-iroti. 

.0000067302 

Steel. 

.09 

.11 

.0000067561 

.20 

.45 

0000066259 

.31 

.57 

0000065149 

.37 

.70 

0000066597 

.51 

.58 

.03 

0000066202 

.57 

•93 

.07 

0000063891 

.71 

.58 

.08 

0000064716 

.81 

.56 

.17 

0000062167 

.89 

.57 

.19 

0000062335 

-97 

.80 

.28 

0000061700 

Cast-  (gun)  iron. 

0000059261 

Drawn  copper. 

0000091286 
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Subsequent  determinations  of  the  coefficient  of  expansion 
of  a  second  series  of  steel  bars  gave  — 

TABLE  II. 


Chemical  Composition. 

Coefficients  of  Expansion 

per  Degree  Pahr.,  per 

c. 

Mn. 

Si. 

s. 

P. 

Cu. 

Unit  of  Len^. 

.17 

1. 13 

.023 

.122 

.079 

.04 

.0000067886 

.20 

.69 

.037 

.13 

.078 

.26 

.0000068567 

.21 

1.26 

.08 

.14 

.059 

.00 

.0000067623 

.26 

1.07 

.11 

.096 

.08 

.047 

.0000067476 

.26 

1.26 

.07 

.112 

.06 

.038 

.000006710a 

.26 

1.28 

.07 

.115 

.062 

.035 

.0000067175 

.28 

1.23 

.09 

.168 

.09 

.178 

.0000067794 

.43 

.97 

.05 

.08 

.096 

.024 

.0000066124 

.43 

1.08 

.037 

.08 

.114 

.233 

.0000066377 

.53 

.75 

.10 

.078 

.087 

.174 

.0000064181 

.55 

1.02 

.05 

.078 

.12 

.15 

.0000066122 

.72 

.70 

.18 

.07 

.13 

.23 

.0000064330 

.72 

.76 

.20 

.056 

.086 

.186 

.0000063080 

.79 

.86 

.21 

.084 

.093 

.096 

.0000063562 

1.07 

.07 

.13 

.01 

.018 

.006 

.0000061528 

1.08 

.12 

.19 

.Oil 

.02 

trace 

.0000061702 

1. 12 

.10 

.09 

.013 

.018 

trace 

.0000060716 

1. 14 

.10 

.15 

trace 

.018 

trace 

.0000062589 

1. 17 

.10 

.10 

trace 

'  .018 

0 

.0000061332 

1. 31 

.13 

.19 

.011 

.626 

trace 

.0000061478 

Ten  bars  of  the  first  series  were  now  heated  a  bright  cherry- 
red  and  quenched  in  oil  at  80°  Fahr.,  the  hot  bars  successively 
raising  the  temperature  of  the  oil  to  about  240°  Fahr.,  the  bath 
being  cooled  between  each  immersion. 

The  behavior  of  the  bars  under  rising  temperature,  when 
examined  for  coefficients  of  expansion,  seemed  somewhat 
erratic,  the  highest  temperature  reached  being  235° ;  but  this 
behavior  was  subsequently  explained  by  the  permanent  changes 
in  length  found  when  the  bars  were  returned  to  the  cold  bath. 


Digitized  by 


Google 


486 


APPLIED  MECHANICS, 


Generally  the  bars  were  found  permanently  shortened  at  the 
close  of  these  observations. 

The  bars  were  again  heated  bright  cherry-red  and  quenched 
in  water  at  50**  to  55°  Fahr.,  the  water  being  raised  by  the 
quenching  to  no**  to  125**  Fahr. 

After  resting  72  hours,  measurements  were  taken  in  the  cold 
bath,  followed  by  a  rest  of  18  hours,  when  they  were  heated 
and  measured  in  the  hot  bath,  after  which  they  were  measured 
in  the  cold  bath ;  the  maximum  temperature  reached  with  the 
hot  bath  being  233°.7  Fahr.,  erratic  behavior  occurring  still. 

They  were  next  heated  in  an  oil  bath  at  300**  Fahr.,  and 
kept  at  this  temperature  6  hours,  then  cooled  in  the  bath  ;  15 
hours  later  they  were  heated  to  243^  Fahr.,  and  again  measured 
hot,  and  then  cold.  These  downward  readings  showed  the 
quenched  in  water  bars  to  have  their  coefficients  elevated 
above  the  normal,  as  shown  in  the  following  table,  these 
being  the  same  steel  bars  as  in  Table  I^  and  in  the  same 
order:  — 

TABLE   III. 


Coefficieiita  of  Expansion 

Apparent  Shortenk«  of  Bara 
Due  to  Six  Hoars  at  300** 

per  De^rree  per  Unit  of 

Fahr.,   and    the   following 

Length. 

Imttenion  in  the  Hot  Bath. 

.0000067641 

—  .0006 

.0000066622 

.0002 

.0000066985 

.0016 

.0000067377 

.0023 

.0000069776 

—  .0004 

1           .0000067041 

.0082 

.0000066939 

.0064 

.0000068790 

.0054 

.0000072906 

.0055 

.0000071578 

.0048 
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FiDtally  the  bars  weare  annealed  by  heating  bright  red  and 
cooling  in  pine  shavings,  the  effect  of  which  was  to  approxi- 
mately restore  the  rate  of  expansion  to  the  normal,  as  shown 
by  Table  I  for  these  ranges  of  temperature. 

2**.    MODULUS   OF   ELASTICITY. 

These  were  obtained  with  the  first  series  of  bars  at  atmos- 
pheric temperatures,  and  at  higher  temperatures,  up  to  495° 
Fahr. 

There  occurred  invariably  a  decrease  in  the  modulus  of 
elasticity  with  an  increase  in  temperature,  and,  in  the  case  of 
the  specimens  tested,  the  low  carbon  steels  showed  a  greater 
reduction  in  the  modulus  than  the  high  carbon  steels,  the 
first  specimen  having  a  modulus  of  elasticity  at  the  minimum 
temperature  30612000,  and  at  the  maximum  27419000,  while 
the  last  specimen  had  at  the  minimum  temperature  29126000, 
and  at  the  maximum  27778000. 

3**.    TENSILE   STRENGTH. 

The  tests  were  made  upon  the  first  series  of  steel  bars, 
wrought-irons  marked  A  and  B^  a  muck-bar  railway  axle,  and 
cast-iron  specimens  from  a  slab  of  gun-iron. 

The  specimens  were  o".798  diameter,  and  5''  length  of  stem, 
having  threaded  ends  \".2^  diameter, 

Wrought-iron  A  was  selected  because  it  was  found  very  hot 
short  at  a  welding  temperature.  It  had  been  strained  with  a 
tensile  stress  of  42320  pounds  per  square  inch  seven  years 
previous  to  being  cut  up  into  specimens  for  the  hot  tests. 

The  specimens  while  under  test  were  confined  within  a 
sheet-iron  muffle,  through  the  ends  of  which  passed  auxiliary 
bars  screwed  to  the  specimens,  the  auxiliary  bars  being  secured 
to  the  testing-machine. 
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The  heating  was  done  by  means  of  gas-burners  arranged 
below  the  specinlen  and  within  the  muffle. 

The  temperature  of  the  test-bar  was  estimated  from  the 
expansion  of  the  metal,  observed  on  a  specimen  length  of  six 
inches,  using  the  coefficients  which  were  determined  at  lower 
temperatures,  as  hereinbefore  stated,  assuming  there  was  a 
uniform  rate  of  expansion. 

Access  to  the  specimen  for  the  purpose  of  measuring  the 
expansion  was  had  through  holes  in  the  top  of  the  muffle. 
The  temperature  was  regulated  by  varying  the  number  of  gas- 
burners  in  use,  the  pressure  of  the  gas,  and  also  by  means  of 
diaphragms  placed  within  the  muffle  for  diffusing  the  heat. 

The  approximate  elongations  under  different  stresses  were 
determined  during  the  continuance  of  a  test  from  measurements 
made  on  the  hydraulic  holders  of  the  testing-machine,  at  a 
convenient  distance  from  the  hot  muffle,  correcting  these 
measurements  from  data  obtained  by  simultaneous  micrometer 
readings  made  on  the  specimen  and  the  hydraulic  holders  at 
atmospheric  temperatures. 

While  it  does  not  seem  expedient  in  one  series  of  tests  to 
obtain  complete  results  upon  the  tensile  properties  at  high 
temperatures,  yet,  incidentally,  much  additional  valuable  infor- 
mation may  be  obtained  while  giving  prominence  to  one  or 
more  features. 

From  these  elongations  the  elastic  limits  were  established 
where  the  elongations  increased  rapidly  under  equal  incre- 
ments of  load.  Proceeding  with  the  test  until  the  maximum 
stress  was  reached,  recorded  as  the  tensile  strength,  observing 
the  elongation  at  the  time,  then,  when  practicable,  noting 
the  stress  at  the  time  of  rupture." 

For  the  detailed  tables  of  tests  the  student  is  referred  to 
the  "Notes  on  the  Construction  of  Ordnance." 

The  elastic  limits  and  tensile  strengths  are  computed  in 
pounds  per  square  inch,  both  on  original  sectional  areas  of  the 
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specimens  and  on  the  minimum  or  reduced  sections,  as  meas- 
ured at  the  close  of  the  hot  tests. 

From  the  results  it  appears  that  the  tensile  strength  of  the 
steel  bars  diminishes  as  the  temperature  increases  from  zero 
Fahr.,  until  a  minimum  is  reached  between  200°  and  300®  Fahr., 
the  milder  steels  appearing  to  reach  the  place  of  minimum 
strength  at  lower  temperatures  than  the  higher  carbon  bars. 

From  the  temperature  of  this  first  minimum  strength  the 
bars  display  greater  tenacity  with  increase  of  temperature,  until 
the  maximum  is  reached  between  the  temperatures  of  about 
400°  to  650°  Fahr. 

The  higher  carbon  steels  reach  the  temperature  of  maximum 
strength  abruptly,  and  retain  the  highest  strength  over  a  lim- 
ited range  of  temperature.  The  mild  steels  retain  the  increased 
tenacity  over  a  wider  range  of  temperature. 

From  the  temperature  of  maximum  strength  the  tenacity 
diminishes  rapidly  with  the  high  carbon  bars,  somewhat  less 
so  with  mild  steels,  until  the  highest  temperatures  are  reached, 
covered  by  these  experiments. 

The  greatest  loss  observed  in  passing  from  70°  Fahr.  to  the 
temperature  of  first  minimum  strength  was  6.5  per  cent  at 
295''  Fahr. 

The  greatest  gain  over  the  strength  of  the  metal  at  70®  was 
25.8  per  cent  at  460°  Fahr. 

The  several  grades  of  metal  approached  each  other  in 
tenacity  as  the  higher  temperatures  were  reached.  Thus  steels 
differing  in  tensile  strength  nearly  90000  pounds  per  square 
inch  at  70"*,  when  heated  to  1600''  Fahr.  appear  to  differ  only 
about  loooo  pounds  per  square  inch. 

The  rate  of  speed  of  testing  which  may  modify  somewhat 
the  results  with  ductile  material  at  atmospheric  temperatures 
has  a  very  decided  influence  on  the  apparent  tenacity  at  high 
temperatures. 

A  grade  of  metal  which,  at  low  temperatures,  had  little 
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ductility,  displayed  the  same  strength  whether  rapidly  or  slowly 
fractured  from  the  temperature  of  the  testing-room  up  to  600** 
Fahr. ;  above  this  temperature  the  apjiarent  strength  of  the 
rapidly  fractured  specimens  largely  exceeded  the  others. 

At  1410°  Fahr.  the  slowly  fractured  bar  showed  33240 
pounds  per  square  inch  tensile  streng^th,  while  a  bar  tested  in 
two  seconds  showed  63000  pounds  per  square  inch. 

Cast-iron  appeared  to  maintain  its  strength  with  a  tendency 
to  increase  until  900°  Fahr.  is  reached,  beyond  which  the 
strength  diminishes.  Under  the  higher  temperatures  it  devel- 
oped numerous  cracks  on  the  surface  of  the  specimens  preced- 
ing complete  rupture. 

4°.    ELASTIC   LIMIT. 

The  report  says  of  this  that  it  appears  to  diminish  with  in- 
crease of  temperature.  Owing  to  a  period  of  rapid  yielding  with- 
out increase  of  stress,  or  even  under  reduced  stress,  the  elastic 
limit  is  well  defined  at  moderate  temperatures  with  most  of  the 
steels. 

Mild  steel  shows  this  shielding  point  up  to  the  vicinity  of 
500**;  in  hard  steels,  if  present,  it  appears  at  lower  temperatures. 

The  gradual  change  in  the  rate  of  elongation  at  other  times 
often  leaves  the  definition  of  the  elastic  limit  vague  and  doubt- 
ful, especially  so  at  high  temperatures.  The  exclusion  of  de- 
terminable sets  would  in  most  cases  place  the  elastic  limit  below 
the  values  herein  given. 

In  approaching  temperatures  at  which  the  tensile  proper- 
ties are  almost  eliminated  exact  determinations  are  correspond- 
ingly difficult,  the  tendency  being  to  appear  to  reach  too  high 
values. 

5*^.   STRESS  ON   THE   RUPTURED   SECTION. 

This,  generally,  follows  with  and  resembles  the  curve  of 
tensile  strength. 
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Specimens  of  large  contraction  of  area,  tested  at  high 
temperature,  have  given  evidence  on  the  fractured  ends  of 
having  separated  at  the  centre  of  the  bar  before  the  outside 
metal  parted. 

Elongation  under  Stress.. 

Although  the  metal  is  capable  of  being  worked  under  the 
hammer  at  high  temperatures,  it  does  not  then  possess  sufficient 
strength  within  itself  to  develop  much  elongation,  general 
elongation  being  greatest  at  lower  temperatures. 

Greater  rigidity  exists  under  certain  stresses  at  intermedin 
ate  temperatures  than  at  either  higher  or  lower  temperatures. 

Thus  one  of  the  specimens  tested  at  569°  Fahr.  showed  less 
elongation  under  stresses  above  50000  pounds  per  square  inch 
than  the  bars  strained  at  higher  or  lower  temperatures. 

Two  other  specimens  showed  a  similar  behavior  at  315°  and 
387*^  respectively,  and  likewise  other  specimens. 

In  bars  tested  at  about  200°  to  400°  Fahr.  there  are  dis- 
played alternate  periods  of  rigidity  and  relaxation  under  in- 
creasing stresses,  resembling  the  yielding  described  as  occur- 
ring with  some  bars  immediately  after  passing  the  elastic 
limit. 

The  repetition  of  these  intervals  of  rigidity  and  relaxation 
is  suggestive  of  some  remarkable  change  taking  place  within 
the  metal  in  this  zone  of  temperature. 

6°.   PERCENTAGE   CONTRACTION    OF  AREA. 

This  varies  with  the  temperature  of  the  bar ;  it  is  somewhat 
less  in  mild  and  medium  hard  steels  at  400°  to  6od^  than  at 
atmospheric  temperatures. 

Above  500"*  or  600°  the  contraction  increases  with  the 
temperature  of  the  metal ;  with  three  exceptions,  which  showed 
diminisbed  contraction  at  1100''  Fahr.,  until  at  the  highest 
tempesatnres  some  of  them  were  drawn  down  almost  to  points* 
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7  .    RATE   OF   FLOW   UNDER   STRESS. 

The  full  effect  of  a  load  superior  to  the  elastic  limit  is  not 
immediately  felt  in  the  elongation  of  a  ductile  metal,  and  the 
same  is  true  at  higher  temperatures. 

The  flow  caused  by  a  stress  not  largely  in  excess  of  the 
elastic  limit  has  a  retarding  rate  of  speed,  and  eventually  ceases 
altogether  ;  whereas  under  a  high  stress  the  rate  of  flow  may 
accelerate,  and  end  in  rupture  of  the  metal. 

Hence  the  apparent  tensile  strength  maybe  modified  within 
limits  by  the  time  employed  in  producing  fracture. 

8°.   SPECIFIC   GRAVITY. 

In  general,  the  specific  gravity  is  materially  diminished  in 
the  vicinity  of  the  fractured  ends  of  tensile  specimens,  and  this 
diminution  takes  place  in  the  different  grades  of  steel,  in  bars 
ruptured  under  different  conditions  of  temperature,  stress,  and 
contraction  of  area. 

9^    BARS   STRAINED   HOT,   AND   SUBSEQUENTLY   RUPTURED   COLD. 

The  effect  of  straining  hot  on  the  subsequent  strength  cold 
appears  to  depend  upon  the  magnitude  of  the  straining  force 
and  the  temperature  in  the  first  instance. 

There  is  a  zone  of  temperature  in  which  the  effect  of  hot 
straining  elevates  the  elastic  limit  above  the  applied  stress,  and 
above  the  primitive  value,  and  if  the  straining  force  approaches 
the  tensile  strength,  there  is  also  a  material  elevation  of  that 
value  when  ruptured  cold.  These  effects  have  been  observed 
within  the  limits  of  about  335*^  and  740®  Fahr. 

After  exposure  to  higher  temperatures  there  occurs  a 
gradual  loss  in  both  the  elastic  limit  and  tensile  strength,  and 
generally  a  noticeable  increase  in  the  contraction  of  area. 
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lO  .    COLOR  AFTER   COOLING. 

This  was  not  sensibly  changed  by  temperatures  below  200°. 
After  300"*  the  metal  was  light  straw-colored  :  after  400*^,  deep 
straw;  from  500°  to  6oo^  purple,  bronze-colored,  and  blue; 
after  700°,  dark  blue  and  blue  black. 

After  800®  some  specimens  still  remained  dark  blue.  After 
heating  above  about  800*^  the  final  color  affords  less  satisfactory 
means  of  approximately  judging  of  the  temperature,  the  color 
remaining  a  blue  black,  and  darker  when  a  thick  magnetic 
oxide  is  formed. 

At  about  I  \QO^  the  surface  oxide  reaches  a  tangible  thick- 
ness, a  heavy  scale  of  o^'.OOi  to  o'^oo2  thickness  forming  as 
higher  temperatures  are  reached.  The  red  oxide  appears  at 
about  1500''. 

11°.    IN   THE   TESTS  OF   RIVETED  JOINTS 

of  steel  boiler-plates  at  temperatures  ranging  from  70®  to  about 
700°  Fahr.  the  indications  of  the  tensile  tests  of  plain  bars  were 
corroborated. 

Joints  at  200®  Fahr.  showed  less  strength  than  when  cold  ; 
at  250°  and  higher  temperatures  the  strength  exceeded  the 
cold  joints ;  and  when  overstrained  at  400°  and  500°  there  was 
found,  upon  completing  the  test  cold,  an  increase  in  strength. 

Rivets  which  sheared  cold  at  40000  to  41000  pounds  per 
square  inch,  at  300^  Fahr.  sheared  at  46000  pounds  per  square 
inch ;  and  at  600°  Fahr.,  the  highest  temperature  at  which  the 
joints  failed  in  this  manner,  the  shearing-strength  was  42130 
pounds  per  square  inch. 

In  addition  to  the  work  at  Watertown  which  has  just  been 
detailed  two  other  matters  will  be  referred  to  here. 
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I**.  It  is  well  known  that  wrought-iron  and  steel  are  very 
brittle  at  a  straw  heat  and  a  pale  blue,  as  shown  by  the  fact  that 
when  the  attempt  is  made  to  bend  a  specimen  at  these  tempera- 
tures it  results  in  cracking  it  some  time  before  a  complete  bend- 
ing can  be  effected,  even  in  the  case  of  metal  which  is  so  ductile 
that  it  can  be  bent  double  cold,  red  hot,  or  at  a  flanging  beat, 
without  showing  any  signs  of  cracking. 

2°.  Bauschinger  defines  the  elastic  limit  as  the  load  at  which 
the  stress  is  no  longer  proportional  to  the  strain ;  whereas  he 
calls  stretch-limit  (Streckgrenze)  the  load  at  which  the  strain 
diagram  makes  a  sudden  change  in  its  directioji ;  i.e.,  where 
instead  of  showing  a  gradually  increasing  ratio  of  strain  to  stress 
it  shows  a  sudden  and  rapid  increase. 

From  his  experiments  (see  Heft  13  of  the  Mittheilungen, 
year  1886)  he  draws  the  following  conclusions  ;  — 

{d)  That  the  effect  of  heating  and  subsequent  cooling  in 
lowering  both  the  elastic  and  the  stretch  limits  in  mild  steel 
begins  at  about  660°  Fahr.  when  the  cooling  is  sudden,  and  at 
about  840°  Fahr.  when  it  is  slow,  and  for  wrought-iron  at  about 
750°  with  either  rapid  or  slow  cooling. 

(i)  That  the  operation  of  heating  above  those  temperatures, 
and  of  subsequent  slow  or  quick  cooling,  is  that  both  the  elastic 
and  the  stretch  limit  are  lowered^  and  the  more  so  the  greater 
the  heating ;  also,  that  this  effect  is  greater  on  the  elastic  than 
on  the  stretch  limit. 

{c)  Quick  cooling  after  heating  higher  than  the  above-stated 
temperatures  lowers  the  elastic  and  the  stretch  limit,  especially 
the  first,  much  more  than  slow  cooling,  dropping  the  elastic 
limit  almost  immediately  at  a  heat  of  about  930**  and  certainly 
at  a  red  heat  to  nothing  or  nearly  nothing  in  wrought-iron,  and 
in  both  mild  and  hard  steel,  while  slow  cooling  cannot  bring 
about  such  a  great  drop  of  the  elastic  limit,  even  from  more 
than  a  red  heat. 
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Effect  of  Cold-RoUing  on  Iron  and  SteeL — It  has  already 
been  stated,  p.  410,  that  it  was  discovered  independently  by 
Commander  Beardslee  and  Professor  Thurston,  that  if  a  load 
^ere  gradually  applied  to  a  piece  of  iron  or  steel  which  exceeded 
its  elastic  limit,  and  the  piece  then  allowed  to  rest,  the  elastic 
limit  and  the  ultimate  strength  would  thus  be  increased.  This 
may  be  accomplished  with  soft  iron  and  steel  by  cold-rolling  or 
cold-drawing,  but  cannot  be  taken  advantage  of  in  hard  iron 
or  steel. 

Professor  Thurston,  who  has  investigated  this  matter  at 
great  length,  and  made  a  large  number  of  tests  on  the  subject, 
gives  the  following  as  the  results  of  cold-rolling ;  — 


Increase  in 

Per  Cent 

Tenacity 

25  to   40 

50  to   80 

80  to  125 

300  to  400 

150  to  425 

Transverse  stress ••■• 

Elastic  limit  (tension,  torsion,  and  transverse), 
Klastic  resilience 

Elastic  resilience  (transverse) 

He  also  says,  in  regard  to  the  modulus  of  elasticity,  — 

"  Collating  the  results  of  several  hundred  tests,  the  author 
[Professor  Thurston]  found  that  the  modulus  of  elasticity  rose, 
in  cold-rolling,  from  abo.ut  25000000  lbs.  per  square  inch  to 
26000000,  the  tenacity  from  52000  lbs.  to  nearly  70000,  the 
elastic  limit  from  30000  lbs.  to  nearly  60000  lbs. ;  and  the  ex- 
tension was  reduced  from  25  to  16^  per  cent. 

"  Transverse  loads  gave  a  reduction  of  the  modulus  of  elas- 
ticity to  the  extent  of  about  loooooo  lbs.  per  square  inch,  an 
increase  in  the  modulus  of  rupture  from  73600  to  13360Q,  and 
reduction  of  deflection  at  maximum  load  of  about  25  per  cent. 
The  resistance  of  the  elastic  limit  was  doubled,  and  occurred 
at  a  much  greater  deflection  than  with  untreated  iron." 

On  the  other  hand,  the  two  steel  eye-bars  referred  to  on 
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p.  472  show  a  decrease  of  modulus  of  elasticity  with  increasing 
over-strain. 

WhitwartKs  Compressed  Steel. — Sir  Joseph  Whitworth  pro- 
duces steel  of  great  strength  by  applying  to  the  molten  metal, 
directly  after  it  leaves  the  furnace,  a  pressure  of  about  14000 
lbs.  per  square  inch ;  this  being  sufficient  to  reduce  the  length 
of  an  eight-foot  column  by  one  foot.  He  claims,  according  to 
D.  K.  Clark,  to  be  able  to  obtain  with  certainty  a  strength  of 
40  English  tons  with  30  per  cent  ductility,  and  mild  steel  of  a 
strength  of  30  English  tons  with  33  or  34  per  cent  ductility. 

The  following  table  is  taken  from  D.  K.  Clark's  **  Rules 
and  Tables ;"  — 


Uldmate  Tensile 
Strength,  in  lbs., 
per  Square  loch. 

Elongation, 
percent. 

Axles,  boilers,  connecting-rods,  rivets,  railway  tires,  > 
guns,  and  gun-carriages,                                         > 

Cylinder  linings,  parts  of  large  machines,  hoops,  7 
and  trunnions,                                                         ) 

Large  planing  and  lathe  tools,  shears,  smiths*  1 
punches,  dies  and  sets,  cold-chisels,  screw  tools,  V 
etc.,                                                                       J 

Boring-tools,  finishing-tools  for  planing  and  turn-  > 

Jng»                                                                          ) 
Alloyed  with  tungsten 

89600 
107520 

129920 

152320 
161 280 

32 
24 

10 
14 

The  following  tests  were  made  on  the  Watertown  machine, 
upon  some  specimens  of  Whitworth  steel  taken  from  a  section 
of  a  jacket  which  was  shrunk  upon  a  wrought-iron  tube,  and 
removed  from  shrinkage  by  the  application  of  high  furnace 
heat: — 
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Diameter, 
Inches. 

Tensile 

Strenj^th, 

lbs.  per  Sq.  In. 

Elastic  Limit, 
lbs.  per  Sq.  In. 

ContracUon 
of  Area, 
per  cent. 

0.564 

103960 

55000 

41.9 

0.564 

90040 

48000 

47. a 

0.564 

104300 

57000 

24.6 

0.564 

I00I20 

57000 

44.6 

0.564 
0.564 

93040 
IO4160 

53000 
60000 

39- a 
24.6 

.0.564 

93160 

47000 

39- a 

COMPRESSIVE  TESTS. 


Length, 
Inches. 

Diameter, 
Inches. 

Compressive 

Strength, 

lbs.  per  Sq.  In. 

Elastic  Limit, 
lbs.  per  Sq.  In. 

5 
5 

3.94 
3.94 

0.798 
0.798 
0.798 
0.798 

I02I00 

89000 

IOI600 

IOI600 

61000 
57000 
53000 
54000 

§  227.    Factor   of   Safety In   order  to  determine  the 

proper  dimensions  of  any  loaded  piece,  it  becomes  necessary 
to  fix,  in  some*  way,  upon  the  greatest  allowable  stress  per 
square  inch  to  which  the  piece  shall  be  subjected. 

The  most  common  practice  has  been  to  make  this  some 
fraction  of  the  breaking-strength  of  the  material  per  square 
inch. 

As  to  how  great  this  factor  should  be,  depends  upon  — 

I**.  The  use  to  which  the  piece  is  to  be  subjected ; 

2^  The  liability  to  variation  in  the  quality  of  the  material ; 

3**.  The  question  whether  we  are  considering,  as  the  load 
upon  the  piece,  the  average  load,  or  the  greatest  load  that  can 
by  any  possibility  come  upon  it ; 

4^  The  question  as  to  whether  the  structure  is  a  temporary 
or  a  permanent  one ; 
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5°.  The  amount  of  injury  that  would  be  done  by  breakage 
of  the  piece ; 
and  other  considerations. 

The  factors  most  commonly  recommended  are,  3  for  a  dead 
or  quiescent  load,  and  6  for  a  live  or  moving  load* 

A  common  American  and  English  practice  for  iron  bridges 
is  to  use  a  factor  of  safety  of  4  for  both  dead  and  moving  load. 
In  machinery  a  factor  as  large  as  6  is  desirable  when  there  is  * 
no  liability  to  shocks ;  and  when  there  is,  a  larger  factor  should 
be  used. 

A  method  sometimes  followed  for  tension  and  compression 
pieces  is,  to  prescribe  that  the  stretch  under  the  given  load 
should  not  exceed  a  certain  fixed  fraction  of  the  length.  This 
requires  a  knowledge  of  the  modulus  of  elasticity  of  the  mate- 
rial 

In  the  case  of  a  piece  subjected  to  a  transverse  load,  it  is 
the  most  common  custom  to  determine  its  dimensions  in  accord- 
ance with  the  principle  of  providing  sufficient  strength  ;  and 
for  this  purpose  a  certain  fraction  (as  one-fourth)  of  the  mod- 
ulus of  rupture  is  prescribed  as  the  greatest  allowable  safe 
stress  per  square  inch  at  the  outside  fibre.  Thus,  for  wrought- 
iron  from  loooo  to  12000  lbs.  per  square  inch  is  often  adopted 
as  the  greatest  allowable  stress  at  the  outside  fibre,  this  being 
about  one-fourth  of  the  modulus  of  rupture. 

The  other  method  for  dimensioning  a  beam  is,  to  prescribe 
its  stiffness ;  i.e.,  that  it  shall  not  deflect  under  its  load  more 
than  a  certain  fraction  of  the  span.     This  fraction  is  taken  as 

This  latter  method  depends  upon  the  modulus  of  elasticity 
of  the  beam;  and  while  it  is  the  most  advisable  method  to 
follow,  and  as  a  rule  would  be  safer  than  the  other  method, 
nevertheless,  in  the  case  of  very  stiff  and  brittle  material  it 
might  be  dangerous ;  hence  we  ought  to  know  also  the  break- 
ing-weight and  the  limit  of  elasticity  of  the  beam  we  are  to  use, 
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and  not  allow  it  to  approach  either  of  these.  This  precaution 
will  be  especially  important  to  observe  in  the  case  of  steel 
beams,  which  are  only  now  being  introduced. 

On  the  other  hand,  in  moving  machinery  a  factor  of  safety 
of  six  is  usually  required  when  there  is  no  unusual  exposure  to 
shocks,  as  in  smooth-running  shafting,  etc. ;  and  when  there 
are  irregular  shocks  liable  to  come  upon  the  piece,  a  greater 
factor  is  used. 

wohler's  results. 

§  228.  Repeated  Stresses. — The  extensive  experiments  of 
Wohler  for  the  Prussian  government,  which  were  subsequently 
carried  on  by  his  successor,  Spangenberg,  were  made  to  deter- 
mine the  effect  of  oft-repeated  stresses,  and  of  changes  of 
stress,  upon  wrought-iron  and  steel. 

In  the  ordinary  American  and  English  practice,  it  is  cus- 
tomary, in  determining  the  dimensions  of  a  piece,  as  of  a  bridge 
member,  to  ascertain  the  greatest  load  which  the  piece  can 
ever  be  called  upon  to  bear,  and  to  fix  the  size  of  the  piece  in 
accordance  with  this  greatest  load. 

Wohler  called  attention  to  the  fact  that  the  load  that  would 
break  a  piece  depends  upon  both  the  greatest  and  least  load 
that  it  would  ever  be  called  upon  to  bear.  Thus,  a  tension-rod 
which  is  subjected  to  alternate  changes  of  load  extending  from 
2CXDOO  to  80000  lbs.  would  require  a  greater  area  for  safety  than 
one  which  was  subjected  to  loads  varying  only  between  the 
limits  of  60000  and  80000  lbs. ;  and  this  would  require  more 
area  than  one  which  was  subjected  to  a  steady  load  of  80000 
lbs. 

Wohler  expresses  this  law  as  follows,  in  his  "Festigkeits 
versuche  mit  Eisen  und  Stahl." 

"The  law  discovered  by  me,  whose  universal  application 
for  iron  and  steel  has  been  proved  by  these  experiments,  is  as 
follows:  The  fracture  of  the  material  can  be  effected  by 
variations   of    stress   repeated  a  great  number  of  times,   of 
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which  none  reaches  the  breaking-limit.  The  differences  of 
the  stresses  which  limit  the  variations  of  stress  determine  the 
breaking-strength.  The  absolute  magnitude  of  the  limiting 
stresses  is  only  so  far  of  influence  as,  with  an  increasing  stress, 
the  differences  which  bring  about  fracture  grow  less. 

"  For  cases  where  the  fibre  passes  from  tension  to  compres- 
sion and  vice  versuy  we  consider  tensile  strength  as  positive 
and  compressive  strength  as  negative ;  so  that  in  this  case  the 
difference  of  the  extreme  fibre  stresses  is  equal  to  the  greatest 
tension  plus  the  greatest  compression." 

Besides  the  ordinary  tests  of  tensile,  compressive,  shearing, 
and  torsional  strength,  he  made  his  experiments  mainly  on  the 
following  two  cases  :  — 

1°.  Repeated  tensile  strength;  the  load  being  applied  and 
wholly  removed  successively,  and  the  number  of  repetitions 
required  for  fracture  counted. 

2°.  Alternate  tension  and  compression  of  equal  amounts 
successively  applied,  the  number  of  repetitions  required  for 
fracture  being  counted. 

In  making  these  two  sets  of  tests,  he  made  the  first  set  in 
two  ways :  — 

(a)  By  applying  direct  tension. 

{b)  By  applying  a  transverse  load,  and  determining  the 
greatest  fibre  stress. 

The  second  set  of  tests  was  made  by  loading  at  one  end  a 
piece  of  shaft  fixed  in  direction  at  the  other,  and  then  causing 
it  to  revolve  rapidly,  each  fibre  passing  alternately  from  tension 
to  an  equal  compression,  and  vice  versa. 

He  also  tried  a  few  experiments  where  the  lower  limit  of 
stress  was  neither  zero  nor  equal  to  the  upper  limit,  with  a 
minus  sign,  also  some  experiments  on  torsion,  on  shearing, 
and  on  repeated  torsion. 

When  Wohler  had  made  his  experiments,  and  published  his 
results,  there  were  a  number  of  attempts  made  by  different 
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persons  to  deduce  formulae  which  should  depend  upon  these 
experiments  for  their  constants,  and  which  should  serve  to 
determine  the  breaking-strength  for  any  given  variation  of 
stresses. 

Only  two  of  these  formulae  will  be  given  here,  viz.,  — 
1°.  That  of  Launhardt  for  one  kind  of  stress, 
2^  That  of  Weyrauch  for  alternate  tension  and  compression, 
as  these  are  the  most  used  of  the  formulae  developed. 


LAUNHARDT»S   FORMULA. 

The  constants  used  in  this  formula  are  — 

r°.  /,  the  carrying-strength  of  the  material  per  unit  of  area ; 
this  being  the  greatest  load  per  square  inch  of  which  the  piece 
can  bear  an  unlimited  application  without  breaking.  Practi- 
cally it  is  the  breaking-strength  per  unit  of  area. 

2°.  «,  the  primitive  safe  strength ;  i.e.,  the  greatest  stress 
per  unit  of  area  of  which  the  piece  can  bear,  without  breaking, 
an  unlimited  number  of  repetitions,  the  load  being  entirely 
removed  between  times.  It  is  not  a  safe  but  a  breaking 
strength.  These  two  quantities  have  been  determined  experi- 
mentally by  Wohler;  and  it  is  the  object  of  Launhardt's  formula 
to  deduce,  in  terms  of  /,  «,  and  the  ratio  between  the  greatest 
and  least  loads  to  which  the  piece  is  ever  subjected,  the  value 
a  oi  the  breaking-strength  per  unit  of  area  when  these  loads 
are  applied. 

The  formula  and  its  deduction  are  as  follows :  — 

Let  the  greatest  stress  per  unit  area  be  a. 
the  least  stress  per  unit  area  be  c. 
their  difference  he  d  =  a  -—  c. 

Now  a  depends  on  d  for  its  value ;  and  hence  we  may  write 

a  =s  cu/, 
where  a  is  a  function  of  a  also. 
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Now,  the  two 

cases 

experimented 

upon, 

viz., 

^ 

i^  When  a  == 

^, 

r  =  /; 

^  = 

o, 

2^  When  a  = 

», 

r  =  o, 

^  = 

«, 

must  be  satisfied  by  the  value  of  a  used :  otherwise  the  value 
we  use  is  wrong,  as  these  are  two  particular  cases.  Now,  Laun- 
hardt  takes 

/-  u 

and  hence 

t  —  u 

and  it  will  become  evident  that  this  value  of  a  does  satisfy  the 
two  conditions  stated  if  we  observe,  that,  in  the  first  case,  since 

^=o, 
we  must  have  a  =  oo  in  order  that  we  may  have 

a  «  t: 
and  if  we  put  a  =  /  in  the  value  of  a,  we  obtain 

a  =5  00  : 

also  in  the  second  case,  since  d^u  and  a  =  t^,  we  must  have 

a  =  i; 
and  if  we  put  ^  =  »  in  the  value  of  o,  we  obtain 

a  =  I. 

Hence  in  using  (i)  we  are  using  a  formula  for  a  which 
satisfies  the  two  cases  of  carrying-strength  and  of  primitive 
safe  strength ;  and  the  question  as  to  its  being  a  suitable  value 
to  use  must  depend  upon  how  well  it  will  satisfy  intermediate 
values,  le.,  cases  where  the  two  extremes  are  not  those  of  the 
carrying-strength  nor  of  the  primitive  safe  strength. 
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In  the  few  cases  of  intermediate  values  experimented  upon 
by  Wohler,  there  is  a  very  close  agreement  between  the  experi- 
mental results  and  those  obtained  by  the  formula. 

Now,  put  df  =  ^  —  ^  in  (i),  and  we  have 

a  *  7^(«  -  c)  (2) 

at  -^  a^  ^  at  —  au  ^  c{t  —  1^) 
.-.    a>  =  aiy  +  (/  —  u)c 

A    „««  +  (/-«)-;  (3) 

and  if  we  denote  by  max  L  the  greatest  load  on  the  entire 
piece,  and  by  min  L  the  least,  we  shall  have 

c  _  min  L 
a      maxZ' 
Hence 

a^u+  (t-  u)——,  (4)      . 

max  £t 

this  being  in  such  a  form  as  can  be  used.     Or  we  may  write  it 
thus : 


(         /  —  «min  Z)  ^  ^ 


this  being  the  more  common  form. 

The  values  of  the  constants  as  determined  by  Wohler's 
experiments,  and  the  resulting  form  of  the  formula  for  Phoenix 
axle-iron  and  for  Krupp  cast-steel,  have  already  been  given  in 

§  172. 

In  the  same  paragraph  are  given  the  corresponding  values 
of  6,  the  safe  working-strength,  the  factor  of  safety  being  three. 
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WEYRAUCH'S    FORMULA    FOR    ALTERNATE    TENSION    AND 
COMPRESSION. 

The  constants  used  in  this  formula  are :  — 

1°.  «,  the  primitive  safe  strength,  which  has  been  already 
defined. 

2®.  J,  the  vibration  safe  strength ;  i.e.,  the  greatest  stress 
per  unit  of  area  of  which  the  piece  can  bear,  without  breaking, 
an  unlimited  number  of  applications,  the  other  extreme  stress 
which  it  bears  alternately  being  — ^. 

He  lets  a  =  greatest  stress  per  unit  of  area,  c  =  greatest 
stress  of  the  opposite  kind  per  unit  of  area.  If  a  is  tension, 
c  is  compression,  and  vice  versa. 

Then,  if  d  is  the  difference, 

i/  =  a  +  ^« 

Weyrauch  writes,  as  before, 

a  =  cu/, 

and  gives  to  a  a  value  which  will  satisfy  the  two  special  cases 
experimented  upon ;  viz.,  — 

I**.  When  a  =  u,  ^  =  o,  </  =  ». 

2*.  When  a  sss  s,  r  =»  J,  d  ^  2S. 

He  writes 

a  = 

2tt  —  J  —  a 

u  —  s 
...    a  =  d.  (6) 

This  value  of  a  satisfies  the  two  special  cases  referred  to ;  for 
in  the  first  case,  since  d  ^  u  and  df  =  «,  we  must  have  a  =  i ; 
and  if  we  write  az=,u\n  the  value  of  a,  we  obtain  a  =  i.  Also 
in  the  second  case,  since  d  =z  2s  when  a  =  j,  we  must  have 
o  =  1^ ;  and  if  we  write  «  =  ^  in  the  value  of  a,  we  obtain  a  =  ^. 

This,  however,  has  not  been  tested  for  intermediate  values. 
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Now  write  rf  =  df  +  ^  in  equation  (i),  and  we  shall  have 


u  —  s      , 


2«  —  J  —  a^ 

.\    €^  ^  au  —  [u  ^  s)c  (7) 

••.    «  =  «-(»-  j)-5  (8) 

and  if  we  write 

c  ^  max  Z' 
a       maxZ' 

where  max  L  =  greatest  load  on  the  piece,  and  max  L'  = 
greatest  load  of  opposite  kind,  so  that,  if  L  is  tension,  L'  shall 
be  compression,  and  vice  versa,  we  shall  have 

.  vmaxZ'  ,  . 

«  =  «-(«-  0-— y,  (9) 

max  // 

this  being  in  a  form  suitable  to  use,  the  more  common  form 
being 


(         u  —  s  max  Z' )  ,     . 

=  u\i -[.  (10) 

(  u      max  Z ) 


The  values  of  the  constants  as  determined  from  Wohler's 
experiments,  and  the  resulting  form  of  the  formulae  for  Phoenix 
axle-iron  and  for  Krupp  cast-steel,  are  given  in  §  176. 

The  above  demonstrations  of  Caunhardt's  and  of  Wey- 
rauch's  formulae  are  substantially  those  given  in  the  translation 
of  Weyrauch's  "Structures  of  Iron  and  Steel,"  by  Professor 
Dubois,  the  explanations  being  somewhat  changed. 
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GENERAL  REMARKS. 

In  each  case  the  value  of  a  given  by  the  formula  (5)  or  (10) 
is  the  breaking-strength  per  unit  of  area  for  either  tension  or 
compression  in  Launhardt's  formula ;  and  in  the  case  of  Wey- 
rauch*s,  the  value  of  a  is  the  breaking-strength  per  square  inch 
of  the  same  kind  as  max  L  ;  i.e.,  tension  if  this  is  tension,  or 
compression  if  this  is  compression. 

If  either  of  these  values  of  a  be  divided  by  3,  we  have^ 
according  to  Weyrauch,  the  safe  working-strength. 

If,  now,  the  piece  be  a  tension  piece,  its  area  will  be  found 
by  dividing  its  greatest  load  by  the  safe  working-strength ;  % 
on  the  other  hand,  it  be  subjected  to  compression,  and  it  be  a 
short  piece,  its  area  will  also  be  found  by  dividing  the  greatest 
compression  by  the  safe  working-strength  per  unit  of  area :  but 
if  it  be  a  long  column,  and  we  wish  to  use  Wohler's  results,  we 

must  merely  use  the  value  -  as  the  safe  working-strength  per 

3 
unit  of  area,  and  use  this  in  whatever  formula  we  may  employ 

for  calculating  a  column. 

WOHLER'S  EXPERIMENTAL  RESULTS. 

Wohler  himself  made  his  tests  upon  the  extremes  of  fibre 
stresses  of  which  a  piece  could  bear,  without  breaking,  an 
unlimited  number  of  applications.  He  gives,  as  a  summary  of 
these  results,  the  following :  — 

In  iron,  — 

Between  +16000  lbs.  per  sq.  in.  and  ^16000  lbs.  per  sq.  in. 
"       -f  30000       "         "       "  o  "  " 

+44000       "  "       "    +24000       " 

In  axle-steel,  — 

Between  +28000  lbs.  per  sq.  in.  and  —28000  lbs.  per  sq.  in. 
"       +48000      "  "       "  o  "  " 

"      +80000       "         «       "    +35000      "         " 
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In  untempered  spring  steel,  — 

Between  +50000  lbs.  per  sq.  in.  and         o      lbs.  per  sq.  in. 
"       +70000       "  "        "    +25000       "  " 

"       +80000       "  "        "    +40000       "  " 

"       +90000       "  "        "    +60000       "  " 

For  shearing  in  axle-steel,  — 

Between  +22000  lbs.  per  sq.  in.  and  *  2  2000  lbs.  per  sq.  in. 
"       +38000       "  "       "  o  "  " 

This  table  would  justify  the  use,  in  Launhardt's  and  Wey* 
rauch's  formulae,  of  the  following  values  of  u  and  s ;  viz., — 
In  iron,  — 


u  =  30000  lbs.  per  sq.  in., 
s  =  16000  lbs.  per  sq.  in. 


In  axle  steel,  — 

u  =  48000  lbs.  per  sq.  in.,      "^ 
s  =  28000  lbs.  per  sq.  in. 

In  untempered  spring  steel,  — 

u  =s  50000  lbs.  per  sq.  in. 

And  it  would  require,  that  if,  with  these  values  of  «,  and  the 
values  of  /  given  in  §§  172  and  176,  we  put 

c  =  24000 

in  Launhardt's  formula  for  iron,  we  ought  to  obtain  approxi- 
mately 

a  3=  44000; 

and  if  we  put  c  =  35000  in  that  for  steel,  we  should  obtain 
approximately 

a  s>  80000. 
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FACTOR  OF  SAFETY. 

We  have  seen  that  Weyrauch  recommends,  to  use  with 
Wohler's  results,  a  factor  of  safety  of  three  for  ordinary  bridge 
work  and  similar  constructions. 

Wdhler  himself,  however,  in  his  "  Festigkeits  versuche  mit 
Eisen  und  Stahl,"  says,  — 

1°.  That  we  must  guarH  against  any  danger  of  putting  on 
the  piece  a  load  greater  than  it  is  calculated  to  resist,  by  assum- 
ing as  its  greatest  stress  the  actually  greatest  load  that  can 
ever  come  upon  the  piece ;  and 

2°.  This  being  done,  that  the  only  thing  to  be  provided  for 
is  the  lack  of  homogeneity  in  the  material. 

3°.  That  any  material  which  requires  a  factor  of  safety 
greater  than  two  is  unfit  for  use.  This  advice  would  hardly  be 
accepted  by  engineers,  however. 

He  also  claims  that  the  reason  why  it  is  safe  to  load  car- 
springs  so  much  above  their  limit  of  elasticity,  and  so  near 
their  breaking-load,  is,  that  the  variation  of  stress  to  which  they 
are  subjected  is  very  inconsiderable  compared  with  the  greatest 
stress  to  which  they  are  subjected. 

GENERAL  REMARKS. 

It  is  to  be  observed,  — 

1°.  The  tests  were  all  made  on  a  good  quality  of  iron  and 
of  steel,  consequently  on  materials  that  have  a  good  degree  of 
homogeneity. 

2°.  The  specimens  were  all  small,  and  the  repetitions  of  load 
succeeded  each  other  very  rapidly,  no  time  being  given  for  the 
material  to  rest  between  them. 

3**.  No  observations  were  made  on  the  behavior  of  the  piece 
during  the  experiment  before  fracture. 

4°.  No  experiments  were  made  upon  cast-iron  and  timber ; 
and  the  results  of  such  experiments,  if  made,  could  hardly  be 
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expected  to  be  of  much  value,  as  these  materials  are  so  lacking 
in  homogeneity. 

5°.  As  long  as  we  are  dealing  only  with  tension,  we  can  say 
without  error  that 

£.  —  5S5L^. 

a       maxZ^ 

but  as  soon  as  both  stresses  or  either  become  compression,  if 
the  piece  is  long  compared  with  its  diameter,  we  cannot  assert 
with  accuracy  the  above  relation,  nor  that' 

£  ^  maxZ\ 
a      maxZ ' 

and  hence  results  based  on  these  assumptions  must  be  to  a 
certain  extent  erroneous. 

6°.  When  a  piece  is  subjected  to  alternate  tension  and  com- 
pression, it  must  be  calculated  so  as  to  bear  either:  thus,  if 
sufficient  area  is  given  it  to  enable  it  to  bear  the  tension,  it  may 
not  be  able  to  bear  the  compression  unless  the  metal  is  so  dis- 
tributed as  to  enable  it  to  withstand  the  bending  that  results 
from  its  action  as  a  column. 

EXAMPLES, 

1.  Deteraiine  the  cross-section  necessary  for  a  wrought-iron  tie 
where  greatest  load  =  800000  lbs.  and  least  load  =  80000  lbs. 

2.  Determine  the  cross-section  necessary  for  a  wrought-iron  stmt  to 
bear  the  same  loads. 

3.  What  is  the  greatest  and  what  the  least  working-strength  recom- 
mended by  Wohler  for  wrought-iron?  What  for  steel?  Compare  with 
ordinary  methods,  using  factor  of  safety  of  four. 

bauschinger's  tests  on  repeated  stresses. 

Bauschinger's  definitions  of  elastic  limit  and  of  stretch 
limit  have  already  been  given.  He  also  states  that  other 
properties  of  the  metal  at  or  near  the  elastic  limit  are  the  fol- 
lowing, viz. : 
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(tf)  The  sets  within  the  elastic  limit  are  very  small,  and  in- 
crease proportionally  to  the  load,  while  above  that  point  they 
increase  much  more  rapidly. 

[p)  With  repeated  loading,  inside  of  the  elastic  limit,  drop- 
ping to  zero  between  times,  we  find  each  time  the  same  total 
elongations. 

{c)  While  within  the  elastic  limit  the  elongations  remain 
constant  as  long  as  the  load  is  constant ;  with  a  load  above  the 
elastic  limit  the  final,  elongations  under  that  load  are  only 
reached  after  a  considerable  length  of  time. 

(^  He  also  says  that  substances  like  cast-iron  and  stone,  in 
which  the  stress  is  nowhere  proportional  to  the  strain,  have  no 
elastic  limit. 

Bauschinger  gives  as  consequences  of  his  definition  of  elas- 
tic limit  the  following : 

If  by  subjecting  a  rod  to  changing  stresses  between  an  upper 
and  lower  limit,  of  which  at  least  the  upper  is  above  the  original 
elastic  limit,  the  latter  were  either  unchanged  or  lowered,  or  if 
in  the  case  of  its  being  raised  it  were  to  remain  below  the  upper 
limit,  then  the  repetition  of  such  stresses  must  finally  end  in 
rupture,  for  each  new  application  of  the  stress  increases  the 
strain ;  but  if  both  limits  of  the  changing  stress  are  and  remain 
below  the  elastic  limit,  the  repetition  will  not  cause  break- 
age. 

Bauschinger  says  that  by  overstraining,  the  stretch  limit  is 
always  raised  up  to  the  load  with  which  the  stretching  was 
done;  but  in  the  time  of  rest  following  the  unloading  the 
stretch  limit  rises  farther,  so  that  it  becomes  greater  than  the 
maximum  load  with  which  the  piece  was  stretched,  and  this 
rising  continues  for  days,  months,  and  years ;  but,  on  the  other 
hand,  that  the  elastic  limit  (according  to  his  definition)  is  low- 
ered  by  the  overstraining,  often  to  zero  ;  and  that  a  subsequent 
rest  gradually  raises  it  until  it  reaches,  after  several  days,  the 
load  applied,  and  in  time  rises  above  this ;  that,  as  a  rule,  the 
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modulus  of  elasticity  is  also  lowered  under  the  same  circum*^ 
stances,  and  is  also  restored  by  rest,  and  rises  after  several 
years  above  its  original  magnitude. 

The  following  conclusions,  drawn,  by  Bauschinger  from  his 
experiments,  are  of  very  great  importance : 

I**.  By  a  tensile  load  above  the  elastic  limit  the  elastic  limit 
for  compression  is  lowered,  and  vice  versa  for  a  compressive 
load  ;  and  a  comparatively  small  excess  over  the  elastic  limit 
for  one  kind  of  load  may  lower  that  for  the  opposite  kind 
<lown  to  zero  at  once.  Moreover,  an  elastic  limit  which  has 
been  lowered  in  this  way  is  not  materially  restored  by  a  period 
of  rest — at  any  rate,  of  three  or  four  days, 

2°.  With  gradually  increasing  stresses,  changing  from  ten- 
sion  to  compression,  and  vice  versa^  the  first  lowering  of  the 
elastic  limit  occurs  when  the  stresses  exceed  the  original  elastic 
limit. 

3^.  If  the  elastic  limit  for  tension  or  compression  has  been 
lowered  by  an  excessive  load  of  the  opposite  kind,  i.e.,  one  ex- 
ceeding the  original  elastic  limit,  then,  by  gradually  increasing 
stresses,  changing  between  tension  and  compression,  it  can 
again  be  raised,  but  only  up  to  a  limit  which  lies  considerably 
below  the  original  elastic  limit. 

EXPERIMENTS  WITH  A  REPEATED  TENSION  MACHINE. 

Bauschinger  states  that  in  i88i  he  acquired  a  machine 
similar  to  that  used  by  Wohler  for  repeated  application  of  a 
tensile  stress. 

The  plan  of  the  experiments  which  he  made  with  it,  and 
which  are  detailed  in  the  13th  Heft  of  the  Mittheilungen,  is  as 
follows : 

From  a  lai^e  piece  of  the  material  there  were  cut  at  least 
four,  and  sometimes  more,  test-pieces  for  the  Wohler  machine. 
One  of  them  was  tested  in  the  Werder  machine  to  determine 
its  limit  of  elasticity  and  its  tensile  strength ;  the  others  were 
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tested  in  the  Wdhler  machine,  so  arranged  that  the  upper  limit 
of  the  repeated  stress  should  be,  for  the  first  specimen,  near 
the  elastic  limit ;  for  the  second,  somewhat  higher,  etc.,  the 
lower  limit  being  in  all  cases  zero. 

From  time  to  time  the  test-pieces,  after  they  had  been  sub- 
jected to  some  hundred  thousands,  or  some  millions,  of  repeti- 
tions, were  taken  from  the  W5hler  machine  and  had  their  limits 
of  elasticity  determined  in  the  Werder  machine. 

The  following  were  the  kinds  of  specimens  tested  : 

I**.  Six  rectangular  bars  from  a  wrought-iron  plate  ii  mil- 
limeters thick. 

2°.  Seventeen  rectangular  bars  from  a  mild  steel-plate  1 1 
mm.  thick. 

3°.  Six  rectangular  bars  cut  from  an  8o-mm.  by  lo-mm.  bar. 

4°.  Four  rectangular  bars  from  a  40-mm.  by  lo-mm.  bar. 

5°.  Four  round  specimens  from  a  broken  piece  of  an  axle 
of  Thomas  steel  12.8  cm.  thick,  which  had  been  tested  for  bend- 
ing-strength. 

6°.  Four  round  specimens  from  the  heads  of  the  broken 
pieces  of  a  rail  of  Thomas  steel,  which  had  been  tested  for 
transverse  strength. 

7°.  Eight  rectangular  bars  from  a  12-mm.  thick  boiler-plate 
of  mild  Thomas  steel. 

The  tables  of  the  tests  are  to  be  found  in  the  Mittheilungen> 
and  from  them  Bauschinger  draws  the  following  conclusions  : 

1°.  With  repeated  tensile  stresses,  whose  lower  limit  was 
zero,  and  whose  upper  limit  was  near  the  original  elastic  limit, 
breakage  did  not  occur  with  from  5  to  16  millions  of  repeti- 
tions. 

Bauschinger  says  that  in  applying  this  law  to  practical  cases 
we  must  bear  in  mind  two  things :  {a)  that  it  does  not  apply 
when  there  are  flaws,  as  several  specimens  which  contained  flaws» 
many  of  them  so  small  as  to  be  hardly  discoverable,  broke  with 
a  much  smaller  number  of  repetitions ;  {b)  another  caution  is 
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that  we  should  make  sure  that  we  know  what  is  really  the  origi- 
nal elastic  limit,  as  this  varies  very  much  with  the  previous 
treatment  of  the  piece,  especially  the  treatment  it  received 
during  its  manufacture,  and  it  may  be  very  small,  or  it  may  be 
very  near  the  breaking-strength. 

2°.  With  oft-repeated  stresses,  varying  between  zero  and  an 
upper  stress,  which  is  in  the  neighborhood  of  or  above  the 
original  elastic  limit,  the  latter  is  raised  even  above,  often  far 
above,  the  upper  limit  of  stresses,  and  the  higher  the  greater 
the  number  of  repetitions,  without,  however,  its  being  able  to 
exceed  a  known  limiting  value. 

3°.  Repeated  stresses  between  zero  and  an  upper  limit, 
which  is  below  the  limiting  value  of  stress  which  it  is  possible 
for  the  elastic  limit  to  reach,  do  not  cause  rupture  ;  but  if  the 
upper  limit  lies  above  this  limiting  value,  breakage  must  occur 
after  a  limited  number  of  repetitions. 

4°,  The  tensile  strength  is  not  diminished  with  a  million 
repetitions,  but  rather  increased,  when  the  test-piece  after  hav- 
ing been  subjected  to  repeated  stresses  is  broken  with  a  steady 
load. 

5^  He  discusses  here  the  probability  of  the  time  of  forma- 
tion of  what  he  considers  to  be  a  change  in  the  structure  of 
the  metal  at  the  place  of  the  fracture. 

Besides  the  above  will  be  given  the  numerical  values  which 
Bauschinger  obtained  for  carrying  strength  and  for  primitive 
safe  strength  as  average  values. 

I**.  For  wrought-iron  plates : 

/  =  49500  lbs.  per  sq.  in. 
u  =  28450   "      "     "     " 

2**.  For  mild-steel  plates  (Bessemer) : 

/  =  62010  lbs.  per  sq.  in. 
u  =  34140   "      "     "    " 
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3°,  For  bar  wrought-iron,  80  mm.  by  10  mm. : 

t  =  57600  lbs.  per  sq.  in. 
«=  31290   "      "    "    " 

4®.  For  bar  wrought-iron,  40  mm.  by  10  mm. : 

/  =  57180  lbs.  per  sq.  in.  \ 

u  =  34140    "      "    "    -* 

5°.  For  Thomas-steel  axle : 

* 
/  =  87050  lbs.  per  sq.  in. 
u  =  42670    "      "    "    " 

6°.  For  Thomas-steel  rails  : 

/  =  84490  lbs.  per  sq.  in, 
u  =  39820    "      "    "    " 

7^.  For  Thomas-steel  boiler-plate  : 

t  =  57600  lbs.  per  sq.  in. 
u  =  34140    "      "    "    " 

§  229.  Shearing-Strength  of  Iron  and  Steel.— Some  of 
the  most  common  cases  where  the  shearing  resistance  of  iron 
and  steel  is  brought  into  play  are :  — 

I®.  In  the  case  of  a  torsional  stress,  as  in  shafting. 

2°.  In  the  case  of  pins,  as  in  bridge-pins,  crank-pins,  etc. 

3°.  In  the  case  of  riveted  joints. 

In  most  cases  the  shearing  is  accompanied  by  tensions  or 
compressions,  or  other  stresses,  and  it  is  difficult  to  separate 
the  effects ;  so  that,  in  the  present  state  of  our  knowledge,  we 
cannot  explain  the  fact,  that,  when  the  breaking  shearing- 
strength  of  wrought-iron  or  steel  is  deduced  from  an  experiment 
on  torsional  strength  it  is  found  to  be  about  equal  to  the  ten- 
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sile  strength,  while  when  deduced  from  experiments  on  riveted 
joints,  it  is  found  to  be  about  \ox  \  the  tensile  strength. 

In  regard  to  cast-iron,  Bindon  Stoney  found  the  shearing 
and  tensile  strength  about  equal. 

As  to  shearing  modulus  of  elasticity,  Bauschinger's  experi- 
ments on  cast-iron  give  about  two-fifths  the  tensile  modulus  of 
elasticity;  and  Wohler's  experiments  gave  for  steel  almost 
exactly  two-fifths  the  tensile  modulus,  his  value  being  1 1236500 
when  the  tensile  modulus  was  29600000.  According  to  the 
theory  of  elasticity,  the  modulus  of  elasticity  for  shearing 
should  be  about  two-fifths  that  for  tension  or  compression,  as 
will  be  shown  later;  and  these  experiments  furnish  a  most 
beautiful  confirmation  of  the  theory  of  elasticity. 

The  cases  where  shearing  comes  in  play  in  wrought-iron  and 
steel  will,  therefore,  be  treated  separately. 
•  §  230.  Torsional  Strength  of  Wrought-Iron  and  Steel. — 
The  most  common  custom  for  computing  the  strength  of  a 
shaft  has  been  to  use  one  based  upon  its  twisting-moment ;  and 
hence  using  the  shearing  breaking-strength  of  the  material,  as 
determined  from  an  experiment  on  simple  torsion,  for  our  con- 
stant. It  Is  generally  the  fact,  however,  that,  when  shafting  is 
running,  the  pulls  of  the  belts  create  a  bending  backwards  and 
forwards,  bringing  the  same  fibre  alternately  into  tension  and 
compression ;  and  this  is  combined  with  the  shearing-stresses 
developed  due  to  the  twisting-moment  alone.  At  the  two  ex- 
tremes of  these  general  cases  are :  — 

1°.  The  case  when  the  portion  of  a  shaft  between  two 
hangers  has  no  pulleys  upon  it,  and  when  the  pulls  on  the 
neighboring  spans  are  not  so  great  as  to  deflect  this  span  appre 
ciably.  That  is  a  case  of  pure  torsion  :  and  if  the  shaft  is  run- 
ning smoothly,  with  no  jars  or  shocks,  and  no  liability  to  have 
a  greater  load  thrown  upon  it  temporarily,  we  may  compute  it 
by  the  usual  torsion  formula,  given  in  §  212  ;  using  for  break- 
ing-strength of  wrought-iron  and  steel  the  tensile  strength,  and 
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a  factor  of  safety  six,  and  such  a  proceeding  will  probably  give 
us  a  reasonable  degree  of  safety. 

2°.  The  case  when,  pulleys  being  placed  otherwise  than  near 
the  hangers,  the  belt-pulls  are  so  great  that  the  torsion  becomes 
insignificant  compared  with  the  bending,  and  then  it  would  be 
proper  to  compute  our  shaft  so  as  not  to  deflect  more  than  -^^ 
of  its  span  under  the  load,  or  better,  not  more  than  y^jVir  •  ^^ 
course  we  should  compute  also  the  breaking  transverse  load, 
and  see  that  we  have  a  good  margin  of  safety. 

In  other  cases,  the  methods  pursued  up  to  the  present  time 
have  been  the  following ;  viz. : — 

1°.  By  using  the  ordinary  torsion  formula  combined  with  a 
large  factor  of  safety. 

2**.  As  recommended  by  D.  K.  Clark,  by  computing  the 
shaft  also  for  deflection,  and  providing  that  its  deflection  shall 
not  exceed  y^^  or  iVtrTr  ^^  ^^^  span. 

This,  however,  neglects  the  torsion,  and  also  the  rapid 
change  of  stress  upon  each  fibre  from  tension  to  compression, 
and  vice  versa.  \ 

3°.  By  using  the  formula  of  Grashof  or  of  Rankine  for  com- 
bined bending  and  twisting,  with  the  constants  that  have  been 
derived  from  experiments  on  simple  tension  or  simple  torsion. 

In  regard  to  experiments  upon  torsional  strength,  they  are 
usually  made  by  twisting  a  short  piece  of  shaft  until  rupture 
occurs,  measuring  its  twist  under  smaller  loads,  and  from  these 
computing  the  modulus  of  shearing  elasticity. 

Such  tests  have  been  made  by — 

1°.  Kirkaldy  :  D.  K.  Clark's  Rules  and  Tables. 
2°.  D.  K.  Clark  :  English  Civil  Engineers*  Committee. 
3°.  Major  Wade. 

4°.  United-States  Board  to  test  Iron  and  Steel:  Executive  Docu- 
ment No.  23,  46th  Congress,  2d  session.       ' 

5°.  Professor  Thurston  :  Materials  of  Engineering. 
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The  general  result  has  usually  been,  to  obtain  about  the 
same  shearing  breaking  fibre  stress  as  the  tensile  strength  of 
the  material,  and  a  modulus  of  elasticity  about  two-fifths  the 
tensile  modulus.  Of  course  the  values  vary  more  or  less,  some- 
times being  greater  and  sometimes  less  than  the  values  given 
above,  according  to  the  quality  of  the  iron ;  so  that  we  can  de- 
termine by  experiment  only  what  any  one  iron  will  bear.  None 
of  these  tests  will  be  recorded  here,  but  some  of  the  rules  in 
common  use  for  figuring  the  strength  will  be  given :  they  are 
merely  some  of  the  formulae  already  referred  to,  with  the  con- 
stants changed. 

Under  certain  circumstances  the  bending  may  have  the 
greatest  influence,  while  the  twisting  may  be  predominant  in 
others,  or  their  influence  may  be  equally  divided.  Which  of 
these  is  the  case  will  depend  upon  the  location  of  the  hangers 
and  of  the  pulleys,  the  width  of  the  belts,  etc.,  etc. 

As  to  the  formulae  which  take  into  account  both  twisting 
and  bending,  there  are  two,  both  of  which  are  based  upon  the 
theory  of  elasticity.  The  first,  which  is  the  most  correct  from 
a  theoretical  point  of  view,  is  that  given  by  Grashof  and  other 
writers  on  the  theory  of  elasticity,  and  is 

•^  7  (       2W  2»l  *  •    ) 

where  M^  =  greatest  bending  moment ; 
M^  =  greatest  twisting  moment ; 
r  =  external  radius  of  shaft ; 

I  =  moment  of  inertia  of  section  about  a  diameter ; 
/=  greatest  allowable  stress  at  outside  fibre; 
»«  =  a  constant  depending  on  the  nature  of  the  ma- 
terial. 

If,  as  IS  usually  done  for  iron  and  steel,  we  make  ;«  =  4,  we 
obtain 
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The  other  formula,  which  is  also  based  upon  the  theory  of 
elasticity,  but  which  is  not  as  correct,  is  that  given  by  Rankine, 
and  is 


f^jj\^M,  +  VM,'  +  M:y 


While  these  formulae  are  the  only  ones  that  take  both 
twisting  and  bending  into  account,  they  are  not  very  generally 
used,  being  recommended  by  some  engineers  for  use  in  crank- 
shafts and  propeller-shafts  of  marine  engines,  while  they  are 
seldom  used  elsewhere. 

The  formulae  in  general  use  for  line-shafting  and  head- 
shafting  are  most  commonly  those  taking  into  account  the 
twisting  only,  and  the  constants  for  these  formulae  are  those 
deduced  from  experiments  upon  pure  torsion.  Of  this  nature 
are  the  following  formulae  given  by  Prof.  Thurston : 

For  head-shafts  well  supported  against  springing, 

Wrought-iron,  d  =  >/l?5_HUP.  .    Cold-rolled  iron,  d  =  yll^i. 
For  line-shafting,  hangers  8  feet  apart. 


Wrought-iron,  d  =  V^^^  \      Cold-rolled  iron,  d  =  V^^^^' 
For  transmission  simply,  no  pulleys. 


Wrought-iron,  d  =  |/^^J_^  .    Cold  rolled  iron,  d  =  y^^S 

Unwin  gives  the  direction,  — 

1°.  That  the  axle  must  be  calculated  as  a  beam  to  bear  the 
weight  of  the  pulley  and  the  belt-pull  that  is  to  come  upon  it. 
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2®.  For  shafting  transmitting  power,  and  subject  to  torsion 
only,  he  gives 


f^. 


where  d  =  diameter  in  inches,  PR  =  twisting-moment  in  inch- 
pounds,  N  =  number  of  turns  per  minute,  HP  =  number  of 
horses-power  to  be  transmitted ;  and  he  gives  for  a  and  fi  the 
following  values :  — 


Wrought-iron 
Cast-iron     • 
Steel .    .    . 


these  values  assuming  for  safe  greatest  fibre  stress,  for  wrought- 
iron,  9000;  for  cast-iron,  4500;  and  for  steel,  13500  lbs.  per 
square  inch. 

3°.  For  the  crank-shaft  of  a  steam-engine  he  advises  us  to 
consider  the  maximum  twisting-moment  as  1.3  times  the  mean. 

4°.  For  combined  twisting  and  bending,  he  gives  the  Ran- 
kine  formula,  equation  (2),  §  215,  and  puts  it  in  the  following 
farm : 


d^^J^-^-sfl^i^rr, 


f 

where  d  =  diameter  in  inches,/  =  outside  fibre  breaking  shear- 
ing-strength per  square  inch,  T  =  twisting-moment  in  inch- 

M 
pounds,  K  -=•  —  •=-  ratio  of  bending  to  twisting  moment. 

Then,  calling 


^^  +  >/znrr, 
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n  will  be  the  ratio  of  the  diameter  to  be  used,  to  the  diameter 
needed  to  resist  the  torsion  alone ;  and  he  gives,  when 

K  =  0.25    0.50    0.75     i.oo    1.25     1.50    1.75     2.00    3.00, 
n  =  1.09     I.I  7     1.26     1.36     1.42     1.49     1.56     1.62     1.83. 

For  the  propeller  shaft  of  a  steam-vessel,  he  advises  to  use 

K  =  0.25  to  0.50  /.    n  =  1.09  to  I.I 7, 

For  line  shafting  in  mills,  he  advises 

^  =  0.75  to  I.oo  /.    n  =s  1.26  to  1.34, 

For  crank-shafts  and  heavy  shafting  subject  to  shocks, 

J^  =  I.oo  to  1.50  /.    n  =  1.34  to  149. 

S^  For  forged  crank-shafts,  he  gives 

To  control  the  deflection  of  shafting  10  or  1 1  feet  between 
hangers,  he  gives 

where  L  =  span  in  inches,  and  y  =  54  to  6a 

With  a  view  to  determine  the  behavior  of  shafting  under  a 
combination  of  twisting  and  bending,  suitable  machinery  was 
erected  in  the  engineering  laboratories  of  the  Mass.  Institute 
of  Technology,  and  a  number  of  tests  were  made. 

The  principal  points  of  the  method  of  procedure  are  the 
following,  viz. : 

1st.  The  shaft  under  test  is  in  motion,  and  is  actually  driv- 
ing an  amount  of  power  which  is  weighed  on  a  Prony  brake. 

2d.  A  transverse  load  is  applied  which  may  be  varied  at 
the  option  of  the  experimenter,  and  which  is  weighed  on  a 
platform  scale. 
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3d.  The  proportion  between  the  torsional  and  transverse 
loads  may  be  adjusted  to  correspond  with  the  proportion  be- 
tween the  power  transmitted  and  the  belt-pull  sustained  by  a 
shaft  in  actual  use. 

4th.  Tests  are  made  not  only  of  breaking-strength,  but  also 
angle  of  twist  and  deflection  under  moderate  loads  are  measured. 

The  following  table  will  give  the  results  of  the  tests  on 
iron  shafts,  and  they  will  then  be  discussed  : 


No. 

of 
Test. 

Time 
of 

run- 
ning, 
min- 
utes. 

0   >  0 

H.  P. 
trans- 
mitted. 

max. 
bending 
moment. 
In..lbs. 

max. 
twisting 
moment. 
In.-lbs. 

A. 
max. 
bend, 
fibre 
stress. 

/.. 

max. 
twist. 

fibre 
stress. 

Grashof. 

A 
Ran- 

kine. 

Oiam. 
ins. 

8 

9 
xo 

XX 

Id 
X3 
M 
«5 
x6 

17 

X9 
ao 

31 
M 
93 

37-5 
aoo 
x6a 
553 
408 

98 
423 
565 
443 
9SX 

7040 

38839 
31641 

io8ooa 
80694 
19333 
88741 

X08739 
88ao8 

185833 

II .717 
8.181 
5.a9> 
4-33« 
6.a76 
6.342 
6.283 
6.192 

6.338 
6.283 

14  834 
7- 562 
9.972 

»S.«59 
a -955 

115x4.x 
10507.8 
9891.0 
924X.7 
9941.7 
8917. X 
89x7.x 
859a -5 
8267.8 

3781.5 

89x8 
7976 
8917 
89x7 

7^5a 

39*6.4 
2656.8 
1714.6 
i399.a 
9037.6 
2098.2 
9099.7 
9031.6 
9026.8 
2029.7 

4744 
8394 
3a3a 
4848 
945 

60034 
54777 
51562 
48x79 
48179 
46485 
46485 
44793 
43x00 
38503 

8418s 
82x12 
90793 
90793 
779«3 

X0334 
6935 
4469 
3647 
5287 
5387 
5390 
5295 
5283 

10333 

2415a 
12x88 
16454 
24681 
4811 

63163 
55876 
52062 

48539 
48911 
47345 
47346 
45583 
43914 
41768 

91938 
84819 
94434 
986x2 
78314 

6175s 
55671 
51976 
48769 
48769 
47105 
47x06 
45436 
43713 
41117 

90368 
83031 
93716 
97103 
78239 

l".25 
X".25 

x".a5 

X".25 
l".95 
l".25 
X".25 
l".25 

x".35 

I" 

l" 
l" 

x" 

l" 

In  19  to  23  inclusive  the  number  of  revolutions  was  small  and 
the  outside  fibre  stress  at  fracture  was  correspondingly  large. 

Two  specimens  of  the  i'^25  shafting  and  two  of  the  i" 
were  tested  for  tension,  the  results  being  as  follows : 

Breaking-strength,  per  sq.  in. 

'"-5  diameter  I  No.  X    ;;;;;•     468oo 


Average 


48333 
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i"  diameter  ^  ^°-  ' ^8687 

I    aiameter  -j  j^^  ., 5i3i2 

Average     ....     60250 

As  to  conclusions : 

1st.  It  is  plain  from  these  results  that  a  shaft  whose  size  is 
determined  by  means  of  the  re  suits  of  a  quick  test  would  be 
too  weak,  and  that  our  constants  should  be  obtained  from  tests 
which  last  for  a  considerable  length  of  time. 

2d.  A  perusal  of  the  tables  will  show  that  the  results  ob- 
tained apply  more  to  the  bending  than  to  the  twisting  of  a 
shaft,  as  the  transverse  load  used  in  these  tests  was  so  large 
compared  with  the  twist  as  to  exert  the  controlling  influence* 
This  will  be  plain  by  a  comparison  of  the  values  of /j,/,, 
and/. 

3d,  Nevertheless,  the  bending-moments  actually  used  were 
generally  less  than  such  as  might  easily  be  realized  in  practice 
with  the  twisting-moments  used. 

4th.  It  seems  fair  to  conclude  that,  in  the  greater  part  of 
cases  where  shafting  is  used  to  transmit  power,  as  in  line-shaft- 
ing or  in  most  cases  of  head  shafting,  the  breaking  is  even  more 
liable  to  occur  from  bending  back  and  forth  than  from  twist- 
ing, and  hence  that  in  no  such  case  ought  we  to  omit  to 
make  a  computation  for  the  bending  of  the  shaft  as  well  as  the 
twist. 

5th.  As  to  the  precise  value  of  the  greatest  allowable  out- 
side fibre  stress  to  be  used  in  the  Grashof  formula,  it  is  plain 
that  it  is  not  correct  to  use  a  value  as  great  as  the  tensile 
strength  of  the  iron,  and  while  the  tests  show  that  this  figure 
should  not  for  common  iron  exceed  40000  lbs.  per  square  inch, 
it  is  probable  that  tests  where  a  longer  time  is  allowed  for 
fracture  will  show  a  smaller  result  yet. 

TWIST  UNDER  MODERATE  LOADS. 

Next,  as  to  twist  under  moderate  loads,  the  results  give  us 
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the  modulus  of  elasticity  for  torsion.    The  values  were  ob- 
tained from  experiments  on  i"  shafts,  and  are  as  follows :  — 


Now  of  Test. 

18  . 

19  . 

20  . 

21  • 

22  • 

23  . 


11268588 

9979319 
15911690 
Z 2 169442 
I2221239 
I I 943088 


No.  of  Test. 

24  . 

25  • 

26  . 


.  I I 293 188 
.  12878875 
.  I3410870 
9)111076299 
I234181I 


The  tensile  modulus  of  elasticity  of  this  shafting,  as  deter, 
mined  by  experiment,  was  29008621   pounds  per  square  inch. 

The  theory  of  elasticity  gives  the  shearing  modulus  of  elas- 
ticity as  two-fifths  the  tensile,  or  |  (29008621)  =  1 1603448, 
which  is  not  far  from  the  average  value  found  by  experiment. 

Mr.  James  B.  Francis  gives  the  following  table  for  distance 
between  bearings  of  shafting  carrying  no  side  strain  : — 


Diameter. 

Wrought-IroD. 

Steel. 

Diameter. 

Wrought-Iron. 

SteeU 

in. 

ft. 

ft. 

in. 

ft. 

ft. 

2 

I5-S 

15-9 

6 

22.3 

22.9 

3 

177 

18.2 

7 

23-5 

24.1 

4 

«9S 

20.0 

8 

24.6 

25.2 

5 

20.9 

21.6 

9 

25-5 

26.2 

It  should  be  observed,  that  it  is  only  a  mild  steel  that  can 
be  used  for  shafting,  —  steel  of  about  60000  lbs.  tensile  strength 
per  square  inch :  hence  the  calculations  cannot  differ  very 
greatly  from  those  for  wrought-iron. 

§  231.  Bridge-Pins.  —  In  the  case  of  a  bridge-pin  or  other 
pin,  the  shearing-stress  is  always  accompanied  by  a  very  large 
element  of  bending;  so  that  the  principles  of  transverse 
strength  come  into  play  very  largely,  and  perhaps  in  many 
cases  wholly. 
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The  rules  for  proportioning  bridge-pins  used  by  different  en- 
gineers and  constructors  have  been  various,  but  have  generally 
been  founded  upon  the  theory  of  transverse  strength  ;  for  those 
given  by  Charles  Bender,  the  student  is  referred  to  his  treatise 
on  "Bridge-Pins'*  (Van  Nostrand's  Science  Series).  No  attempt 
will  be  made  to  give  any  of  the  rules  used ;  but,  inasmuch  as 
there  were  quite  a  number  of  such  pins  tested  at  the  Watertown 
Arsenal,  there  will  be  given  a  summary  of  the  tests,  which  are 
to  be  found  in  detail  in  Executive  Document  12,  47th  Congress, 
first  session.  All  the  pins  tested  were  of  wrought-iron,  and 
had  semicircular  seats  at  middle  and  ends. 

From  this  table  the  modulus  of  elasticity  can  be  figured, 
and  the  deflection  of  the  pin  under  any  given  load  and  span ; 
or  the  table  may  be  employed  to  interpolate,  to  find  the  sizes 
to  be  used  without  causing  too  much  deflection. 
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Width 

Dumeter, 
iniocbes. 

dear 
Span. 

of 

Middle 

Bear-' 

ing. 

Load  nearest 

one-half 

Maximum 

Ix>ad,  inlbft. 

Deflection, 
in  inches. 

Maximum 
Load  ap- 
plied, in  lbs. 

iJenectton, 

Amount  of 

Indentation, 

in  inches. 

2.500 

24 

I 

lOOOO 

0.0517 

20000 

1.2700 

0.0070 

2.497 

24 

I 

8000 

0.0420 

15000 

0.3290 

0.0020 

2.500 

18 

I 

lOOOO 

0.0238 

21000 

0.1660 

0.0025 

2.5«0 

18 

I 

lOOOO 

0.0248 

18000 

0.1000 

<  0.0010 

2.500 

12 

- 

15000 

aoi33 

30000 

0.0367 

0 

2.500 

12 

- 

14000 

0.0129 

27000 

0.0437 

<aooio 

2.500 

6 

I 

33000 

0.0066 

65000 

0.0263 

0.0030 

2.500 

6 

I 

30000 

0.0064 

60000 

0.0184 

- 

3-O0O 

24 

- 

1 1000 

0.0278 

22000 

0.1260 

- 

3.000 

24 

- 

1 1000 

0.0278 

22000 

ai23i 

- 

3.000 

12 

I| 

25000 

0.0101 

50000 

0.0414 

- 

3.000 

12 

If 

25000 

aoio2 

50000 

0.0464 

- 

3X)oo 

6 

- 

62000 

0.0077 

125000 

0.0240 

- 

3-000 

6 

If 

60000 

0.0070 

125000 

0.0250 

- 

3495 

24 

I* 

20000 

0.0302 

40000 

0.1681 

- 

3495 

24 

14 

20000 

0.0310 

35000 

0.0923 

- 

3495 

12 

- 

40000 

0.01 2 1 

80000 

0.0330 

- 

3-495 

12 

- 

40000 

0.0124 

80000 

0.0340 

- 

3496 

6 

- 

90000 

0.0083 

170000 

0.0222 

aoo4o 

3496 

6 

- 

90000 

0.0087 

160000 

0.01 7 1 

- 

4.000 

24 

If 

25000 

0.0227 

0.0667 

- 

4X>oo 

24 

If 

25000 

0.0234 

50000 

0.0682 

- 

4.000 

12 

xi 

55000 

0.0097 

IIOOOO 

0.0258 

- 

4.000 

12 

1} 

55000 

0.0120 

IIOOOO 

ao255 

- 

4-500 

24 

If 

38000 

ao240 

75000 

0.0648 

- 

4.500 

24 

If 

40000 

0.0260 

75000 

0.0630 

- 

4-500 

12 

- 

80000 

0.0099 

160000 

ao245 

- 

4.500 

12 

- 

80000 

0.0096 

170000 

0.0281 

\ 

4.877 

24 

If 

50000 

0.0240 

0.0912 

4.877 

24 

If 

40000 

0.0190 

85000 

0.0460 

- 

4-877 

12 

If 

lOOOOO 

0.0155 

200000 

0.0324 

- 

4-877 

12 

li 

lOOOOO 

0.0152 

0.0322 

" 
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§  232.  Riveted  Joints.  —  The  most  common  way  of  uniting 
plates  of  wrought-iron  or  steel  is  by  means  of  rivets.  It  is, 
therefore,  a  matter  of  importance  to  know  the  strength  of  such 
joints,  and  also  the  proportions  which  will  render  their  efficien- 
cies greatest;  i.e.,  that  will  bring  their  strength  as  near  as 
possible  to  the  strength  of  the  solid  plate. 

In  §  177  was  explained  the  mode  of  proportioning  riveted 
joints  usually  taught,  based  upon  the  principle  of  making  all 
the  resistances  to  giving  way  equal,  and  assuming,  as  the  modes 
of  giving  way,  those  there  enumerated.  This  theory  does  not, 
however,  represent  the  facts  of  the  case,  as  — 

i^  The  stresses  which  resist  the  giving-way  are  of  a  more 
complex  nature  than  those  there  assumed,  so  that  the  efficiency 
of  a  joint  constructed  in  the  way  described  above  may  not  be 
as  great  as  that  of  one  differently  constructed ; 

2^,  The  effects  of  punching,  drilling,  and  riveting,  come  in 
to  modify  further  the  action  ;  and 

3°.  The  purposes  for  which  the  joint  is  to  be  used,  often  fix 
some  of  the  dimensions  within  narrow  limits  beforehand. 

In  order  to  know,  therefore,  the  efficiency  of  any  one  kind 
of  joint,  we  must  have  recourse  to  experiment.  And  here  again 
we  must  not  expect  to  draw  correct  conclusions  from  experi- 
ments made  upon  narrow  strips  of  plate  riveted  together  with 
one  or  two  rivets  ;  but  we  need  experiments  upon  joints  in  wide 
plates  containing  a  sufficiently  long  line  of  rivets  to  bring  into 
play  all  the  forces  that  we  have  in  the  actual  joint.  The  greater 
part  of  the  experiments  thus  far  made  have  been  made  upon 
narrow  strips,  with  but  few  rivets.  The  number  of  tests  of  the 
other  class  is  not  large,  and  of  those  that  have  been  made,  the 
greater  part  merely  furnish  us  information  as  to  the  behavior 
of  the  particular  form  of  joint  tested,  and  do  not  teach  us  how 
to  proportion  the  best  or  strongest  joint  in  any  given  plates,  as 
no  complete  and  systematic  series  of  tests  has  thus  far  been 
carried  out,  though  such  a  series  has  been  begun  on  the  govern- 
ment testing-machine  at  the  Watertown  Arsenal. 
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The  only  tests  to  which  it  seems  to  the  writer  worth  while 
to  make  reference  here  are : 

1°.  A  portion  of  those  made  by  a  committee  of  the  British 
Institution  of  Mechanical  Engineers,  inasmuch  as,  although  a 
very  large  part  were  made  upon  narrow  strips  with  but  few 
rivets,  nevertheless  a  portion  were  made  upon  wide  strips. 

2°.  The  tests  on  riveted  joints  that  have  been  made  on  the 
government  testing-machine  at  Watertown  Arsenal. 

3°.  A  few  tests  made  by  David  Kirkaldy.  The  following 
are  references  to  these  sets  of  tests,  viz. : 

1°.  The  account  of  this  series  is  to  be  found  at  intervals 
from  i88o  to  1885  inclusive,  with  one  supplementary  set  in  1888, 
in  the  proceedings  of  the  British  Institution  of  Mechanical 
Engineers;  but  as  all  except  the  supplementary  set  has  also 
been  published  in  London  Engineerings  these  latter  references 
will  be  given  here  as  follows : 

Engineering  for  1880,  vol.  29,  pages  no,  128,  148,  254,  300,  350. 

"    1881,  vol.  31,      "      427,  436,  458»  508,  588. 

"    188s,  vol.  39,      "     524. 

"    1885,  vol.  40,      "      19,  4i. 
Also,  Proc.  Brit  Inst.  Mechl.  Engrs.,  Oct.  1888. 

2°.  The  second  series,  referred  to  above,  or  those  made  on 
the  government  testing-machine  at  Watertown  Arsenal,  are  to 
be  found  in  their  reports  as  follows,  viz. : 

Exec.  Doc.    I,  47th  Congress,  2d  Session,  Senate. 
"       S,  48th        "  ist      " 

"     36,49th        "  ist      " 

"     31,49th        "         2d       "        House.' 

Tests  of  metals  at  Watertown  Arsenal,  Mass.,  June,  1887. 

3°.  The  account  of  Kirkaldy*s  tests  is  to  be  found  in  Lon- 
don Engineerings  vol.  xxix.  page  194. 

While  it  is  from  tests  upon  long  joints  that  we  can  derive 
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correct  and  reliable  information  to  use  in  practice,  and  hence 
while  the  experiments  already  made  give  us  a  considerable 
amount  of  information,  nevertheless  as  the  tests  have  not  yet 
been  carried  far  enough  to  furnish  all  the  information  we  need» 
and  to  settle  cases  that  we  are  liable  to  be  called  upon  to 
decide,  therefore,  before  quoting  the  above  experiments,  some 
of  the  rules  and  proportions  in  use  in  practice  at  the  present 
time,  and  the  modes  of  determining  them,  will  be  first  ex- 
plained. 

In  this  regard  we  must  observe  that  practical  considerations 
render  it  necessary  to  make  the  proportions  different  when  the 
joint  is  in  the  shell  of  a  steam-boiler,  from  the  case  when  it  is 
in  a  girder  or  other  part  of  a  structure. 

In  the  case  of  boiler-work,  the  joint  must  be  steam-tight,  and 
hence  the  pitch  of  the  rivets  must  be  small  enough  to  render 
it  so  :  whereas  in  girder-work  this  requirement  does  not  exist ; 
and  hence  the  pitch  can,  as  far  as  this  requirement  goes,  be 
made  greater. 

It  is  probable,  that,  with  good  workmanship,  we  might  be  able 
to  secure  a  steam-tight  joint  with  considerably  greater  pitches 
than  those  commonly  used  in  boiler-work ;  and  now  and  then 
some  boiler-maker  is  bold  enough  to  attempt  it. 

Tables  of  usual  dimensions  employed  and  recommended  by 
Robert  Wilson,  Thomas  Box,  and  Unwin  respectively,  will  now 
be  given. 

The  following  tables  give  the  proportions  recommended  by 
Robert  Wilson  for  boiler-work,  and  by  Thomas  Box  for  girder- 
work: — 
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PROPORTIONS  GIVEN  BY  ROBERT  WILSON  FOR  USE  IN  BOILER-WORK, 


ThiclmeM 
ofPbus. 

Diameter  of 

Rivets.    All 

Lap-joints  and 

Butt- Joints  with 

Single  Strips. 

Pitch  of  Rivets. 

Single-Riveted 

Lap-joint. 

Pitch  of  Rivets. 
Double-Riveted 
Lap-joints,  and 
Butt-joints  vrith 
Single  Strips. 

Double-Riveted  Butt-joints 
with  Double  Strips. 

Diameter  of 
Rivet. 

Hteh  of  Rivet*. 

■h 
■h 

A 

I 

2i 

2i 
2i 
2i 
2i 
2t 

at 

ai 
2} 
^^ 

3i 
3i 
3i 
34 
3i 

it 

I 
I 
It 

24 
2t 
2* 

2i 

3 
3t 

i 

3« 
3f 
4 

He  gives,  for  the  lap  in  single  riveting,  3  times  the  diameter 
of  the  rivet,  and  never  more  than  3.3  times. 


PROPORTIONS  RECOMMENDED  BY  THOMAS  BOX  FOR  USE  IN  GIRDER- 
WORK. 


Single-Riveted  Lap-Joints. 

Double-Riveted  Joi 

NTS. 

TUclmcst 

Diameter 

Pitch  of 

Lap. 

TUcknew 

Diameter 

Fitch  of 

Lap. 

ofPUtes. 

of  Rivets. 

Riveta. 

of  Plates. 

of  Rivets. 

Rivets. 

t 

■ft 

It 

i 

H 

2il 

2i 

A 

iV 

It 

A 

\ 

3 

3 

4 

t 

It 

t 

if 

yh 

34 

■flr 

■h 

If 

A 

I 

34 

3i 

\ 

it 

2  . 

k 

i« 

3i 

3* 

A 

i 

2t 

it 

lA 

3i« 

44 

t 

it 

*A 

* 

It 

4A 

44 
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i^  In  regard  to  the  diameter  of  the  rivets,  Robert  Wilsoa 
first  shows,  that  by  taking  the  crushing-strength  in  front  of  the 
rivet  at  896cx>,  and  the  shearing-strength  of  the  rivet  at  47040 
lbs.  per  square  inch,  we  should  find  that  the  joint  would  be  safe 
against  crushing  the  metal  in  front  of  the  rivet  with  a  diameter 
of  rivet  equal  to  2\  times  the  thickness  of  the  plate ;  he  recom- 
mends the  diameters  given  in  the  table,  which  for  plates  \  inch 
and  -^  inch  thick  are  double  the  thickness  of  the  plate  (this 
being  a  rule  frequently  used),  and  for  thicker  plates  they  g^ow 
gradually  less. 

Thomas  Box,  in  deducing  his  diameters  for  girder-work,  gives 
the  formula 

from  which  he  calculates  the  diameters  given  in  his  table,  giv- 
ing this  as  an  empirical  rule. 

2®.  In  regard  to  the  pitch  of  the  rivets,  Robert  Wilson,  by 
calling  the  shearing-strength  of  the  rivets  per  square  inch  equal 
to  the  tensile  strength  of  the  plate  per  square  inch,  deduces  the 
formula 

The  values  recommended  by  him  differ,  however,  somewhat 
from  the  results  of  this  formula,  in  order  to  retain  a  larger 
section  of  plate  between  rivets. 

Thomas  Box  deduces  his  values  of  the  pitch  by  considering 
the  shearing-strength  of  the  rivet  per  square  inch  as  equal  to 
I  the  tensile  strength  of  the  plate  per  square  inch,  and  then 
calculating  the  joint  so  as  to  give  equal  strength  for  tearing 
and  shearing. 

3°.  In  regard  to  the  lap,  Robert  Wilson  computes  it  so  that 
there  shall  be  strength  enough  to  resist  breaking  through :  his 
formula  has  been  given  in  §  177.  This  would  give,  for  the  lap^ 
the  formula  for  single  riveting, 

/  s  o.8i^^. 
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Hence  he  concludes  that  the  common  rule  of  making  the  dis- 
tance between  the  hole  and  edge  of  the  plate  equal  to  the 
diameter  of  the  rivet  is  to  provide  sufficient  resistance  in  this 
regard  :  this  rule,  however,  he  contradicts  by  his  empirical  rule 
given  just  after  the  table. 

Thomas  Box,  on  the  other  hand,  gives  a  graphical  construc- 
tion for  the  lap,  which  practically  accounts  the  shearing  and  the 
tensile  strength  of  the  plate  per  square  inch  the  same,  and  pro- 
vides sufficient  strength  to  prevent  the  rivet  from  shearing  out 
the  plate  in  front  of  it.  His  results  are  a  little  larger  than 
three  times  the  diameter  of  the  rivet. 

Next,  as  to  Unwin's  recommendations,  — 

1°.  In  regard  to  the  diameter  of  rivet,  he  says  that  the 
diameters  used  in  practice  range  from 

to 

and  recommends,  as  a  good  rule  to  follow, 

It  will  be  seen  that  he  is  thus  recommending  a  little  larger 
diameters  than  Wilson  or  Box. 

2°.  As  to  the  pitch,  he  determines  it  from  the  formula 

4 

where/  =  pitch,  /  =  thickness  of  plate,  d  =  diameter  of  rivet, 
ft  =  tensile  strength  of  plate  between  rivet-holes  after  the  rivet- 
ing has  been  done,/,  =  shearing-strength  of  rivet  per  square 
inch,  using  such  values  of  ft  and  /,  as  he  considers  suitable. 
The  result  of  all  this  will  be  shown  in  the  following  tables, 
given  by  Unwin. 
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Ratio  of  Tearing  and  Shearing  Strength  T  in  Riveted  Joints^  f,  being  Tensile 
Strength  per  Square  Inch  after  the  Plate  has  been  Punched  or  Drilled 


Iron  Plates, 

Irra  Rivets. 

Steel  Plates,  Steel  Rhets. 

Drilled  or 
Punched, 
and  An- 
nealedor 
Rymered. 

Punched. 

Drilled  or 
Punched, 
and  An. 
nealedor 
Rymeied. 

Punched. 

Single-riveted 

Double-riveted 

Treble-riveted 

0.94 
1.02 
1.05 

0.77 

a85 

X.26 
1.34 
1.36 

1.05 
I.I7 

Values  of  Pitch  for  Single  Riveting  for  Various  Values  ofj- 


f 

i 


i 

It 
li 


0.72 
0.78 
0.85 
0.92 
0.98 

I.IO 

1.17 
1.30 


Single  Riveting. 


Iron  Rivets. 


Iron  Punched 
Plates. 


Iron  Drilled  or 

Punched,  and 

Annealed  or 

Rymered 

Plates. 


Steel  Rivets. 


Steel  Punched 
Plates. 


Steel  Punched 

and  Annealed, 

or  Rymered 

Plates. 


Pitch  for  values  of -^  s 
0-75     0.85     a95      1.0       1.05      1.15      1.25     1.35 


2.46 

2.25 

2.09 

2.02 

1.96 

.1.85 

1.77 

2.48 

2.28 

2.12 

2.06 

1.99 

1.89 

1.81 

2.58 

2.38 

2.22 

2.15 

2.09 

1.98 

1.90 

2.69 

2.48 

2.32 

2.25 

2.19 

2.08 

2.00 

2.69 

2.40 

2.25 

2.19 

2-13 

2.03 

1-95 

2.79 

2.59 

2.43 

2.37 

2'3i 

2.20 

2.Z2 

2.81 

2.62 

2.46 

240 

2.34 

2.24 

2.16 

3-07 

2.86 

2.70 

2.63 

2.56 

24S 

2.36 

1.69 

1.72 
I.8I 
1.90 
1.87 

2.04 
2.08 
2.28 
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By  "  real  diameter  "  he  means  the  diameter  after  riveting. 


i 

■h 
k 

i 
\ 
I 


I 


H 
\ 
it 
i 

It 
li 


0.72 
0.78 
0.85 
0.92 
0.98 

I.IO 

I.I7 
1.30 


Double  Riveting. 


Iron  Rivets. 


Iron 
Punched 
Plates. 


Iron 

Drilled  or 

Punched, 

and  Ry- 

mered  Plates. 


Steel  Rivets. 


Steel 
Punched 
Plates. 


0.85 


Pitch  of  rivets  for  value  <1  .a 
1.00  I.IO  1.20 


3.78 
3.78 

3-91 
4.05 
3-82 
4.08 
4.06 
4.42 


Steel 

Drilled  or 

Punched, 

and  Ry- 

mered  Plates. 


1-35 


3-33 

3.12 

2.91 

IrZZ 

3.12 

2.91 

3-4S 

3-24 

3-03 

3.58 

Z'Zl 

3.16 

3-39 

3.18 

3.00 

3.63 

342 

3.22 

3.63 

342 

3-23 

3.95 

374 

3-52 

2.66 

2.66 
2.77 
2.88 
2.76 
2.98 
2.99 
3.26 


It  will  be  noticed,  that,  having  used  a  larger  rivet  than  Wil- 
son or  Box,  he  naturally  used  a  larger  pitch. 

For  lap,  he  gives  the  following  values,  computed  by  the  same 
rule  as  Wilson  computes  his,  but  with  a  different  constant ;  and 
he  then  compares  them  with  values  of  1.5^,  which  he  states  to 
be  an  ordinary  rule. 


d 

i 

» 

\ 

\ 

I 

It 

li 

For  iron,  /  = 

1.00  . 

1.14 

1.29 

1. 41 

1-55 

1.67 

.  iA> 

For  steel,  /  = 

0.86 

0.98 

I.I2 

1.22 

1-35 

1.46 

1-57 

i.y 

0.75 

0.94 

1. 12 

1-31 

1.50 

1.69 

1.88 
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Unwin  gives  as  his  formula  for  computing  the  efficiency^ 
i.e.,  the  ratio  of  the  strength  of  the  joint  to  that  of  the  solid 
plate. 


n^K' 


P 


where  7  =  efficiency,  /  =  pitch,  ^=  diameter,  and  /Tis  a  con- 
stant. He  then  gives  for  the  efficiencies  that  should  be  ex- 
pected the  following  tables : 


Single  Riveting. 


Iron  Punched 
Plates. 


Iron  Drilled  or 

Punched,  and 

Annealed  or 

Rymeved  Plates. 


Steel  Punched 
Plates. 


Steel  Punched 

and  Annealed, 

or  Rymered 

Plates. 


0.77 


EfBdeni^  of  joints  for  values  of  ^= 
0.88  a9 


i 

i 

\ 


« 
} 

+i 
i 

It 
li 


0.72 
0.78 
0.85 
0.92 
0.98 
1. 10 
1.17 
1.30 


0.55 

0.52 

0.58 

a  56 

0.57 

0.5s 

0.59 

0.53 

0.51 

0.55 

0.54 

0.55 

0-53 

0.57 

0.52 

0.49 

0.5s 

0.54 

0-53 

0.51 

0.55 

0.51 

0.49 

0.52 

0.52 

0.52 

0.50 

0.54 

0.48 

a4S 

0.49 

0.48 

0.49 

047 

0.50 

047 

0.44 

0.48 

0.47 

0.47 

045 

0.48 

045 

0.42 

0.46 

0.45 

045 

043 

046 

a42 

0.40 

0.46 

0.45 

0.45 

043 

045 

0-57 
0.55 
0.53 
0.52 
048 
046 
044 
043 
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J 

1 

, 

Double  Riveting. 

Iron  Drilled 

Steel  Drilled 

s 

Iron 

or  Punched, 

Steel 

or  Punched, 

"3 

■s 

Punched 

and 

Punched 

and 

•s 

§ 

Plates. 

Rymcred 

Plates. 

Rymcred 

8 

g 

Plates. 

Plates. 

1 

Q 

1 

^ 

•| 

1 

Efficiency  of  joints  for  values  of  Kts 

Z 

0.85 

0.95              1.00              1.00 

1.06 

■h 

ii 

0.72 

0.69 

0.74 

0.77 

0.75 

0.77 

\ 

J 

0.78 

0.68 

0.73 

0.75 

0.73 

0.7s 

tV 

+« 

0.8s 

0.66 

0.71 

0.74 

0.72 

0.74 

i 

1 

a92 

0.65 

0.70 

0.73 

0.71 

0.73 

1 

+« 

0.98 

0.63 

0.67 

0.69 

0.67 

0.69 

i 

IT^ 

1. 10 

0.62 

0.66 

0.68 

0.66 

0.68 

} 

I* 

I.I7 

0.60 

0.65 

0.66 

0.64 

0.65 

I 

It 

1.30 

0.60 

0.63 

0.65 

0.63 

0.64 

Punching  and  Drilling. — One  matter  in  this  connection 
that  has  occupied  a  good  deal  of  attention  is  the  relative  advan- 
tages of  punched  and  drilled  holes.  Punching  is  even  now  the 
most  common  practice,  as  it  is  less  expensive  than  drilling. 
In  this  regard  it  should  be  said : 

I®.  When  the  holes  are  drilled,  and  hence  no  injury  is  done 
to  the  metal  between  the  rivet-holes,  this  portion  of  the  plate 
comes  to  have  the  properties  of  a  grooved  specimen,  and  hence 
has  a  greater  tensile  strength  per  square  inch  than  a  straight 
specimen  of- the  same  plate,  as  the  metal  around  the  holes  has 
not  a  chance  to  stretch.  This  excess  tenacity  may  amount 
to  as  much  as  25  per  cent  in  some  cases,  though  it  is  usually 
nearer  10  or  12  per  cent,  depending  not  only  on  the  nature  of 
the  material^  but  also  on  the  proportions. 

2°.  When  the  holes  are  punched,  we  have,  again,  a  grooved 
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specimen,  but  the  punching  injures  the  metal  around  the  hole, 
and  this  injury  is  greater  the  less  the  ductility  of  the  metal: 
thus,  much  less  injury  is  done  by  the  punch  to  soft-steel  plates 
than  to  wrought-iron  ones,  and  less  to  thin  than  to  thick  plates. 
This  injury  may  reach  as  much  as  35  per  cent,  or  it  may  be 
very  small.  Besides  this,  in  punching  there  is  liability  of  crack- 
ing  the  plate,  and  of  not  having  the  holes  in  the  two  plates  that 
are  to  be  united  come  exactly  opposite  each  other.  A  number  of 
tests  on  the  tenacity  of  punched  and  drilled  plates  of  wrought- 
iron,  and  of  mild  steel,  made  on  the  government  testing-machine 
at  Watertown  Arsenal,  are  given  on  page  548  et  seq. 

The  hardening  of  the  metal  by  punching  also  decreases  the 
ductility  of  the  piece. 

The  injury  done  by  punching  may  be  almost  entirely  re- 
moved in  either  of  the  following  ways :  — 

1°.  By  annealing  the  plate. 

2^  By  reaming  out  the  injured  portion  of  the  metal  around 
the  hole ;  i.e.,  by  punching  the  hole  a  little  smaller  than  is  de- 
sired»  and  then  reaming  it  out  to  the  required  size. 

There  is  a  certain  friction  developed  by  the  contraction  of 
the  rivets  in  cooling,  tending  to  resist  the  giving-way  of  the 
joint ;  but  this  is  likely  to  disappear  before  fracture  takes  place, 
and  cannot,  therefore,  be  depended  upon. 

The  shearing-strength  of  the  rivets  would  appear  to  be  at 
most  about  |  or  |^  the  tensile  strength  of  the  plate. 

TESTS   OF   THE   COMMITTEE   OF   THE   BRITISH   INSTITUTION   OF 
MECHANICAL   ENGINEERS. 

The  Committee  on  Riveted  Joints  of  the  British  Institution 
of  Mechanical  Engineers  consisted  of  Messrs.  W.  Boyd,  W.  S. 
Hall,  A.  B.  W.  Kennedy,  R.  V.  J.  Knight,  W,  Parker,  R.  H. 
Twedell,  and  W.  C.  Unwin. 
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Before  beginning  operations  Prof.  Unwin  was  asked  to 
prepare  a  preliminary  report,  giving  a  summary  of  what  had 
already  been  done  by  way  of  experiment,  and  also  to  make 
recommendations  as  to  the  course  to  be  pursued  in  the  tests. 

This  preliminary  report  is  contained  in  vol.  xxix.  of  Engineer- 
ingy  on  the  pages  already  cited.  In  regard  to  its  recommenda- 
tions it  is  unnecessary  to  speak  here,  as  the  records  of  the  tests 
show  what  was  done ;  but  in  regard  to  the  summary  of  what 
had  been  done,  it  may  be  well  to  say  that  he  gives  a  list  of 
forty  references  to  tests  that  had  been  made  before  1880,  be- 
ginning with  those  of  Fairbairn  in  1850,  and  ending  with  some 
made  by  Greig  and  Eyth  in  1879,  together  with  a  brief  account 
of  a  number  of  them. 

Almost  all  of  this  work  was  done,  however,  with  small  strips 
with  but  few  rivets,  and  will  not  be  mentioned  here.  Inas- 
much, however,  as  Fairbairn's  proportional  numbers  have  been 
very  extensively  published,  and  are  constantly  referred  to  by 
the  books  and  by  engineers,  it  may  be  well  to  quote  a  portion 
of  what  Unwin  says  in  that  regard,  as  follows : 

"  The  earliest  published  experiments  on  riveted  joints,  and 
probably  the  first  experiments  on  the  strength  of  riveting  ever 
made,  are  contained  in  the  memoir  by  Sir  Wm.  Fairbairn  in  the 
Transactions  of  the  Royal  Society. 

"  The  author  first  determined  the  tenacity  of  the  iron,  and 
found,  for  the  kinds  of  iron  experimented  upon,  a  mean  tenacity 
of  22.5  tons  per  square  inch  with  the  stress  applied  in  the 
direction  of  the  fibre,  and  23  with  the  stress  across  it.  That 
the  plates  were  fouijd  stronger  in  a  direction  at  right  angles  to 
that  in  which  they  were  rolled  is  probably  due  to  some  error 
in  marking  the  plates. 

"  Making  certain  empirical  allowances.  Sir  Wm.  Fairbairn 
adopted  the  following  ratios  as  expressing  the  relative  strength 
of  riveted  Joints : 
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Solid  plate loo 

Double-riveted  joint 70 

Single-riveted  joint 50 

These  well-known  ratios  are  quoted  in  most  treatises  on  rivet- 
ing, and  are  still  sometimes  referred  to  as  having  a  considerable 
authority. 

•*  It  is  singular,  however,  that  Sir  Wm.  Fairbairn  does  not 
appear  to  have  been  aware  that  the  proportion  of  metal 
punched  out  in  the  line  of  fracture  ought  to  be  different  in 
properly  designed  double  and  single  riveted  joints.  These 
celebrated  ratios  would  therefore  appear  to  rest  on  a  very 
unsatisfactory  analysis  of  the  experiments  on  which  they  are 
based.  Sir  Wm.  Fairbairn  also  gives  a  well-known  table  of 
standard  dimensions  for  riveted  joints.  It  is  not  very  clear 
how  this  table  has  been  computed,  and  it  gives  proportions 
which  make  the  ratio  of  tearing  to  shearing  area  different  for 
different  thicknesses  of  plate.  There  is  no  good  reason  for 
this." 

As  to  the  tests  which  constitute  the  experimental  work  of 
the  committee,  these  were  made  by  or  under  the  direction  of 
Prof.  A.  B.  W.  Kennedy,  of  London.  Steel  plates  and  steel 
rivets  were  used  throughout,  the  steel  containing  about  0.18  per 
cent  of  carbon,  and  having  a  tensile  strength  varying  from 
about  62000  to  about  70000  pounds  per  square  inch,  and  hence 
being  a  little  harder  than  would  correspond  to  our  American 
ideas  of  what  is  suitable  for  use  in  steam-boilers.  The  greater 
portion  of  the  work  was  performed  by  the  use  of  a  testing- 
machine  of  looooo  pounds  capacity,  and  lience  one  which  did 
not  admit  of  testing  wide  strips  with  a  sufficient  number  of 
rivets  to  correspond  to  the  cases  which  occur  in  practice; 
indeed,  only  eighteen  of  the  tests  were  made  on  such  strips. 
Nevertheless,  a  brief  summary  of  what  was  done  will  be  given 
here,  though  some  of  the  conclusions  which  he  drew  are  al 
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ready,  and  others  are  liable  to  be,  proved  untrue  by  tests  of 
wide  strips.  The  tests  made  by  Prof.  Kennedy  up  to  1885 
consisted  of  fourteen  series  numbered  I  to  V,  VA  and  VI  to 
XIII,  and  covering  290  experiments,  64  on  punched  or  drilled 
plates,  97  on  joints,  44  on  the  tenacity  of  the  plates  used  in 
the  joints,  33  on  the  tenacity  and  shearing-resistance  of  the 
rivet-steel  used  in  the  joints,  and  the  remaining  52  on  various 
other  matters. 

The  first  three  series  were  upon  the  tenacity  of  the  steel 
used,  and  showed  it  to  be,  as  stated,  from  62000  to  70000  pounds 
per  square  inch,  with  an  ultimate  elongation  of  23  to  25  per 
cent  in  a  gauged  length  of  ten  inches;  the  tenacity  of  the 
rivet-steel  being  practically  the  same  as  that  of  the  plates. 
The  fourth  series  showed  the  shearing-strength  of  the  rivet- 
steel  to  be  about  55000  pounds  per  square  inch  when  tested  in 
one  way,  and  59000  pounds  per  square  inch  when  tested  in 
another  way  which  corresponded,  as  Kennedy  claims,  better 
to  the  conditions  of  a  rivet,  though  neither  was  by  using  a 
riveted  joint. 

The  tests  of  series  V  and  VA  were  made  upon  pieces  of 
plate  which  had  been  punched  or  drilled,  in  other  words,  on 
grooved  specimens ;  and,  as  might  be  expected,  these  specimens 
showed  invariably  an  increase  in  tensile  strength  over  the 
straight  specimens.  In  the  \"  and  \i'  plates  drilled  with  holes 
I  inch  in  diameter  and  2  inches  pitch,  Ae  net  metal  between 
the  holes  had  a  tenacity  11  to  12  percent  greater  than  that  of 
the  untouched  plate.  Even  with  punched  holes  the  metal  had 
a  similar  excess  of  tenacity  of  over  6  per  cent.  The  remaining 
eight  series,  VI  to  XIII  inclusive,  were  made  on  riveted  joints, 
the  first  five  on  single-riveted  lap-joints,  and  the  last  three, 
or  XI,  XII,  and  XIII,  on  double-riveted  lap  and  butt  joints. 

Series  VI  was  made  on  twelve  joints  in  f-inch  plates  which 
contained  only  two  rivets  each,  the  proportions  not  being  in- 
tended to  be  those  of  practice,  but  such  as  should  give,  to 
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some  extent,  limiting  values  for  the  resistances  of  the  plate  to 
tearing,  and  of  the  rivets  to  shearing  and  pressure.  The  results 
were  rather  irregular;  and  the  main  conclusion  which  he  drew^ 
was,  that  if  the  joint  is  not  to  break  by  shearing,  the  ratio  of 
the  tearing  to  the  shearing  area  must  be  computed  on  a  much 
lower  value  of  shearing-strength  per  square  inch  than  the  ex- 
periments  of  series  IV  had  shown ;  indeed,  some  of  the  joints 
of  series  VI  gave  way  by  shearing  the  rivets  at  loads  no  greater 
than  36000  pounds  per  square  inch  of  shearing-area. 

Series  VII  was  made  upon  six  (single-riveted  lap)  joints  in 
fwinch  plate,  with  only  three  |-inch  rivets  in  each  joint,  and 
with  varying  pitch  and  lap  ;  all  these  joints  breaking  by  shear- 
ing the  rivets.  His  conclusion  from  these  tests  was,  that  the 
lap  need  not  be  more  than  1.5  times  the  diameter  of  the  rivet. 

Series  VIII  was  made  on  eighteen  (single-riveted  lap)  joints  ^ 
in  six  sets  of  three  each,  and  these  are  the  only  single-riveted 
lap-joints  which  he  tested,  having  as  many  as  seven  rivets  each. 
The  results  are  given  in  the  accompanying  table. 

Before  giving  the  table,  it  may  be  said  that  No.  652  was  in- 
tended to  have  such  proportions  as  to  be  equally  likely  to  give 
way  by  tearing  or  by  shearing,  the  intensity  of  the  shearing- 
strength  being  assumed  as  two-thirds  that  of  the  tensile 
strength  of  the  steel,  while  the  bearing-pressure  per  square 
inch  was  intended  to  be  about  7.5  per  cent  greater  than  the 
tension.  No.  653  was  ^proportioned  with  excess  of  shearing  or 
rivet-area,  No.  654  with  defect  of  shearing-area,  No.  655  with 
excess  of  tearing  or  plate  area,  No.  656  with  defect  of  tearing- 
area,  and  No.  657  with  excess  of  bearing-pressure,  the  different 
proportions  being  arrived  at  by  varying  the  pitch  and  diameter 
of  the  rivets,  and,  in  the  case  of  657,  the  thickness  of  the  plate 
also.  The  margin  (or  lap  minus  radius  of  rivet)  was  finch  in 
each  case.  The  following  table  will  show  how  far  these  inten- 
tions were  realized,  and  further  comments  will  be  deferred  till 
later. 
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Series  IX  was  made  on  twenty-one  joints  in  |-inch  plate 
(each  containing  only  two  rivets)  designed  in  a  manner  similar 
to  series  VIII,  while  three  were  afterwards  made  from  some 
of  the*  broken  plates,  with  as  heavy  rivets  as  it  was  deemed 
possible  to  make  tight. 

From  these  tests  Kennedy  thinks  it  fair  to  conclude  — 

1°.  That  the  efficiency  of  a  single-riveted  lap-joint  in  a  |-inch 
plate  cannot  be  greater  than  50  per  cent,  unless  rivets  larger 
than  I.I  inch  are  used  ;  and  he  also  calls  attention  to  the  fact 
that,  as  he  claims,  strength  is  gained  by  putting  more  metal  in 
the  heads  and  ends  of  the  rivets,  claiming  that  it  will  make 
also  a  tighter  joint  for  boiler-work. 

Series  X  was  made  on  eight  single-riveted  lap-joints  in 
^inch  and  f-inch  plate,  made  from  the  broken  specimens  of 
series  V  and  VA ;  they  also  had  only  two  rivets  each.  These 
joints  were  made  with  a  view  of  investigating  the  effect  of 
more  or  less  bearing-pressure.  He  claims  that  high  bearing- 
pressure  induces  a  low  shearing-strength  in  the  rivets,  and  that 
the  bearing-pressure  should  not  exceed  about  96CXX)  pounds  per 
square  inch ;  also,  that  when  a  large  bearing-pressure  is  used, 
the  "  margin  "  should  be  extra  large  to  prevent  distortion,  and 
consequent  local  inequalities  of  stress ;  also,  that  smaller  bearing- 
pressures  do  not  much  affect  the  strength  of  the  joint  one  way 
or  the  other. 

Series  XI  was  made  upon  twelve  specimens  of  double-riveted 
joints ;  three  being  lap-joints  in  |-inch  plate,  three  lap-joints  in 
f-inch  plate,  three  butt-joints  with  two  equal  covers  in  f-inch 
plate,  and  three  butt-joints  with  two  equal  covers  in  |-inch 
plate.  Kennedy  designed  these  joints  with  a  view  to  their 
being  equally  likely  to  fail  by  tearing  or  by  shearing.  His  as- 
sumptions and  the  results  of  the  tests  are  all  given  in  the  fol- 
lowing table : 
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SERIES  XI,    DOUBLE-RIVETED  LAP  AND  BUTT  JOINTS-AVERAGES. 
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BUTT-JOINTS  WITH  TWO  COVERS. 
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Series  XII  contains  the  same  joints  as  series  XI,  the  strained 
ends  having  been  cut  off,  and  the  rest  redrilled  and  riveted  by 
means  of  Mr.Twedell's  hydraulic  riveter;  and  series  XIII  con- 
tained the  same  joints  treated  a  second  time  in  the  same  way. 
These  experiments,  so  far  as  they  went,  showed  no  gain  in 
ultimate  strength  to  result  from  hydraulic  as  compared  with 
hand-riveting ;  but  it  was  found  that,  through  a  misunderstand- 
ing,  they  had  been  riveted  up  at  a  pressure  much  lower  than 
that  intended  by  Mr.  Twedell. 

On  the  other  hand,  the  load  at  which  visible  slips  occurred 
was  about  twice  as  much  greater  with  hydraulic  as  with  hand 
riyeting. 


Digitized  by 


Google 


544  APPLIED  MECHANICS. 


KENNEDYS  CONCLUSIONS. 

The  following  are  a  portion  of  what  he  gives  as  his  con- 
elusions : 

i^  The  metal  between  the  rivet-holes  had  a  considerably 
greater  tensile  resistance  per  square  inch  than  the  unperfo- 
rated  metal. 

2°.  In  single-riveted  joints,  with  the  metal  that  he  used,  he 
assumed  about  22  tons  (49280  lbs.)  per  square  inch  as  the  shear- 
ing-strength of  the  rivet-steel  when  the  bearing-pressure  is 
below  40  tons  (89600  lbs.)  per  square  inch.  In  double-riveted 
joints  with  rivets  of  about  }-inch  diameter  we  can  generally 
assume  24  tons  (53760  lbs.)  per  square  inch,  though  some  fell 
to  22  tons  (49280  lbs.). 

3°.  He  advises  large  rivet  heads  and  ends. 

4°.  For  ordinary  joints  the  bearing-pressure  should  not  ex- 
ceed 42  or  43  tons  (94000  or  96000  lbs.)  per  square  inch.  For 
double-riveted  butt-joints  a  higher  bearing-pressure  may  be 
allowed ;  the  effect  of  a  high  bearing-pressure  is  to  lower  the 
shearing-strength  of  the  steel  rivets. 

5°.  He  advises  for  margin  the  diameter  of  the  hole,  except 
in  double-riveted  butt-joints,  where  it  should  be  somewhat 
larger. 

6^  In  a  double-riveted  butt-joint  the  net  metal,  measured 

zigzag,  should  be  from  30  to  35  per  cent  greater  than  that  meas- 

2  d 

ured  straight  across,  i.e.,  the  diagonal  pitch  should  be  -/  +  ~, 

where/  =  transverse  pitch  and  </=  diameter  of  rivet-hole. 

7**.  Visible  slip  occurs  at  a  point  far  below  the  breaking- 
load,  and  in  no  way  proportional  to  that  load. 

Kennedy  thinks  that  these  tests  enable  him  to  deduce  rules 
for  proportioning  riveted  joints,  and  the  following  are  his  rules, 
viz.: 
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{d)  For  single-riveted  lap-joints  the  diameter  of  the  hole 
should  be  2\  times  the  thickness  of  the  plate,  and  the  pitch  of 
the  rivets  2f  times  the  diameter  of  the  hole,  the  plate-area  being 
thus  71  per  cent  of  the  rivet-area.  If  smaller  rivets  are  used„ 
as  is  generally  the  case,  he  recommends  the  use  of  the  follow-, 
ing  formula :  * 

/  =  a^  +  ^, 

where  /  =  thickness  of  plate,  d  =  diameter  of  rivet,  and  /  = 
pitch. 

For  30-ton  (67200  lbs.)  plate,  and  22-ton  (49280  lbs.)  rivets,  a  =  0.524 
For  28-ton  (62720  lbs.)  plate,  and  22-ton  (49280  lbs.)  rivets,  a  =  0.558 
For  30-ton  (67200  lbs.)  plate,  and  24-ton  (53760  lbs.)  rivets,  a  =  0.570 
For  28-ton  (62720  lbs.)  plate,  and  24  ton  (53760  lbs.)  rivets,  a  =  0.606 

Or,  as  a  mean,  a  =  0.56. 

(S)  For  double-riveted  lap-joints  he  claims  that  it  would  be 
desirable  to  have  the  diameter  of  the  rivet  2^  times  the  thick- 
ness of  the  plate,  and  that  the  ratio  of  pitch  to  diameter  of 
hole  should  be  3.64  for  30-ton  (67200  lbs.)  plate  and  22-ton 
(49280  lbs.)  or  24-ton  (53760  lbs.)  rivets,  and  3.82  for  28-ton 
(62720  lbs.)  plate. 

Here,  however,  it  is  specially  likely  that  this  size  of  rivet 
may  be  inconveniently  large,  and  then  he  says  they  should  be 
made  as  large  as  possible,  and  the  pitch  should  be  determined 
from  the  formula  to 

where, 

For  30-ton  (67200  lbs.)  plate,  and  24-ton  (53760  lbs.)  rivets,  a  =1.16 
For  28-ton  (62720  lbs.)  plate,  and  22-ton  (49280  lbs.)  rivets,  a  =  1.16 
For  30-ton  (67200  lbs.)  plate,  and  22-ton  (49280  lbs.)  rivets,  a  =  1.06 
For  28-ton  (62720  lbs.)  plate,  and  24-ton  (53760  lbs.)  rivets,  a  =  1.24 
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(r)  For  double-riveted  butt-joints  he  recommends  that  the 
diameter  of  the  hole  should  be  about  1.8  times  the  thickness 
of  the  plate,  and  the  pitch  4.1  times  the  diameter  of  the  hole, 
and  that  this  latter  ratio  be  maintained  even  when  the  former 
cannot  be. 

Two  of  the  principal  participants  in  the  discussion  of  the 
report  were  Mr.  R.  Charles  Longridge  and  Prof.  W.  C.  Unwin. 

Mr.  Longridge  was  of  the  opinion  that  wider  strips  with 
more  rivets  should  have  been  used  ;  that  holding  the  specimens 
in  the  machine  by  means- of  a  central  pin  at  each  end  was  not 
the  best  method;  that  the  results  obtained  from  specimens 
which  had  been  made  from  the  remnants  of  other  fractured 
specimens  were  at  least  questionable,  for,  even  if  the  plate  had 
not  been  injured,  the  ratio  of  the  length  to  the  width  of  the 
narrowest  part  was  different  after  the  strained  ends  were  cut 
off  from  what  it  was  before ;  that  machine-riveting  should  have 
been  adopted  throughout  instead  of  hand-riveting,  as  it  is  not 
possible  to  secure  uniformity  with  the  latter  even  were  it  all 
done  by  the  same  man,  as  he  would  be  more  tired  at  one  time 
than  at  another ;  that  experiments  should  be  made  to  determine 
the  effect  of  different  sizes  and  different  shapes  of  heads,  as 
well  as  of  different  pressures  upon  the  load  causing  visible  slip ; 
and  that  experiments  should  be  made  upon  chain-riveting,  as 
he  thought  the  chain-riveted  joint  would  show  a  greater  effi- 
ciency than  the  staggered. 

Professor  Unwin  said  : 

1°.  In  examining  the  results  to  ascertain  how  far  a  variation 
from  the  best  proportions  was  likely  to  affect  the  strength  of 
the  joint,  he  found  that  while  the  ratio  of  rivet  diameter  to 
thickness  of  plate  varied  21  per  cent,  the  ratio  of  shearing  to 
tearing  area  30  per  cent,  and  the  ratio  of  crushing  to  tearing 
area  34  per  cent,  the  efficiency  of  the  weakest  joint  was  Only 
six  per  cent  less  than  that  of  the  strongest,  or,  in  other  ¥fords, 
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the  whole  variation  of  strength  was  only  1 1  per  cent  of  the 
strength  of  the  weakest  joint. 

2°.  With  reference  to  the  effect  which  the  crushing-pres- 
sure on  the  rivet  produced  upon  the  strength  of  the  joint, 
there  were  some  old  experiments,  which  showed  that,  when 
the  bearing-pressure  on  the  rivet  became  very  large  there  was 
a  great  diminution  in  the  apparent  tenacity  of  the  plate  in 
the  case  of  riveted  joints  in  iron.  Why  should  the  crushing- 
pressure  affect  either  the  tenacity  of  the  plate  or  the  shearing 
resistance  of  the  rivet?  He  believed  that  it  did  not  really 
affect  either.  What  happened  was  that,  if  the  crushing-pres- 
sure exceeded  a  certain  limit,  there  was  a  flow  of  the  metal, 
and  the  section  which  was  resisting  the  load  was  diminished. 
Either  the  section  of  the  plate  in  front  of  the  rivet,  if  the  plate 
was  soft,  or  the  section  of  the  rivet  itself,  if  the  rivet  was  soft, 
became  reduced. 

3^  He  thought  that  the  point  at  which  visible  slip  began 
was  the  initial  point  at  which  the  friction  of  the  plates  was 
overcome,  and  of  course  was  greater  the  greater  the  grip 
upon  the  plates,  and  hence  greater  in  machine  than  in  hand 
riveting.  In  some  cases  with  hydraulic  riveting  loads  were  got 
as  high  as  lO  tons  (22400  lbs.)  per  square  inch  of  rivet  section 
before  slipping  began. 

4**.  In  regard  to  the  rules  for  proportioning  riveted  joints, 
he  preferred  to  distinguish  the  joints  as  single-shear  and  double- 
shear  jomts,  and  then  we  have  the  following  three  equations : 
one  by  equating  the  load  to  the  tearing-resistance  of  the  plates, 
a  second  by  equating  it  to  the  shearing-resistance  of  the  rivets, 
and  a  third  by  equating  it  to  the  crushing  resistance ;  these 
three  determining  the  thickness  of  the]  plate,  the  diameter  of 
the  rivet,  and  the  pitch. 

By  taking  the  crushing  as  double  the  tenacity,  we  should 
obtain  for  single  shear  rf=  2.57/,  and  for  double-shear,  rf  = 
1.27/. 
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In  a  single^hear  joint  -the  rivet  cannot  generally  be  made 
so  big,  and  in  the  double-shear  it  could  not  always  be  made  so 
small,  hence  the  rivet  diameter  is  chosen  arbitrarily,  and  then 
the  single-shear  joint  is  proportioned  by  the  equations  for  shear- 
ing and  tearing,  no  attention  being  paid  to  the  crushing,  while 
the  double-shear  joint  is  proportioned  by  the  equations  for 
crushing  and  tearing,  no  attention  being  paid  to  the  shearing. 

5**.  The  general  drift  of  the  report  was  to  advocate  the  use 
of  larger  rivets.  Whether  this  could  be  done  or  not,  he  could 
not  say.  For  lap-joints  it  would  increase  the  strength,  whereas 
for  double-shear  joints  he  was  not  sure  that  it  would  not  be 
better  to  diminish  the  size  of  the  rivet,  and  hence  the  crushing- 
pressure. 

This  report  has  been  given  so  fully  because  it  emanates 
from  a  committee  of  the  British  Institution  of  Mechanical 
Engineers;  but  inasmuch  as  series  VIII  is  the  only  one  where 
wide  strips  were  used,  it  seems  to  the  writer  that  any  conclu- 
sions  which  may  be  drawn  from  any  of  the  other  tests  given 
in  the  report  require  confirmation  by  tests  on  wide  strips  with 
more  rivets,  before  being  accepted  as  true. 

Government  Experiments. — The  references  to  these  experi- 
ments are  the  following : 

Executive  Document  No.  i,  47th  Congress,  2d  session,  Senate. 
Executive  Document  No.  5,  48th  Congress,  ist  session,  Senate. 
Executive  Document  No.  36,  49th  Congress,  ist  session.  Senate. 
Executive  Document  No.  31,  49th  Congress,  2d  session.  House, 

Part  II. 
Executive  Document  No.  16,  50th  Congress,  ist  session.  House. 

Those  that  have  been  published  up  to  the  present  time 
may  be  divided  into  three  parts:  — 

I**.  Those  contained  in  the  first  two  Executive  Documents 
mentioned  above. 

2**.  Those  contained  in  the  third  and  fourth. 
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3°.  Those  contained  in  the  fifth. 

Summaries  of  these  sets  of  tests  will  be  given  here  in  their 
order,  as  each  set  was  made  with  certain  special  objects  in 
view,  and,  if  not  all,  at  any  rate  the  i°  and  2**,  form,  as  has  been  al- 
ready  stated,  the  first  portion  of  a  systematic  series ;  and  it  seems 
to  the  author  that,  although  the  series  are  not  yet  completed, 
yet  these  tests  themselves  furnish  more  reliable  information  in 
regard  to  the  behavior  and  the  strength  of  Joints  than  any  other 
experiments  that  have  been  made,  and  that  the  figures  them- 
selves furnish  the  engineer  with  the  means  of  using  his  judg- 
ment in  many  cases  where  he  had  no  reliable  data  before. 

A  perusal  of  the  tables  will  give  a  good  idea  of  the  shear- 
ing-strength per  square  inch  of  the  rivet  iron,  which  is  seen  to 
be  less  than  the  tensile  strength  of  the  solid  plate;  also  the 
effect  on  strength  of  the  plates  due  to  the  entire  process  of 
riveting,  punching,  drilling,  and  driving  the  rivets ;  also  the 
efficiencies  of  the  joints  tested. 

One  of  the  strongest  single-riveted  joints  tested  was  a  single- 
riveted  lap-joint  with  a  single  covering-strip. 

The  apparent  anomaly  of  the  punched  plates  in  a  few  cases, 
showing  a  greater  strength  than  the  drilled  plates,  is  explained 
by  Mr.  Howard  to  be  due  to  the  strengthening  effect  of  cold- 
punching  combined  with  smallness  of  pitch,  inasmuch  as  then 
the  masses  of  hardened  metal  on  the  two  sides  re-enforce  each 
other. 

Further  than  this,  the  student  is  left  to  study  the  figures 
themselves  as  to  the  effect  of  different  proportions,  etc. 

In  regard  to  the  first*  series,  i.e.,  those  contained  in  the  first 
two  Executive  Documents  mentioned,  it  is  stated  in  the  report 
that  — 

I**.  "  The  wrought-iron  plate  was  furnished  by  one  maker 
out  of  one  quality  of  stock." 

2**  "  The  steel  plates  were  supplied  from  one  heat,  cast  in 
ingots  of  the  same  size;  the  thin  plates  differing  from  the 
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thicker  plates  only  in  the  amount  of  reduction  given  by  the 
rolls." 

The  modulus  of  elasticity  of  the  metal  was,  iron  plate^ 
31970000  lbs. ;  steel  plate,  28570000  lbs. 

In  the  tabulated  results,  the  manner  of  fracture  is  shown 
by  sketches  of  the  joints,  and  is  further  indicated  by  heavy 
figures  in  columns  headed  ^  Maximum  Strains  on  Joints^  in  ibs., 
per  Square  Inch.*' 
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GOVERNMENT  TESTS  OF  GROOVED  SPECIMENS. 


Tensile  Tctts  of  ^-in. 

Grooved  Specunens 

Wrought-Iion 

Punched. 

|. 

'0 

|1 

tig 

i^ 

\*t 

p 

l^ 

IS.S 

Inch. 

Inch. 

0.48 

0.340 

48090 

0.46 
0.46 

0.335 
0.341 

46940 
49380 

0.49 

0.340 

55340 

o-*4 

0.239 

51530 

0.47 

0.241 

499»o 

a97 
0.98 

OJ147 

49540 

0.347 

49960 

0.96 

"^ 

50128 
46900 

0.98 

0.250 

46980 

0.96 
1.47 

0.251 
0.250 

37636 

X.50 

0.25a 

37336 

X.48 

0.249 
0.247 

4x030 
39480 

1.47 

0.250 

37446 

\1^ 

0.25X 

39533 

o.a8x 

43x94 

«.95 
x-95 

l^ 

47490 
41360 

x.9a 

0.279 

43080 

a.03 

0.250 

41 140 

1.99 
2.4a 

0.248 
0.280 

39575 
36210 

2.40 

0.24s 

43345 

a.47 

0.243 

43333 

a.46 

0.285 

42713 

«.48 
a.44 

0.24c 
0.248 

38x25 
4x620 

'a:P 

0.247 

38964 

0.241 

41540 

a.96 

0.24X 

39973 

a.9a 

0.240 

4x7x2 

a.98 

0.250 

V^ 

a.95 

0.347 

Tensile  Tests  of  1-in. 

oroovea  opecuDRMi 

Wiousht-Iron 
Dnlled. 

1 

|i 

&^ 

•s 

«| 

K 

.■2'S 

:^ 

t) 

Inch. 

Inch. 

0.51 

0.249 

55787 

0.52 

0.24s 

55905 

0.52 

0.275 

57480 

0.5a 

0.376 

56000 

0.49 

0.348 

49600 

0.50 
0.47 

0.248 
0.275 

54^ 

0.51 

0.276 

57800 

1. 00 

0.276 

54300 

X.02 
X.OO 

o!2t6 

57TOO 
53800 

x.oo 

0.280 

53430 

X.OO 

0.252 

49400 

x.02 

0.275 

54060 

X.OI 
Z.OO 

o.24jr 
0.278 

53770 
54600 

x.50 

0.276 

49x30 

*-52 

0.373 

5x300 

x.48 

0.351 

47330 

X.5X 

0.273 

53400 

X.52 
X-50 

0.275 
0.276 

54180 
54600 

1.48 

0.274 

46260 

x.50 

0.249 

2.01 

0.275 

'^ 

2.05 

0.279 

3.00 
2.00 
2.00 

0.275 
0.278 
0.286 

47950 
49640 
44650 

2.00 

0.27s 

^ 

3.02 

0.279 

2.00 
3.51 

0.277 
0.244 

49&10 
44980 

3.52 

0.280 

40x50 

3.5X 

0.282 

43x50 

3.50 
3.5X 

0.244 
0.285 

4S500 
46500 

3.49 

0.242 

49530 

3.49 
3.50 

0.242 
0.280 

44780 

3.03 

0,250 

44??^ 

3.03 

0.249 

3.00 

0.240 

46760 

3.00 

0.250 

45700 

3.93 

0.242 

47950 
48740 

J:P 

0.250 

0.279 
0.381 

45900 

3.0X 

444x0 

TensUe  Tests  of  l-in. 
Grooved  Si 
Steel  Plate 
Punched. 


Inch. 

0.49 
0.47 
0.48 
0.48 
0.48 
0.47 
0.99 
x.oo 
x.ox 
0.96 
0.96 

0.95 
X.45 
X.45 
x.45 

\^ 
•1 

X.96 

3.49 
2.47 

3-43 
2.95 
30X 
3-04 
2.97 
2.98 
2.97 


Inch. 
0.250 
0.249 
0.240 
0.248 
0.247 
0348 
0.249 
0.250 
0.249 
0.250 
0.248 
0.24s 
0.248 
0.252 
0.249 
0.251 
0.250 
0.252 
0.250 
0.25X 
0.249 
0.349 
0.350 
0.35  X 
0.349 

0.253 
0.252 
0.251 
0.349 


F 

t5 


Tensile  Tests  of  J-in. 
Grooved  Specin 
Steel  Plate 
Drilled. 


"1 


1^ 


Inch. 
0.52 
0.54 
0.53 
0.50 
0.5X 
0.51 
0.52 
0.52 
X.03 
x.oa 
x.02 
x.02 

X.OX 

X.00 
X.00 
x.ox 
X.54 
X.53 
x.50 
x.54 
2.0a 
2.00 
2.00 
2.50 
2.50 
3.53 
3.03 
3.00 

303 

3.03 

3.00 
3.00 
3.03 


Inch. 
0.246 
0.248 
0.247 
0.247 
0.249 
0.250 
0.248 
0.252 
0.247 
0.250 
0.246 
0.250 
0.247 
0.25X 
0.247 
0.250 
0.250 
0.251 

0.25J 

0.248 
0.252 
0.25X 
0.25X 
0.248 
0.252 
0.248 
0.251 
0.249 
0.251 
0.250 
0350 
0.351 
0.252 


66870 
65610 
66370 
67430 
67750 
61910 
67090 
66390 
66770 
67730 
66030 
670x0 
64450 
66090 
64390 
63350 

^iS 

64330 
62970 
609x0 
59260 
63350 


BXW7 

59550 
59700 

63940 
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Iron  Punchkd. 


Ikon  Drillbd. 


Stbsl  Punchkd. 


Stbbl  Drilled. 


Tensile  Tesu  of 
Iron  Plates. 

1 

|l 

% 

Inch. 

Inch. 

I.OZ 

0-373 

47000 

0.98 

0.370 

475ao 

a.oo 

0.382 

39760 

3.0a 

0.383 

36630 

a.3<> 

0.390 

37600 

a.98 

0.395 

36340 

3.98 

0.392 

392x0 

3.47 

0.390 

37680 

3.47 

0.389 

38340 

0.97 

0.467 

5o8ao 

X.48 

0.506 

45090 

X.49 

0.506 

45050 

X.9X 

0.5x3 

42500 

X.97 

0.5x2 

43430 

9.47 

0.5x6 

39410 

3.41 

05  »  3 

397ao 

3.00 

0.5x5 

38950 

a.90 

0.5x7 

37390 

350 

0.530 

37800 

3.49 

0.5x3 

37770 

4.00 

0.5x5 

35730 

403 

0.5x6 

36690 

3-99 

0.51 1 

37000 

403 

0.508 

374*0 

0.97 

0.614 

49770 

Z.OX 

0.6x9 

52960 

1.48 

0.6x8 

46330 

1.5a 

0.620 

46750 

2.99 

0.6x4 

40x40 

3.50 

0.6x5 

37480 

3.50 

0.616 

36940 

4.04 

0.619 

373x0 

0.98 

0.678 

50840 

x.ox 

0.682 

46590 

x.49 

0.688 

45970 

3.48 

0.69X 

40350 

3.53 

0.69a 

39380 

Tensik  Tests  of 

Grooved  Wroughl- 

Iron  Plates. 

^1 

lb 

\ 

j 

loch. 

Inch. 

0.9B 

0.376 

50870 

a98 

0.377 

Sa66o 

X.98 

0.379 

49710 

8.00 

0.380 

49830 

a.50 

0.390 

50350 

300 

0.39a 

45x50 

3.00 

0.393 

47540 

3.50 

0.392 

43940 

3-49 

0.390 

46490 

0.99 

0.477 

47x40 

z.oo 

0.479 

48370 

x.49 

0.5x0 

5x340 

x.49 

0.5x2 

5x5x0 

x.98 

0.5x4 

50050 

x.98 

0.5x6 

47790 

a.5X 

0.520 

45580 

a.5a 

0.5x6 

44060 

3.00 

0.5x5 

44980 

3.0X 

0.5x9 

47030 

3-5X 

0.5x3 

46x70 

3.49 

0.5x4 

44760 

3-99 

0.5x0 

45330 

3.98 

0.5x3 

45000 

4.00 

0.506 

46x00 

0.97 

0.628 

47aao 

x.oo 

0.626 

48350 

X.52 

0.625 

47170 

x.49 

0.629 

46530 

2.98 

0.613 

482ao 

3.46 

0.6x6 

47770 

3-47 

0.6x7 

44900 

3.9X 

0.625 

44840 

3.96 

0.626 

45x00 

0.99 

0.69s 

47500 

0.99 

0.69X 

52780 

X.51 

0.692 

48470 

3-44 

0.700 

47750 

3.49 

0.69a 

46350 

Tensile  Tests 

of 

Grooved  Steel  Plates. 


\ 

Inch. 

Inch. 

X.99 

0.365 

0.99 

0.494 

X.00 

0.493 

X.50 

0.497 

X.5X 

0.494 

x.99 

0.499 

1.97 

0.500 

a.43 

0.50a 

8.5X 

0.504 

3.00 

0-503 

a.99 

0.503 

3.50 

0.503 

35© 

0.505 

4.00 

0.497 

4.00 

0.499 

3-99 

0.50X 

3-99 

0.498 

X.OX 

0.6x3 

x.5a 

0.61  a 

x.50 

0.6x5 

a.50 

0.6x8 

a.5a 

0.6x9 

a.99 

0.6x7 

3.46 

0.6x5 

3.5X 

0.6x5 

4.04 

o.6xa 

4.03 

0.6x4 

X.OX 

o.Tax 

x.oo 

0.7x8 

X.50 

0.7x9 

3.50 

0.73s 

3.5X 

0.733 

6x890 
70080 
68x30 
66340 

638x0 

55930 

64360 

53050 
64360 

60380 
63430 
49430 
48370 

480x0 

55x90 
55780 
46350 

66720 

64800 
64400 
58060 

58780 
57x80 
584x0 
57x90 

'54450 
57380 
67930 
67620 
62890 
56730 
54330 


Tensile  Tests 

of 

Grooved  Steel  Plates. 

^ 

P 

Inch. 

Inch. 

X.97 

0.369 

63630 

X.00 

0.498 

662ao 

0.99 

0.495 

66800 

x.oo 

0.500 

67000 

X.53 

0.497 

65930 

x.50 

0.498 

66270 

x.98 

0.504 

675x0 

a.03 

o.soa 

66730 

8.50 

0.497 

67950 

3.53 

0.50X 

67440 

3.0X 

0.50a 

66310 

3.0X 

0.503 

66x90 

3.49 

0.504 

64930 

3.50 

0.50a 

659x0 

3-99 

0.499 

64470 

4.00 

0.498 

648x0 

4.00 

0.503 

64690 

4.00 

0.498 

64x40 

0.99 

0.6x9 

60090 

x.49 

0.6x4 

63610 

x.49 

0.6x6 

63450 

3.49 

0.690 

59x70 

3.50 

0.6x9 

59600 

3.01 

0.6x7 

59370 

3.50 

0.6x4 

6x610 

3-49 

0.6x7 

62060 

4.00 

0.6x5 

60330 

4.0X 

0.6x7 

6xxao 

0.96 

0.736 

58480 

X.OX 

0.737 

58790 

X.5X 

0.736 

59990 

3.50 

0.736 

58700 

3-49 

0.739 

59x80 
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Next  will  be  given  the  two  series  of  tests  already  referred 
to,  with  Mr.  Howard's  analysis  of  them. 

TENSILE   TESTS   OF   RIVETED   JOINTS. 

''  Earlier  experiments  on  this  subject  made  with  single  and 
double  riveted  lap  and  butt  joints  in  different  thicknesses  of 
iron  and  steel  plate,  together  with  the  tests  of  specimens  pre- 
pared to  illustrate  the  strength  of  constituent  parts  of  joints, 
are  recorded  in  the  report  of  tests  for  1882  and  1883. 

From  the  results  thus  obtained  it  appeared  desirable  to 
institute  a  synthetical  series  of  tests,  beginning  with  the  most 
elementary  forms  of  joints  in  which  the  stresses  are  found  in 
their  least  complicated  state.  To  meet  these  conditions,  a 
series  of  joints  have  been  prepared  which  may  be  designated  as 
single-riveted  butt-joints,  in  which  the  covers  are  extended  so 
as  to  be  grasped  in  the  testing-machine ;  thereby  enabling  one 
plate  of  the  joint  to  be  dispensed  with,  and  securing  the  test  of 
one  line  of  riveting. 

Such  a  joint,  made  with  carefully  annealed  mild  steel  plate 
of  superior  quality,  with  drilled  holes,  seems  well  adapted  to 
demonstrate  the  influence  on  the  tensile  strength  of  the  metal 
taken  across  the  line  of  riveting,  of  variations  in  the  width  of 
the  net  section  between  rivets,  and  variations  in  the  compres- 
sion stress  on  the  bearing-surface  of  the  rivets  ;  elements  which 
are  believed  to  be  fundamental  in  all  riveted  construction. 

This  series  comprises  216  specimen  joints,  the  thickness  of  the 
plate  ranging  from  i"  to  |",  advancing  by  eighths.  The  covers 
are  from  ^''  to  -j^".  The  rivets  are  wrought-iron,  and  range  from 
rf^"  to  i^"  diameter ;  they  are  machine-driven  in  drilled  holes 
^"  larger  in  diameter  than  the  nominal  size  of  the  rivets.  Ten- 
sile tests  of  the  material  accompany  the  tests  of  the  joints. 

From  each  sheet  of  steel  two  test-strips  were  sheared,  one 
lengthwise  and  one  crosswise.  The  strips  were  2^"  wide  and  24" 
to  16"  long;  they  were  annealed  with  the  specimen  plates,and  had 
their  edges  planed,  reducing  their  widths  to  ij-'' before  testing. 
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Micrometer  readings  were  taken  in  lo"  along  the  middle  of 
the  length  of  each. 

The  strength  and  ductility  appear  to  be  substantially  the 
same  in  each  direction.  But  the  practice  of  the  rolling-mill 
where  these  sheets  were  rolled  is  such  that  nearly  the  same 
amount  of  work  may  have  been  given  the  steel  in  each  direc- 
tion ;  that  is,  lengthwise  and  crosswise  the  finished  sheet. 

The  ingots  of  open-hearth  metal  are  first  rolled  down  to 
slabs  about  6"  thick,  then  reheated  and  rolled  either  length- 
wise or  crosswise  their  former  direction,  as  best  suits  the  re- 
quired finished  dimensions. 

The  tensile  tests  show  among  the  thinner  plates  a  relatively 
high  elastic  limit  as  compared  with  the  tensile  strength ;  in  the 
yV  plate  the  percentage  is  72.2,  while  with  the  f "  plate  the 
percentage  is  found  to  be  53.3. 

It  is  noticeable  that  the  thinner  plates  particularly  exhibit 
a  large  stretch  immediately  following  the  elastic  limit,  and  the 
stretching  is  continued  at  times  under  a  load  lower  than  that 
which  has  been  previously  sustained.  It  is  characteristic  of  all 
the  thicknesses  that  a  considerable  stretch  takes  place  under 
loads  approaching  the  tensile  strength — in  some  cases  the 
stretch  increases  5  to  6  per  cent,  while  the  stress  advances  1000 
pounds  per  square  inch  or  less.  Herein  is  found  a  valuable 
property  of  this  metal  as  a  material  for  riveted  construction. 
The  stress  from  the  bearing-surface  of  the  rivets  is  distributed 
over  the  net  section  of  plate  between  the  rivets,  due  to  the  large 
stretch  of  the  metal,  with  little  elevation  of  the  stress,  and  a 
nearer  approximation  of  uniform  stress  in  this  section  attained 
than  is  found  in  a  brittle  or  less  ductile  metal.  The  joints  were 
held  for  testing  in  the  hydraulic  jaws  of  the  testing-machine, 
having  24"  exposure  between  them.  A  loose  piece  of  steel 
the  same  thickness  as  the  plate  was  placed  between  the  covers 
to  receive  the  grip  of  the  jaws,  and  avoid  bending  the  covers. 

Elongations  were  measured  in  a  gauged  length  of  5",  the 
micrometer  covering  the  joint  at  the  middle  of  its  width*    Loads 
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were  applied  in  increments  of  1000  pounds  per  square  inch  of  the 
gross  section  of  the  plate,  the  effect  of  each  increment  determined 
by  the  micrometer,  and  permanent  sets  observed  at  intervals. 

The  progress  of  the  test  of  a  joint  is  generally  marked 
by  three  well-defined  periods.  In  the  first  period  greatest 
rigidity  is  found,  and  it  is  thought  that  the  joint  is  now  held 
entirely  by  the  friction  of  the  rivet-heads,  and  the  movement  of 
the  joint  is  principally  that  due  to  the  elasticity  of  the  metal. 

The  second  period  is  distinguished  by  a  rapid  increase  in 
the  stretch  of  the  joint ;  attributed  to  the  overcoming  of  the 
friction  under  the  rivet-heads  and  closing  up  any  clearance 
about  the  rivets,  bringing  them  into  bearing  condition  against 
the  fronts  of  the  rivet-holes.  Rivets  which  are  said  to  fill  the 
holes  can  hardly  do  so  completely,  on  account  of  the  contrac- 
tion of  the  metal  of  the  rivet  from  a  higher  temperature  than 
that  of  the  plate,  after  the  rivet  is  driven. 

After  a  brief  interval  the  movement  of  the  joint  is  retarded, 
and  the  third  period  is  reached.  The  stretch  of  the  joint  is 
now  believed  to  be  due  to  the  distortion  of  the  rivet-holes  and 
the  rivets  themselves.  The  movement  begins  slowly,  and  so 
continues  till  the  elastic  limit  of  the  metal  about  the  rivet-holes 
is  passed,  and  general  flow  takes  place  over  the  entire  cross-sec- 
tion, and  rupture  is  reached.  These  stages  in  the  test  of  a  joint 
are  well  defined,  except  when  the  plates  are  in  a  warped  condi- 
tion initially,  when  abnormal  micrometer  readings  are  observed. 

The  difference  in  behavior  of  a  joint  and  the  solid  metal 
suggests  the  propriety  of  arranging  tension  joints  in  boiler  con- 
struction and  elsewhere  as  nearly  in  line  as  practicable. 

The  efficiencies  of  the  joints  are  computed  on  the  basis  of 
the  tensile  strength  of  the  lengthwise  strips,  this  being  the 
direction  in  which  the  metal  of  the  joints  is  strained.  The 
efficiencies  here  found  are  undoubtedly  lowered  somewhat  by 
the  contraction  in  width  of  the  specimens,  causing  in  most  cases 
fractures  to  begin  at  the  edges  and  extend  towards  the  middle 
of  the  joint.  Of  the  entire  series,  88  joints  have  been  tested ; 
the  i'',  f ,  and  f  plates  yet  remain." 
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TABULATION  OF 
\"  STEEL 

No.  of 
Test. 

Sheet  Letters. 

Style  of  Jdnt 

Nominal  Thick- 
ne«. 

Sixeof 
RiTett 

and 
Holea. 

Actual 
Thick- 
ne»of 
Plate. 

Plirte. 

CoYen. 

PUte. 

Coven. 

1308 
1309 

X310 
1311 

13M 
X313 

13x4 
X31S 

13x6 

X3X8 

1319 

X390 

X33X 
X3M 

13*3 

«3a4 
«3a5 

F 
F 

F 
F 

F 
F 

F 
F 

F 

F 

F 
G 

G 
G 

H 
H 

F 

F 

A 
A 

A 

A 

A 
A 

A 
A 

A 
A 

B 
B 

B 

B 

D 
D 

A 
A 

t 
A 
A 

/ 

A 

inch. 

inch. 

ft 
ft 

ft 
ft 

ft 
ft 

ft 
ft 

ft 
ft 

ft 
ft 

ft 
ft 

ft 
ft 

ft 
ft 

inch. 

ftandt 
ft  and  ♦ 

ftand* 
ftand* 

ftandt 
ftand  ♦ 

Hand* 
Hand* 

Hand! 
Hand* 

Hand! 
ttandl 

ttandt 
ttandi 

Hand! 
Hand! 

Uandl 
Uandf 

inch. 

.843 

.949 

.*44 
•»43 

■•44 
.246 

.«45 
.940 

.043 
.•43 

••45 
••47 

.•48 

p*H 

* 

♦  .' 

^ 

i 

• 

?^^ 

1 

J 

! 
1 

* 

^^ 

r 
A       r 

A             P 

^m^ 

/" 

B            p 
B          B 

i*b^ 

!. 

^  . 

^ 

1 

B            C 
B            E 

D         b 

c       E 

A 

A 

f 

\^^^ 

MfS 

1 

r 

\ 
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TABULATION'  OF  HIVE  TED  JOINTS. 


58r 


RIVETED  JOINTS. 
PLATE. 


Sectional  Area 
of  Plate. 


Groes. 


Net. 


Bearing 
Surface 

of 
Riyets. 


Shear- 
ing 
Area  of 
Riveta. 


Tensile 
Strength 
of  Plate, 

pounds 

Square 
Inch. 


Tension 

on  Gross 

Section  of 

Plate. 


Msgimnm  Stress  on  Joint  per  Sq.  In. 


Tensbn 
on  Net 
Section 
PUte. 


Compres- 
sion on 
Bearing 
'urfaceof 
Riyets. 


o' Surf  J 


Sheaiw 

ing  on 

lyets. 


Effici- 
ency of 
Jomt. 


sq.  in. 

9.360 
a. 360 


9.541 
9.6x5 


a.  745 
9.739 


9.609 
9.541 


9.750 
9.779 


9.949 
9.889 


3.10Q 
3.10s 


3.310 
3.337 


9.79s 
9.75« 


sq.in. 
x.45a 


1.634 
X.681 


1.830 
1.897 

X.486 
i.45> 


X.659 
1.665 


X.840 
1.800 


9.007 
a. 007 


a.907 

8.9S5 


X.49O 
1.470 


sq.  in. 

.908 
.908 

.907 
.934 


.9x5 

.9X9 

x.xx6 
X.089 


X.098 
X.X07 


x.ioa 
Z.080 


X.093 
1.093 


Z.103 

1.1X9 


z.3oa 
Z.986 


sq.  in. 

3.68s 

3.689 


3.689 
3.68s 


3.68a 
3.689 


5.300 
S.3P0 


5.300 
5.300 


5.300 
5.300 


5.300 
5.300 


5.300 
5.300 


7.916 
7.816 


6x740 


6x740 


6x740 


6x740 


6x740 


6x740 
6b66o 


6a66o 


59x80 


6x740 


lbs. 

41690 

49x80 


J4«S40 
443x70 


40700 


40980 
Ux430 


49x80 
43000 


43060 

44090 


43040 
438x0 


38650 
39430 


lbs. 


67770 
•MM 


•6160 
•71«0 


•7S80 
••7M 


71870 
70000 


68810 
68080 


67460 
68770 


666S0 


66700 

7S480 
76060 


lbs. 

X08370 
X09640 


XX9X80 
XZ98X0 


X34750 
133790 

94890 
93330 


xoa63o 
X037SO 

XX9610 
1x4750 


199x40 
194880 


X99X50 
X3X460 


89870 
845x0 


lbs. 

96790 
97040 

99360 
30660 


33490 
33x90 

X9980 

X9180 


9X960 
91670 


93490 
93380 


95x90 
95750 

96880 

97580 

X495O 
X5OXO 


perct. 

67.5 
68.3 

68.9 
69.9 

79.8 
79.x 

65.9 
64.8 


66.4 
67.x 


68.3 
68.6 


68.7 
70.3 

79.7 
74.0 

6a.o 
63.8 
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APPLIED  MECHANICS, 


TABULATION  OF 
i"  STBBL 


Sheet  Letters. 


No.  of 
Test. 


Plate. 


Coren. 


Style  of  Joint. 


Nominal  Thick 


Plate.    Covers. 


Size  of 
Riyets 

anH 

Holes. 


Actual 
Thick 
nessof 
Plate. 


Z336 
1327 

Z338 
1329 

X330 
X331 

X33a 
1333 

1334 
«335 

1336 
»337 

X338 
X339 

«340 
X34« 

»34a 
«343 

X344 
«345 

1346 
X347 


G 
O 


G 
G 


L 
H 


H 
H 


M 

O 


H 
L 


O 
F 


G 
G 


L 
L 


L 
H 


B 

B 


B 
C 


D 
D 


C 
C 

B 
B 

B 
C 

C 
D 

D 
D 

B 

B 


ineh. 


C 
C 


D 
D 


B 
B 


C 
C 

B 
B 

C 
C 

D 
D 

B 
B 

B 
B 


"Oo| 


inch. 
ft 
ft 

ft 
ft 

ft 
ft 

ft 
ft 

A 

ft 

ft 
ft 

ft 
ft 

ft 
ft 

ft 

ft 

ft 

ft 

ft 
ft 


inch. 

II  and  I 
Hand} 

Hand  I 
Hand} 

Hand* 
Handi 

Handi 
Handl 

H««»<H 
Handl 

Handf 
Hand* 

Handl 
Handz 

f  I  and  I 
Hand 

Handl 
Handl 

Hand! 
Handl 

Handl 
Hand  I 


inch. 

•«4i 
.241 

.a4X 
.»4a 

.248 
.246 

.848 
.a48 

♦a43 
.a45 

.»38 
.ap 

•38 

.•48 

.240 

•»4» 

.»S0 

•as* 
.«47 

.»5« 
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TABULATION  OF  RIVETED  JOINTS, 


S83 


RIVETED  ]Omi%—ConHnued. 


Sectional  Area 
of  Plate. 

Bearing 

Surface 

of 
RiveU. 

Shear- 
ing 
Area  of 
Rivets. 

Tensile 
Strength 
of  Plate, 

pounds 

Square 
Inch. 

Maximum  Stress  00 

\  Joint  per  Sq.  In. 

Effici- 

ency  of 

Joint. 

Teaaion 

on  Gross 

Section  of 

Plate. 

Tension 

on  Net 

Section  of 

Plate. 

Compres- 
sion on 
Bearing 
Surface 

of  Rivets. 

Shear, 
ing  on 
Rivets. 

Grosa. 

Net. 

aq.  in. 
•.89a 
a.909 

aq.  in. 
1.638 

aq.  hi. 
1.365 
1.371 

aq.  in. 
7.3x6 
7.3x6 

69660 

lbs. 

40340 

4x380 

lbs. 
71700 
7ttlO 

lbs. 

933x0 

94480 

lbs. 

16170 

16640 

perct. 
64.4 
65.9 

3-075 
3.088 

X.810 
1. 817 

1.965 

i.a7X 

7.3x6 
7.3x6 

63060 

49390 
43750 

71850 
72660 

X038XO 
103860 

18000 
18290 

67.5 
66.2 

3.348 
3.3ai 

a.o4tf 

9.009 

1.303 
1.391 

7.9x6 
7.3x6 

61470 
59x80 

43x00 
4x450 

70fttO 
07840 

XX0830 
X06630 

X9080 

70.x 
70.0 

3-534 
3-534 

a.93a 
3.233 

1.30a 
X.303 

7.3x6 
7.3x6 

59x80 

4x890 
42760 

06210 
07710 

xx3foo 

XX6070 

3*480 
90940 

70.7 
73.3 

3.64s 
3-675 

a-369 
a.389 

1.376 
X.986 

7.3x6 
7.3x6 

58x70 
64x70 

44650 
43050 

08700 
662S0 

X37550 
123030 

32550 
3x930 

76.8 
67.1 

3 -"5 
3-309 

a.084 
a.ao6 

1.04X 
1.X03 

6.0x3 
6.0x3 

59x80 
61470 

4x310 
43000 

01060 
02000 

X34030 

X9S990 

2x470 
231x0 

69.8 
68.3 

a.856 
a.976 

1.438 
1.488 

X.438 
X.488 

9  435 
9.4*5 

62660 
61740 

30390 

81200 
72&80 

81230 
73580 

X2310 
XX460 

64.8 
58.8 

3.060 
3.088 

X.630 

1.636 

X.440 
1.459 

9-435 
9-435 

63600 

38660 
38000 

70020 
71700 

83x50 
8o8ao 

X3550 
X34SO 

6X.7 
.  60.6 

3.378 
3.375 

1.878 
1.875 

X.500 
1.500 

9-435 
9-435 

6x470 

37800 
39000 

08000 
70200 

85x30 
87750 

X3550 
X3970 

6X.5 
63.4 

3-560 
3.Sao 

3.060 

3.038 

1.500 
X.483 

9.435 
9.435 

6x470 
59180 

39x30 
40450 

07040 
00800 

92870 
96070 

X4780 
151x0 

63.6 
68.3 

3.765 
3.780 

3.359 
3.368 

X.506 

X.513 

9.435 
9-435 

60480 

43590 
4x430 

72040 
00080 

108960 
X03540 

X7410 
x66io 

72.x 
68.5 
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APPLIED  MECHAmCS. 


TABULATION  OF 
\*'  STEEL 


No.  of 
Test. 


Z348 
»349 

1350 
1351 

X3S3 


^354 
X355* 


Sheet  Letters. 


Plate. 


H 
G 


N 
N 


H 
H 


Covers. 


C 
C 

D 
D 

D 
B 

B 
B 


C 
C 


D 
D 


D 
B 


B 
B 


Style  of  Joint. 


Nominal  Thick- 


Plate. 


inch. 


Covers. 


inch. 
A 
A 

A 

A 

A 
A 

A 
A 


Size  of 
Rivets 

and 
Holes. 


inch. 
Hand 
Hand  I 

Hand  I 

II  an 
Hand  I 

H  and  I 

Hand  I 


Actual 
Thick- 
nest  of 
Plate. 


inch. 


350 


r 

STBBL 

Aandl 

.36s 

Aandf 

.36« 

Aandi 

.36$ 

Aandi 

.366 

Handl 

.366 

Hand* 

.367 

«andf 

.366 

Handf 

.3^ 

Hand* 

.388 

Hand* 

.390 

X356 

«357 

1358 
»3S9 


Z360 
Z36Z 

X36a 
X3«3 

1364 
1365 


A 
A 


A 
A 


A 
A 


A 

.A 


B 
B 


K 

K 


K 

K 


*  Fractured  two  outside  sections  of  plate  at  each  edge  along  line  of  riveting;  the  two 
middle  sections  sheared  in  front  of  rivets. 
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TABULATION  OF  RIVETED  JOINTS, 


585 


RIVETED  lOmi^—Cmtinued, 
Vl.K'T^r-Conttmutd, 


SccUonal  Area 
of  Plate. 

Bearinir 
Surface 

of 
Rivets. 

Shear- 
ing 
Area  of 
Rivets. 

Tensile 
Strength 
of  Plate, 

pounds 

Square 
Inch. 

Maximum  Stress  on  Joint  per  Sq.  In. 

Effici- 

Tension 
on  Gross 
Section 
of  Plate. 

Tension 
on  Net 
Section 

of  Plate. 

Gross. 

Net. 

sion  on 

Bearing 

Surface 

of  Rivets. 

Shear, 
ing  on 
Rivets. 

sq.  in. 
3«H 
3.i3» 

3-44a 
3.4a6 

3. 554 
3569 

3.780 
3765 

sq.in. 
1.984 
1.936 

a. 19a 
a.x8z 

3.3x9 
a.3a9 

a.sao 

a.  5x0 

sq.in. 
x.aao 
1. 195 

i.aso 
x.a45 

x.a35 
x.a4o 

z.a6o 
«.»55 

sq.in. 
7.854 
7.854 

7.854 
7.854 

7.854 
7.854 

7.854 
7.854 

59180 

03000 
55740 

59X80 

60480 

lbs. 

38700 

4*890 

40960 
41780 

435x0 
43830 

44580 
444x0 

lbs. 
62490 
69870 

67460 
66640 

66690 
67170 

66870 
66610 

lbs. 
101630 
x 13380 

I 18300 
XX4980 

lasaao 
xa6x6o 

X33730 
X33a30 

lbs. 

X5790 

17100 

18830 
18330 

19690 

19930 

3x450 
31390 

perct. 
65.4 
68.4 

77.x 
74.9 

73-5 
74.x 

73.7 
73.4 

PLATE. 


3.559 

«.X90 

X.369 

3.68a 

54360 

40460 

66740 

105170 

39x00 

74.6 

3.549 

a.x84 

X.365 

3.68a 

394ao 

64060 

103490 

38000 

73.6 

3.8«9 

a. 460 

X.369 

3.68a 

54360 

39780 

61910 

11 1350 

41660 

73.3 

3.843 

a. 471 

x.37a 

3.683 

39060 

60740 

109400 

40770 

73.0 

3.843 

3.196 

X.647 

5  300 

54«6o 

37000 

64760 

86330 

36830 

68.8 

3.854 

a.aoa 

1.653 

5.300 

37050 

64840 

86430 

36940 

68.3 

4.118 

a.47x 

x.647 

5.300 

54*60 

37450 

68400 

93690 

39090 

69.0 

4.X06 

a.464 

1.643 

5.300 

38040 

6S690 

95x30 

39470 

70.1 

4.656 

a.  910 

X.746 

5.300 

59730 

41830 

66910 

111510 

36730 

70.0 

4.680 

8.935 

X.755 

5.300 

43000 

67890 

113000 

37090 

70.3 
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APPLIED  MECHANICS^ 


TABULATION  OF 
f"  STBBL 


Sheet  Letteis. 


No.  of 
Test. 


t366 

1367 

Z368 
X369 


«370 
»37« 


137a 
«373 

»374 
«375 

X376 
X377 

1378 
«379* 

X380 

Z38Z 

1383 
I3«3t 

^384 
138s 


Plate. 


C 
B 


A 
A 


B 

B 


B 
C 

D 

B 

D 

H 

D 
D 

B 
B 

B 
B 

P 
B 


CoTefB. 


K 

K 


K 

J 


L 
K 


H 
N 

L 

L 

M 
M 

J 
K 

K 

G 

H 
N 


K 

L 


K 

J 


L 
L 


N 
N 


M 
M 


M 
M 


K 

K 


K 
K 


H 
N 


Nominal  Thick- 
new. 


Style  of  Joint. 


boaooQTr 


Plate.   Coyen. 


inch. 


inch. 


Size  of 
Rivets 

and 
Holes. 


inch. 
Hand* 


Uandi 

«andi 


Hand  I 
Handi 


Handi 
Handf 

Hand  I 
Hand  I 

Handi 
Handf 

Handi 
Handf 

Hand 
Handz 

Handx 
Handz 

Handz 
Hand 


Actual 
Thick- 
oeasof 
Plate. 


inch. 
.387 


.369 
•3<56 


.389 
•38« 


.385 
.367 

.376 


-383 
•37« 

383 
38s 

388 

38z 

388 

383 

.38Z 
.380 


*  Test  discontinued  soon  after  passing  mazimum  load, 
t  Test  discontinued  at  mazimum  load. 
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TABULATION  OF  RIVETED  JOINTS, 


587 


RIVETED  ]0\^T%—ConHnued, 
V\.KtVi^-^ontinntd. 


Sectional  Area 
of  Plate. 


Gross. 


Net. 


Bearing 
Surface 

of 
Rivets. 


Shear- 
ing 
Area  of 
RiyeU. 


Tensile 
Strength' 
of  PUte, 

pounds 

Square 
Inch. 


Maximum  Stress  on  Joint  per  Sq.  In. 


Tension 

on  Gross 

Section  of 

Plate. 


Tension 

on  Net 

Section  of 

Plate. 


Compres- 
sion on 
Bearing 

Surface  of 
Riveu. 


Shear- 
ing OB 
Rivets. 


Effici- 
ency of 
Jomt. 


sq.  m. 
4.938 


4. IS' 
4.XX4 


4.668 
4.656 


4.916 
4.67a 

5.076 
5x30 

5.450 
5.290 

5. 745 
5-775 

4.656 
4.57a 

4.947 
4-883 

5.J40 
5.xa6 


aq.  in. 

3-o3» 
3.«97 


a.az4 
s.z9a 


a.6a6 
s.6x9 


a.895 
a.745 

3.102 
3.X35 

3>439 
3.34a 

3.734 
3-754 

3.338 
a.a86 

a.  6x9 
a. 585 

a.854 
a.  846 


sq.  in. 

1.65a 
X.74I 


X.937 
x.9aa 


a. 049 

a.037 


a.oax 
1.937 

«.974 
X.995 

a.oxx 
X.948 

a.oxx 
a.o3x 

3.338 
3.386 

3.338 
3.398 

a. 386 
3.380 


sq.  m. 

5.300 
5-300 

7.3x6 
7.3x6 


7.8x6 
7.3x6 


7.3x6 
7.3x6 

7.3x6 
7.3x6 

7.3x6 
7.3x6 

7.3x6 
7.3x6 

9. 4*5 
9.4^5 

9.4«S 
9-4a5 

9-4a5 
9.4a5 


57«70 
59730 

54^60 


S9730 


59730 

57870 


S3730 
58340 

53730 
56670 

53730 


59730 
58340 


59730 
58340 


54*90 

58340 


41040 
409x0 


3S00O 

34«8o 


36870 
38940 


38730 
390x0 

37960 
398x0 

38930 
39870 

40560 
40700 

34500 
33440 

35590 
34730 

35490 
35840 


lbs. 

68410 
68180 


66680 
64140 


66640 


66770 


68180 
66140 

61670 
66110 

68400 
68680 

69010 
66880 

67880 
66610 


64660 


lbs. 

xt6340 
1x6030 


75000 
73«5o 


84380 
89000 


94axo 
94580 

97630 
103360 

X05470 
X08360 

XZ5860 
xx638o 


69010 
66880 

75640 
73800 

798x0 
80570 


lbs. 

36060 
38x10 

J  30x30 
X9480 

33850 
35130 


36390 
95s6o 


38300 

99390 
39330 

33390 
33570 

I  X7050 
x6sao 

x868o 
«799o 

X9360 
^9490 


perct. 

70.9 
68.5 


«4.5 
63.0 


6X.7 
65.3 


64.8 
67-4 

70.6 


73.4 
70.4 

75.5 
75-7 

57.8 
57.3 

59.6 
59.5 

65.4 
61.4 
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APPLIED  MECHANICS. 


TABULATION   OF 
♦"  STEEL 


Sheet  Letters. 


No.  of 
Test. 


Plate. 


Coven. 


Style  of  Joint. 


Nomioal  Thick* 
new. 


Plate.   CoTera. 


Size  of 
Rivets 

and 
Holes. 


Actual 
Thick 
nessof 
Plate. 


1385* 
1387 


1389 

i39ot 
X39X 

X39« 

'393 

»394+ 
«395 


H 
G 

D 
D 

C 
C 

C 
C 

D 
D 


L 
L 

M 
M 

G 
H 

L 
L 

I 
M 


L 
M 


M 
M 


G 

L 


L 

N 


M 
M 


inch. 


inch. 

i 
i 

i 

\ 

\ 
i 

\ 
\ 

i 


inch. 
Hand 
Hand 

Hand 
Hand 

Hand 
Hand 

Hand 
Hand 

Hand 
Hand 


inch. 
3«8 
36s 

38s 
386 


*  Teat  discontinued  after  passing  maximum  load, 
t  Test  discontinued  before  fracture  was  complete. 
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TABULATION  OP  RIVETED  JOINTS. 
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RIVETED  lOmiS-^OnUinued. 

Vl^KIYL-Continued. 

Sectional  Area 
of  Plate. 

Beurinsr 
Surface 

of 
Rivets. 

Shear. 

ing 
Area  of 
Rivets. 

Tensile 
Strength 
of  Plate, 

pounds 

Square 
fnch. 

Maximum  Stress  on  Joint  per 

Sq.  In. 

Bffici- 

ency  of 

Joint. 

Tension 

on  Gross 

Section  of 

Plate. 

Tension 

on  Net 

Section  of 

Plate. 

Compres- 
sion on 
Bearing 

Surface  of 
Rivets. 

Shear- 
ingon 
Rivets. 

Gross. 

Net. 

sq.in. 

sq.in. 

sq.  in. 

sq.  in. 

lbs. 

lbs. 

lbs. 

lbs. 

perct. 

5.a44 

3.036 

a. 908 

9.4*5 

56670 

37010 

68980 

879x0 

90S90 

65.3 

5.aos 

3.o»5 

3.190 

9-4a5 

53840 

36750 

68460 

87350 

S0300 

68.3 

5.77s 

3.465 

a. 3x0 

9.4a5 

53730 

37490 

08480 

937x0 

39970 

69.8 

5.790 

3.474 

8.3x6 

9.4«5 

37360 

08860 

93390 

3x890 

69.5 

4.881 

3.03X 

X.860 

7.854 

57870 

39000 

68010 

X02340 

34340 

67.4 

4.84X 

a.996 

X.845 

7.854 

395«> 

68880 

Z03690 

34360 

68.3 

S.X43 

3.973 

1.870 

7.854 

57870 

39840 

08500 

Z09540 

96080 

68.9 

S.xii 

3.asx 

1.860 

7.854 

40420 

08860 

ZXZ070 

363x0 

69.8 

5-555 

3.6a5 

X.930 

7.854 

53730 

39340 

00890 

xx3a40 

97830 

73.a 

5.496 

3.581 

1.9x5 

7.854 

40300 

01860 

X15660 

98300 

75.0 

Digitized  by 


Google 


S90  APPLIED  MECHANICS. 

SINGLE.RIVETED  BUTT-JOINTS.  STEEL  PLATE. 
DESCRIPTION   OF  TESTS  AND  DISCUSSION  OF  RESULTS. 

<'  The  following  tests  complete  a  series  of  two  hundred  and 
sixteen  single-riveted  butt-joints  in  steel  plates,  in  which  the 
thickness  of  the  plates  ranged  from  J''  to  f ',  and  the  size  of 
the  rivets  from  -^'^  to  i^''  diameter. 

The  plates  were  annealed  after  shearing  to  size,  the  edges 
apposite  the  joint  milled  to  the  finished  width ;  the  holes  were 
drilled  and  rivets  machine-driven.  Iron  rivets  were  used 
throughout,  except  in  some  of  the  f  joints. 

Tensile  tests  of  the  plates  and  rivet-metal,  together  with 
the  tests  of  the  joints  in  J"  and  f "  plate,  are  contained  in  the 
Report  of  Tests  of  1885,  Senate  Document  No.  36,  Forty-ninth 
Congress,  first  session. 

The  tests  herewith  presented  comprise  the  details  and  tab- 
ulation of  joints  in  \'\  f ",  and  f  thickness  of  plate,  a  portion 
of  which  were  tested  hot. 

The  gauged  length  in  which  elongations  and  sets  were 
measured  was  5";  2J"  each  side  of  the  centre  line  of  the  joint 

During  the  progress  of  testing  the  same  characteristics  were 
displayed  which  were  referred  to  in  the  previous  report.  The 
joints  were  very  rigid  under  the  early  loads.  This  rigidity  is 
overcome  by  loads  which  exceed  the  friction  between  the  plate 
and  covers,  after  which  the  stretching  proceeded  slowly  with 
some  fluctuations  till  elongation  of  the  metal  of  the  net  section 
became  general ;  the  metal  under  compression  in  front  of  the 
rivets  yielding,  also  the  rivets  themselves. 

The  behavior  of  joints  in  different  thicknesses  of  plate  is 
substantially  the  same,  and  an  examination  of  the  results  shows 
that  when  exposed  to  similar  conditions  the  strength  per  unit 
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of  fractured  metal  is  nearly  the  same,  whether  J''  or  f  plate  is 
used. 

It  will  not  be  understood  from  this,  however,  that  as  a  con- 
sequence the  same  efficiency  may  be  obtained  in  different 
thicknesses  of  plate  for  single-riveted  work,  because  it  will  be 
s«en  that  certain  essential  conditions  change  as  we  approach 
the  stronger  joints  in  different  thicknesses  of  plate. 

A  riveted  joint  of  the  maximum  efficiency  should  fracture 
the  plate  along  the  line  of  riveting,  for  it  is  clear  that  if  failure 
occurs  in  any  other  manner,  as  by  shearing  the  rivets  or  tear- 
ing out  the  plate  in  front  of  the  rivet-holes,  there  remains  an 
excess  of  strength  along  the  line  of  riveting,  or  in  other  words 
along  the  net  section  of  metal — if  in  a  single-riveted  joint — 
which  has  not  been  made  use  of ;  but  when  fracture  occurs 
along  the  net  section  an  excess  of  strength  in  other  directions 
is  immaterial. 

If  the  strength  per  unit  of  metal  of  the  net  section  was  con- 
stant, it  would  be  a  very  simple  matter  to  compute  the  effi- 
ciency of  any  joint,  as  it  would  merely  be  the  ratio  of  the  net 
to  the^gross^areas  of  the  plates. 

The  tenacity  of  the  net  section,  however,  varies,  and  this 
variation  extends  over  wide  limits. 

In  the  present  series  there  is  an  excess  in  strength  of  the 
net  section  over  the  strength  of  the  tensile  test-pieces  in  all 
joints. 

Special  tables  have  been  prepared  showing  this  behavior. 

The  efficiencies  shown  in  Table  No.  i  are  obtained  by  divid- 
ing the  tensile  stress  on  the  gross  area  of  plate  by  the  tensile 
strength  of  the  plate  as  represented  by  the  strength  of  the  ten- 
sile test-strip,  stating  the  values  in  per  cent  of  the  latter. 

Table  No.  2  exhibits  the  differences  between  the  efficien- 
cies of  the  joints  and  the  ratios  of  net  to  gross  areas  of  plate. 
If  the  tenacity  of  net  section  remained  constant  per  unit  of 
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area,  the  efficiencies  in  Table  No.  i  would,  as  above  explained, 
be  identical  with  the  ratios  of  net  to  gross  areas  of  plate,  and 
the  values  in  this  table  reduced  to  zero. 

Table  No.  3  shows  the  excess  in  strength  of  the  net  section 
of  the  joint  over  the  strength  of  the  tensile  test-strip  in  per 
cent  of  the  latter.  • 

Table  No.  4  exhibits  the  compression  on  the  bearing-surface 
of  the  rivets  in  connection  with  the  excess  in  tensile  strength 
of  the  net  section  of  plate. 

Table  No.  i  is  valuable  in  showing  at  once  the  value  of 
different  joints  wherein  the  pitch  of  the  rivets  and  their  diame- 
ters vary. 

It  is  seen  there  is  considerable  latitude  allowed  in  the  choice 
of  rivets  and  pitch  without  materially  changing  the  efficiency 
of  the  joint ;  thus  in  J''  plate, 

f  rivets  (driven),  \\"  pitch,  72.4  per  cent  efficiency, 
%"  rivets  (driven),  2\"  pitch,  73.3  per  cent  efficiency, 
\"  rivets  (driven),  2I"  pitch,  71.5  per  cent  efficiency, 
i"  rivets  (driven),  2^"  pitch,  70.3  per  cent  efficiency, 
i"  rivets  (driven),  2J"  pitch,  73.8  per  cent  efficiency, 

give  nearly  the  same  results. 

In  these  examples  the  ratios  of  net  to  gross  areas  of  plate 
range  from  60  to  (>j  per  cent,  while  the  rivet-areas  range  from 
.3067  square  inch  to  .7854  square  inch.  The  actual  areas  of 
net  sections  of  plate  and  rivets  are  as  follows : 


Rivets. 
Plate  . 


I"  riyets. 


tq.  in. 
.3067 
1.486 


I"  rivets. 


sq.  in. 
.4418 

2.207 


I"  rivets. 


sq.  in. 
.6013 

2.232 


x"  rivets. 


sq.  in 

.7854 
[  2.259 
[  2.319 
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The  areas  of  the  rivets  stand  to  each  other  as  the  following 
numbers : 

196  256 


100 


144 


and  the  net  areas  of  the  plate  to  each  other  as 

100  149  150  {J5| 

From  these  illustrations  it  appears  that  to  attain  the  same 
degree  of  efficiency  in  this  quality  of.  metal,  although  that 
efficiency  is  probably  not  the  highest  attainable,  a  fixed  ratio 
between  rivet  metal  and  net  section  of  plate  is  not  essential. 

In  J''  plate  with  f  rivets  the  efficiencies  of  the  joints  tested 
cold  are  nearly  constant  over  the  range  of  pitches  tested. 

The  efficiencies  and  the  ratio  of  net  to  gross  areas  of  plate 
are  as  follows : 


Pitch. 

If 

a" 

4" 

A" 

Efficiency.    .     .     . 
Ratio  of  areas  .     . 

per  cent. 
64.5 
53.4 

per  cent. 
66.3 
56.3 

percent 
66.3 
58.9 

per  cent. 

66.4 
61. 1 

In  this  we  have  illustrated  a  case  which,  in  passing  from 
the  widest  pitch,  having  61.1  per  cent  of  the  solid  plate  left,  to 
the  narrowest  pitch,  which  had  53.4  per  cent  of  the  solid  plate, 
the  gain  or  excess  in  strength  in  the  net  section  almost  exactly 
compensated  for  the  loss  of  metal. 

In  Table  No.  3  the  average  of  all  the  joints  shows  the  high- 
est per  cent  of  excess  of  strength  in  the  narrowest  pitch,  and  a 
tendency  to  lose  this  excess  as  the  pitch  increases. 

Tests  of  detached  grooved  specimens  show  the  same  kind 
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of  behavior,  but  as  they  are  not  subject  to  all  the  conditions 
found  in  a  joint,  the  analogy  does  not  extend  very  far. 

The  maximum  gain  in  strength  on  the  net  section,  not  for 
the  time  being  regarding  the  hot  joints,  and  disregarding  the 
exceptionally  high  value  of  joint  No.  1339,  \"  plate,  was  21.2 
per  cent,  the  minimum  value  2.5  per  cent  of  the  tensile  test- 
strip.  In  other  forms  of  joints,  and  with  punched  holes  in  both 
iron  and  steel  plate,  illustrations  are  numerous  in  which  there 
have  been  large  deficiencies,  the  metal  of  the  net  section  fall- 
ing far  below  the  strength  of  the  plate. 

It  is  believed  to  have  been  amply  shown  that  increasing 
the  net  width  diminishes  the  apparent  tenacity  of  the  plate, 
although  other  influences  may  tend  to  counteract  this  tendency 
in  some  joints. 

In  order  to  compare  the  excess  in  strength  of  one  thickness 
of  plate  with  another  having  the  same  net  widths,  we  have  the 
following  table,  rejecting  those  joints  that  failed  otherwise 
than  along  the  line  of  riveting  in  making  these  averages :— 


Width  of  pUte  between  rivet-holes. 

Thickness  of  Plate. 

x" 

14/' 

^\" 

i|" 

«*" 

If" 

x|" 

A" 

a" 

P.ct. 

P.ct. 

P.ct. 

P.ct 

P.ct. 

P.ct. 

P.ct. 

P.ct, 

P.ct 

r 

16.7 

X9.6 

IX. 4 

X9.0 

«3.4 

8.9 

x«.5 

13- X 

X0.6 

r' 

18.4 

«3-7 

X3.7 

X3-5 

X4.« 

X9.9 

9.0 

X3.6 

.r 

16.7 

U-3 

9.3 

10.7 

9.x 

8.8 

8.9 

xa.9 

r 

X7.7 

x6,3 

X4.« 

X4$ 

T4.6 

19.7 

9.9 

9.8 

r 

Af«n««  of  all  tUck. 

".4 

»S« 

«3.8 

14.  t 

7.« 

X1.8 

xo.o 

10.x 

3.5 

nesses    

x6.a 

»4.4 

ia.3 

19.9 

XX. 9 

XI. 0 

9-7 

XI. 8 

7.0 

The  excess  fn  strength  is  generally  well  maintained  in  each 
of  the  several  thicknesses,  and  were  it  possible  to  retain  the 
same  ratio  of  net  to  gross  areas  of  plate,  and  at  the  same  time 
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equal  net  widths  between  rivets,  it  would  seem  from  this  point 
of  view  feasible  to  obtain  the  same  degree  of  efficiency  in  thick 
as  in  thin  plates. 

The  following  causes,  however,  tend  to  prevent  such  a  con- 
summation. 

For  equal  net  widths  thick  plates  require  larger  rivets  to 
avoid  shearing  than  thin  ones,  the  diameters  of  the  rivets  being 
somewhat  increased  for  this  cause,  and  again  because  it  has 
become  necessary  to  increase  the  metal  of  the  net  section  in 
order  to  retain  a  suitable  ratio  of  net  to  gross  areas  of  plate. 

There  results  from  these  considerations  such  an  increase  in 
net  width  of  plate  that  the  excess  in  strength  displayed  by 
narrower  sections  is  lost,  and  consequently  the  result  is  a  joint 
of  lower  efficiency. 

The  data  relating  to  the  influence  of  compression  on  the 
bearing-surface  of  the  rivets,  on  the  tensile  strength  of  the 
plate,  as  shown  by  Table  No,  4  are  more  or  less  conflicting. 
However,  in  the  J''  plate,  in  which  the  most  intense  pressures 
are  found,  there  is  seen  a  pronounced  increase  in  tensile  strength 
as  the  pressures  diminish  in  intensity. 

It  is  probable  that  the  effects  of  intense  compression  would 
be  more  conspicuous  in  a  less  ductile  metal,  or  one  in  which 
the  ductility  had  been  impaired  by  punched  holes  or  otherwise. 

A  number  of  joints  were  tested  at  temperatures  ranging 
between  200®  and  700°  Fahr. 

The  heating  was  done  after  the  joints  were  in  position  for 
testing,  by  means  of  Bunsen  burners,  arranged  in  a  row  par- 
allel to  and  under  the  line  of  riveting. 

The  temperature  was  determined  with  a  mercurial  ther- 
mometer,  the  bulb  of  which  was  immersed  in  a  bath  of  oil, 
contained  in  a  pocket  drilled  in  the  middle  rivet  of  the  joint. 

When  at  the  required  temperature  the  thermometer  was 
removed  from  the  joint,  a  dowel  was  driven  into  the  pocket  to 
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compensate  for  the  metal  of  the  rivet  which  had  been  removed 
by  the  drill,  and  then  loads  applied  and  gradually  increased  up 
to  the  time  of  rupture. 

Three  joints,  Nos.  1423,  1426,  and  1430,  were  tested  with- 
out dowels  in  the  oil-pockets. 

The  method  of  heating  was  to  raise  the  temperature  of  the 
joint,  as  shown  by  the  thermometer,  a  few  degrees  above  the 
temperature  at  which  the  test  was  made,  shut  off  the  gas- 
burners,  and  allow  the  temperature  to  fall  to  the  required  limit. 
The  temperature  fell  slowly,  draughts  of  cold  air  being  excluded 
from  the  under  side  of  the  joint  by  the  hood  which  covered 
the  gas-burners ;  the  upper  side  and  edges  of  the  joint  were 
covered  with  fine  dry  coal-ashes. 

The  results  show  an  increase  in  tensile  strength  when  heated 
over  the  duplicate  cold  joints  at  each  temperature  except  200"* 
Fahr. 

From  200°  there  was  a  gain  in  strength  up  to  300**,  when 
the  resistance  fell  off  some  at  350**,  increased  again  at  400^  and 
reached  the  maximum  effect  observed  at  500°  Fahr. ;  from  this 
point  the  strength  fell  rapidly  at  600**  and  700®. 

In  per  cent  of  the  cold  joint  there  was  a  loss  at  200"*  of  3.2 
per  cent,  the  average  of  three  joints ;  at  500**  the  gain  was  22.6 
per  cent,  the  average  of  four  joints.  The  maximum  and  mini- 
mum joints  at  this  temperature  showed  gains  of  27.6  per  cent, 
and  18.3  per  cent,  respectively. 

The  highest  tensile  strength  on  the  net  section  of  plate  was 
found  in  joint  No.  1433,  tested  at  500°  Fahr.,  where  81050 
pounds  per  square  inch  was  reached  against  a  strength  of  58000 
pounds  per  square  inch  in  the  cold  tensile  test-strip. 

The  hot  joints  showed  less  ductility  than  the  cold  ones^ 
those  tested  at  200**  Fahr.  not  being  exempt  from  this  behav- 
ior, although  there  was  no  near  approach  to  brittleness  in  any. 

Three  joints,   Nos.    141 8,  1420,  and    1424,  were  heated; 
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strained  when  hot  with  loads  exceeding  the  ultimate  strength 
of  their  duplicate  cold  joints;  the  loads  were  released,  and 
after  having  cooled  to  the  temperature  of  the  testing-room 
(No.  1424  cooled  to  150°  Fahr.)  were  tested  to  rupture,  and 
were  found  to  have  retained  substantially  the  strength  due 
their  temperature  when  hot. 

In  order  to  ascertain  that  the  time  intervening  between  hot 
straining  and  final  rupture  did  not  contribute  towards  the  ele- 
vation in  strength,  joint  No.  1434  was  strained  in  a  similar 
manner  with  a  load  approaching  rupture,  after  which  a  period 
of  rest  was  allowed  and  then  ruptured  without  material  gain 
in  strength. 

A  peculiarity  of  the  joints  fractured  at  400®  and  higher  tem- 
peratures was  the  comparatively  smooth  surface  of  the  frac- 
tured sections,  and  which  took  place  in  planes  making  angles 
of  about  50°  with  the  rolled  surface  of  the  plate. 

The  shearing-strength  of  the  iron  rivets  was  also  increased 
by  an  elevation  of  temperature. 

The  rivets  in  joint  No.  1410  at  the  temperature  of  350** 
sheared  at  43060  pounds  per  square  inch,  while  in  the  dupli- 
cate cold  joint  No.  141 1  they  sheared  at  38530  pounds  per 
square  inch,  and  the  rivets  in  joint  No.  1398  at  300**  Fahr. 
were  loaded  with  46820  pounds  per  square  inch  and  did  not 
shear. 

Other  examples,  where  some  of  the  rivets  sheared  and  the 
plate  fractured  in  part,  showed  corresponding  gains  in  shearing- 
strength. 

The  almost  entire  absence  of  granular  fractures  in  these 
tests  is  a  feature  too  important  to  pass  by  without  special  men- 
tion." 
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TABULATION  OF   SINGLE- 


STEEL  PLATS. 


Sheet  Letters. 


No.  of 
Test. 


Plate. 


Coyeis. 


Style  of  Joint. 


Nominal  Thick* 


Plate.   Covers. 


Size  of 
Rivets 

and 
Holes. 


Actnal 
Thick. 
nessof 
Plate. 


«396 
«397 


1398 
Z399 


1401 


1403 


UPS 


X406 

1407 


X408 

X409 


14x0 
X4XX 


R 
R 


R 

R 


R 

R 


R 
R 


R 
R 


T 
T 


T 
T 


R 
R 


R 
R 


R 
S 


R 

R 


R 

S 


0 
Q 


o 
o 


R 
R 


R 
R 


R 
T 


R 
R 


R 
S 


Q 


o 
o 


inch. 


A 


A 
A 


A 


A 
A 


A 
A 


A 
A 


A 
A 


inch. 

Hand* 
Handi 


Handi 
Hand  I 


Handf 
Handf 


Hand  I 
Hand  I 


HuKlf 
Haadf 


Hand! 
HaAdI 


Hand  I 
Handf 


Hand  I 
Hand  I 


inch. 

.481 
.4*4 


.484 
.483 


.486 
.483 


.481 
.486 


.486 
.48; 


.470 
.4T« 


.486 
.48> 


.481 
.485 
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STBBL  PL1.TB. 


Sectional 

Area 
of  Plate 

BeariD^ 
Surface 

of 
RiTeti. 

Sbev- 

tnj; 
Arcaol 

Tensile 
StTen^h 
of  Plate 

per 

Square 

Inch. 

Majtimum  Stren  on  Joint  per 

Sq.In, 

0 

u 

u  0 

1- 

Eel 

Tenaion 

on  Gross 

Section  ol 

Plate. 

Ten«ion 

fjn  Net 

Section  of 

Fiate, 

Com  prefix 
^^^ofl  on 
bearing 

Surfact  of 
RivctR. 

Shear- 
itie  on 
Riveti. 

Gtttit 

Net. 

tq.In. 

*q.in. 

sq.  In. 

«l.lll. 

Ibi, 

IbA. 

Iba. 

lb*. 

Ibi. 

porcf. 

S051 

3.886 

3.X65 

5.301 

57180 

37750 

66070 

88080 

35970 

(A.x 

300 

S.082 

a.904 

a.x78 

5.301 

57x80 

38980 

68220 

90960 

37370 

68.x 

... 

5-445 

3.a67 

3.X78 

5.30X 

57x80 

45560 

76060 

XX3960 

46830 

79  6 

300 

5-439 

3.t66 

a.  173 

5301 

57x80 

39360 

66400 

98390 

40290 

68.6 

... 

5.84a 

3  655 

3.187 

5.30X 

57x80 

37000 

69140 

98830 

40770 

64.7 

5.796 

3.6aa 

3.174 

5-30I 

57x80 

39480 

.68080 

X05X00 

43x00 

68.9 

350 

5.416 

a.891 

a.5a5 

7.316 

57x80 

36890 

69110 

79»3o 

37690 

64.5 

5-477 

9.936 

5  55« 

7.3x6 

57x80 

38250 

71600 

8x730 

39030 

66.9 

350 

5.83a 

3.281 

a.55x 

7.3x6 

57x80 

379x0 

67S80 

86670 

30640 

66.3 

5.854 

3.397 

a.  557 

7.3x6 

57x80 

43730 

77660 

X0OX3O 

35480 

76.4 

300 

5.997 

3-599 

3.468 

7.316 

59050 

44790 

76110 

X0883O 

37330 

76.0 

400 

6.0x0 

3.537 

a.  473 

7.3x6 

59050 

393x0 

66680 

953x0 

3*660 

66.3 

... 

6.56X 

4.0x0 

a.55x 

7.316 

60000 

39850 

66210 

X0350O 

36330 

66.4 

6.5xa 

3.98a 

3.530 

7.3x6 

60000 

466x0 

76220 

X19980 

42060 

77.6 

500 

6.859 

4-334 

a.5a5 

7.3x6 

(Saooo 

45300 

7x690 

X33050 

48060 

75.5 

350 

6.9x6 

14.370 

a.546 

7.3x6 

60000 

40050 

63390 

X08800 

88680 

66.7 

... 

Digitized  by 


Google 
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APPLIED  MECHANICS. 


TABULATION  OF  SINGLE- 


Digitized  by 


Google 


TABULATION  OF  RIVETED  JOINTS. 


6oi 


RIVETED   BUTT-JOINTS— GwfA««/^. 

STEEL  Vl.KI'S^-Ccniinntd, 


Sectional 

Area 
of  Plate. 

Bearing 
Surface 

of 
Rivets. 

Shear- 
ing 
Area  of 
Rivets. 

Tensile 
Strength 
of  PlSte 

Square 
Inch. 

Maximum  Stress  00 

L  Joint  per 

Sq.In. 

111 
m. 

Tension 

on  Gross 

Section  of 

Plate. 

Tension 

on  Net 

Section  of 

Plate. 

Compres- 
sion on 
Bearing 
Surface 

of  Rivets. 

Shear- 
ing on 
Riveu. 

Grosa 

Net. 

sq.in. 

sq.in. 

sq.in. 

sq.  in. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

perct. 

5.813 
S-77a 

9.909 
9.886 

9.904 
9.886 

9.4»5 
9.4*5 

57x80^ 
57x80 

35990 
34390 

71770 
68780 

7x900 
68780 

S9150 
9x060 

69.8 
60.x 

950 

6.093 
S.967 

3.X9* 
3.X59 

9.839 
9.808 

9485 
9.4*5 

59050 
59050 

35000 
40950 

66080 
76060 

74430 
85540 

99360 
95480 

59* 
68.1 

300 

6.3^7 
6.5x9 

3.5x9 
3.690 

9.808 
9.899 

9-4a5 
9.4*5 

59030 
60000 

34660 
36950 

62620 
66480 

78090 
83990 

93x60 
•5530 

fo.3 
6X.5 

900 

6.859 
6.883 

3-973 
3.991 

9.886 
9.899 

9.4*5 
9.4«5 

60000 

437x0 
38790 

76460 
66770 

103880 
99150 

31810 
98970 

7«.8 
64.5 

(*) 

• 

7.194 
7.a45 

4.390 
4.347 

9.874 
9.898 

9-4«5 
94*5 

58000 
58000 

44840 

38740 

74670 
64670 

1x9950 
96850 

34*30 
99780 

77.3 
66.9 

(t) 

6.167 
6.9ao 

3.899 
3.855 

a. 345 
•365 

7.854 
7.854 

59050 
59050 

39730 
454*0 

64110 
76260 

X04490 
1x9450 

31900 
65840 

67.* 
76.9 

400 

6.660 
6.639 

4.340 
4.9x7 

9.490 
9.415 

7.854 
7.854 

00000 

48950 
40600 

76890 

137XXO 
11x490 

41610 

34*80 

81.5 
67.6 

i%) 

*  strained  while  at  the  temperature  of  400**  Fahr.  and  allowed  to  cool  before  rupture. 
f  Strained  while  at  the  temperature  of  500*  Fahr.  and  allowed  to  cool  before  rupture. 
t  Strained  while  at  the  temperature  of  500"  Fahr.,  then  cooled  to  150"  Fahr.  and  ruptured. 


Digitized  by 


Google 


6o2 


APPLIED  MECHANICS. 


TABULATION   OF   SINGLE- 


Sheet  Letten. 


No.of 


Plate. 


Coven. 


Style  of  Joint. 


Noakinal  Thick- 
nets. 


Plftte. 


CoTen, 


Sixeof 
RiTeu 

and 
Holes. 


Actual 
Thick- 
ness of 
Plate. 


X4a6 
14*7 


1438 
1439 


1430 
M3« 


M3a 
«433 


M34 
X43S 


1436 
»437 


»438 
'439 


S 
R 


T 
S 


U 
U 


U 
U 


R 
S 


T 
T 


U 
U 


0 

o 


o 
o 


P 
P 


o 
o 


p 
p 


0 
0 


o 
o 


p 
p 


0 

S 


o 
o 


p 
p 


inch. 


inch. 


A 


A 
A 


A 
A 


A 
A 


A 
A 


inch. 


pandit 
Aand  x\ 


Aandxi 
AandxJ 


Aandxi 
AandiJ 


^andii 
A  and  x\ 


^andii 
^andii 


Aandxi 
Aandxi 


Aandii 
A*ndi» 


mch. 


.474 
.475 


.479 
.465 


.4ft4 
■483 


.481 


.47a 
.475 


.4b 

.482 


.4*4 
.405 


Digitized  by 


Google 


TABULATION  OP  RIVETED  JOINTS. 


603 


RIVETED  BUTT-JOINTS— Cwi/iii^^^. 

STBBL  PLATB-Tm/^mm^. 


Sectional 

Area  of 

Plate. 

Bearing 
Surface 

of 
RiTets. 

» 

Shear- 
ing 
Area  of 
RivetB. 

TenaOe 
Strength 
of  Plate 

^nX 

Maximum  Stress  on  Joint  per 

Sq.In. 

"S 
H 

ll 

Tension 

on  Gross 

Section  of 

Plate. 

Tension 
on  Net 

Section  of 
Plate. 

Compres- 
sion on 
Bearing 

Surfaceof 
RiveU. 

Shears 
ingon 
Rivets. 

Gitm 

Net. 

«!.to. 

■q.in. 

•q.in. 

•q.in. 

llM. 

Ihs. 

lbs. 

lbs. 

lbs. 

perct. 

6.<^53 

a.«S3 

3.aoo 

sx.9d6 

59050 

35070 

74410 

66340 

1863D 

59.3 

300 

6.04a 

a.836 

3.906 

it.9fl8 

59050 

30490 

64810 

57330 

15410 

5«.5 

... 

6.471 

3.«38 

3.833 

n.988 

6»oo 

40330 

80680 

80730 

8x88d 

67.3 

350 

t,vfi 

3.X39 

3.»39 

XX.938 

59050 

334«> 

66840 

66840 

17590 

56.5 

... 

6.897 

3.6« 

3-"77 

X1.986 

58000 

36390 

66160 

76590 

8x040 

6».7 

700 

6.89. 

3.63a 

3.a6o 

11.986 

58000 

33660 

68870 

7x260 

19450 

58.0 

... 

7.»70 

4.e43 

S-at7 

11.986 

58000 

36140^ 

66000 

81430 

83030 

63.3 

7.»15 

3.968 

3.a47 

TX.988 

58000 

44490 

81060 

99040 

36960 

76.7 

500 

6.X93 

3.538 

•.6SS 

9-940 

59<>50 

36670 

64190 

85540 

33850 

6a.o 

6.s3a 

3.560 

•.673 

9.940 

59050 

36300 

68870 

84430 

33690 

6X.3 

... 

6.63a 

3.9ax 

a.711 

9.940 

60000 

48430 

71610 

XP3580 

38330 

70.5 

Soo 

6.633 

3.9ai 

a. 711 

9.940 

60000 

387*> 

66440 

94730 

35840 

64.5 

... 

6.965 

4.243 

a.  783 

9.940 

58000 

46630 

76560 

XX9330 

33680 

80.3 

500 

6.974 

4.346 

a.738 

9.940 

58000 

38900 

68890 

99400 

37390 

67.0 
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6o4 


APPLIED  MECHANICS. 


TABULATION  OF  SINGLE- 
STBBL  PLATK-'C4MiimM4d, 


Sheet  Letten. 


No.  of 
Test.  - 


PUte. 


Coven. 


Style  of  Joint 


Nominal  Thick- 
neas. 


PUte. 


Coven. 


Sixeof 
Riveu 

and 
Holes. 


Actual 
Thick- 


«443 


1444 
1445 


1446 
«447 


Z448 
M49 


1450 
X4S« 


X45a 
«453 


U 

u 


u 
u 


V 
V 


V 
V 


V 
V 


w 
w 


V 

V 


p 
p 


p 
p 


B 
B 


B 

B 


B 
B 


F 
G 


B 

B 


inch. 


P 
P 


P 
P 


B 
B 


B 
B 


B 
B 


G 
G 


B 
B 


^mmm 


inch. 


A 


A 
A 


inch. 


i^  and  s^ 
i^andzi 


i^andii 
i^andzi 


Handf 
Handf 


Handl 
Hmndf 


HudI 
Handl 


Hand  I 
Hand  I 


inch. 


.48« 
.483 


.483 
.484 


.6si 
.6h 


.616 
.614 


.6«x 


.6to 
.6tt 


.630 


Digitized  by 


Google 


TABULATION  OF  RIVETED  JOINTS. 


60  f> 


RIVETED  BUTT-JOINTS— CV?«/i»ii/i 

STEEL  PLATE— C4Mr//««#i/. 


Sectional 

Area 
of  Plate. 

Bearing 
Surface 

of 
Rivets. 

Shear- 
ing 
Area  of 
Rivets. 

Tensile 
Strength 
ul  I'late 

Square 
Inch. 

Maximum  Stress  on  Joint  per 

Sq.  In. 

'u.S 

SI'S 

Tension 
on  Gross 
Section 
of  Plate. 

Tension 

on  Net 

Section 

of  Plate. 

Compres- 
sion on 
Bearing 
Surface 

of  Rivets. 

Shear- 
ing on 
Rivets. 

Gnm 

Net. 

sq.in. 

sq.in. 

sq.  in. 

sq.in. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

perct 

7.ay> 

4.5x9 

9.711 

9.940 

58000 

39x80 

68690 

104500 

98500 

67.5 

900 

7.850 

4.5*8 

9.799 

9.940 

58000 

40630 

66060 

108290 

29630 

70.0 

... 

7.564 

4.837 

9.717 

9.940 

574x0 

38570 

60450 

107610 

894x0 

67.2 

7.565 

4.843 

9.799 

9.940 

574x0 

39x60 

61170 

108880 

99800 

68.9 

... 

6.986 

3.7*6 

3.a«o 

7.916 

55000 

33750 

68280 

72330 

32670 

60.1 

7.oao 

3.744 

3.976 

7.916 

55000 

34530 

64740 

74000 

33590 

62.7 

... 

7.39a 

4.158 

3234 

7.9x6 

55000 

36760 

66840 

84010 

87660 

66.0 

7.488 

4.912 

3.276 

7.916 

55000 

35x20 

62440 

8o98o 

36440 

63.8 

... 

7.918 

4.658 

3.260 

7.916 

55000 

4x930 

71270 

101840 

46010 

76.2 

300 

7.956 

4.680 

3.976 

7.916 

55000 

36800 

62660 

,  89370 

40570 

66.9 

... 

8.941 

5.039 

3.209 

7.916 

57290 

39320 

64290 

101180 

44900 

68.6 

400 

8.849 

5.042 

3.907 

7.9.6 

57290 

36850 

60290 

94790 

42130 

64.3 

600 

7.488 

3.744 

3.744 

9.425 

55000 

32080 

64160 

64150 

25480 

58.3 

7.440 

3.7ao 

3.720 

9.425 

55000 

32060 

64110 

64110 

25300 

58.3 
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APPLIED  MECHANICS. 


TABULATION  OF  SINGLE- 


No.  of 
Test. 


Sheet  Letten. 


Plate. 

Cov 

V 

B 

V 

B 

W 

G 

W 

G 

W 

I 

W 

H 

X 

I 

X 

J 

V 

F 

w 

F 

1 
1 

V 

B 

V 

D 

w 

G 

w 

NA" 

Style  of  Joint. 


Nominal  Thick- 


Plat 


Covers. 


Siseof 
Rivets 

and 
Hoks. 


Actual 
Thiclc- 
Bess  of 
Plate. 


H54 
X455 


X456 
X4S7 


MS8 
«459 


Z460 
1461 


Z463 
1463 


1464 
1465 


1466 
1467 


B 
B 


F 
G 


I 
H 


F 
F 


B 
B 


G 
G 


inch. 


inch. 


Hand  I 
«and« 


Hand  I 
Handz 


Handz 
Handz 


Handz 
Hand  z 


Handz 
Handz 


z^and  z^ 
z^and  z^ 


z^andz^ 
z^and  z^ 


inch. 


.6«2 

.6x8 


.611 
.611 


.6x0 
.608 


.6x7 
.6x8 


.630 
.608 


.fa4 
.6«3 


.613 
.606 


Digitized  by 


Google 


TABULATION  OF  RIVETRD  fOTNTS. 


607 


RIVETED  B\JTt']Ol^TS^ConHnued, 


Sectional 

Area 
of  Plate. 

Bearinff 
Surface 

of 
Rirets. 

Shnr. 

inff 
Arotof 
Rivets. 

TensUe 
Strength 
of  Plate 

Square 
Inch. 

Maximum  Stress  os 

Joint  per 

Sq.in. 

'S 

^8 

Pi 
m 

T«sion 

on  Gross 

Section  of 

PUte. 

Tension 

on  Net 

Section  of 

Plate. 

Compres- 
sion on 
Bearing 
Surface 

of  RiveU. 

Shear- 
ing on 
Rivets. 

GlOiiL 

Net. 

sq.in. 

aq.  in. 

sq.in. 

sq.  in. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

perct. 

7.93X 
7.Sft> 

4.X99 
4.179 

3.73a 
3.708 

9.4»5 
9.4*5 

55000 
55000 

34«*o 
34000 

64440 
•4980 

7*5x0 
73350 

387x0 
3S430 

60.0 
6x.8 

... 

8.a6a 
8.349 

4.590 
4.583 

3.67* 
3.666 

9.4a5 
9.495 

57*90 
57*90 

36490 
36c«> 

66080 
04860 

8axxo 
8x040 

3*000 
3x5*0 

63.6 
68.8 

... 

8.66a 
8.664 

S.ooa 
5.0x6 

3.660 
3.648 

9'4as 
9.4»5 

57*90 
57*90 

377*0 
37540 

06810 
04860 

89360 
89x70 

38490 
345x0 

65.8 
65.S 

9.a55 
9.a8a 

5-553 
5.574 

3.7M 
3.708 

9.4a5 
9.4*5 

55940 
55940 

373DO 
37000 

09160 
61610 

93*50 
9*63o 

10060 
60440 

66.6 
66.Z 

... 

8..S9 
7.965 

5.109 
4.925 

3.150 
3.040 

7.854 
7.854 

55000 

57*90 

35780 
36960 

57840 
59770 

93810 
96840 

67690 
67600 

65.0 
64.5 

... 

7.950 
7.949 

3.738 
3.744 

4.«a 
4.ao5 

XI.9S8 
XX.938 

55000 
55000 

3109c 
31090 

00160 
00020 

58690 

58780 

30790 

56.5 
56.5 

... 

8..69 
8.i«i 

4.«3« 
4.090 

4.138 
4.09« 

XX.9S8 
XX.938 

57*90 
55940 

33»SO 
33*40 

00660 
00260 

66340 

66340 

33980 

57-8 
58.0 

... 

Digitized  by 


Google 


6o8 


APPLIED  MECHANICS, 


TABULATION  OF   SINGLE- 
STBEL  PLATE— C^«/rii*r</. 


No.of 
Test. 


1468 
1469 


1470 
X471 


147a 
»473 


Sheet  Letters. 


Plate. 


W 
W 


X 
X 


V 

w 


Coyen. 


1474 

W 

»47S 

W 

X476 

w 

M77 

w 

1478 

X 

1479 

X 

1480 

G 

148X 

H 

H 

I 


K 

F 


H 
G 


B 

B 


I 

NA" 


B 
B 


Nominal  Thick- 


Style  of  Joint. 


Plate. 


Covers. 


inch. 


inch. 


Size  of 

Rivets 

and 

Holes. 


inch. 


x^and  \\ 
x^and  \\ 


i^andxl 
x^and  \\ 


I A  and  %^ 
I A  and  It 


t^and  \\ 
x^and  \\ 


I A  and  z\ 
x^and  \\ 


X  A  and  \\ 

x^and  \\ 


i^andx^ 
x^andit 


Actual 
Thick- 
ness of 
Plate. 


inch. 


•6«3 
.609 


.619 
.616 


.6^ 
.609 


.609 
.6so 


.6x0 
.609 


.616 
.683 


•fes 

.6ti 


Digitized  by 


Google 


TABULATION  OP  RIVETED  JOINTS. 


609 


RIVETED  BUTT-JOINTS— Ciwiiiifw^. 

STRBL  PhATK-'CifMiiMMid. 


Sectional 

Area 
of  Plate. 

feving 
Surface 

of 
Rivets. 

Shew- 
ing 
ArwTof 
Rivets. 

Tensile 
Strength 
of  Plate 

Maximum  Stress  on  Joint  per  Sq.  In. 

'S    • 

oS 

ill 

m 

Tension 

on  Gross 

Section  of 

Plate. 

Tension 
on  Net 

Section  of 
Plate. 

Compies- 
sion  on 
Bearing 

Surface  of 
Rivets. 

Shear- 
ing on 
Riveu. 

Gkmi 

Net. 

•q.ln. 

•q.in. 

sq.  in. 

sq.ln. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

perct. 

8.735 
8.690 

4597 
4.579 

4..3. 

4.III 

11.9S8 
11.9S8 

57990 
57a9o 

34*60 

34790 

MHO 
€80S0 

79330 
73540 

95090 

95350 

59.8 
60.7 

... 

9.»«5 
9.340 

5.107 
5.o8« 

4.178 
4.158 

11.998 
11.998 

55940 
55940 

34980 
,   34770 

61600 
66880 

77740 

97930 
a6930 

6«.5 
69.1 

... 

8.939 
7.978 

4.706 

4.5Sa 

3.533 

3.4«6 

9.940 
9.940 

55000 

57390 

36350 
37100 

66640 
66080 

84770 
86400 

30130 
99780 

66.1 
64.7 

... 

8.3& 
8.381 

4.936 
4.950 

3.4*6 
3.431 

9.940 
9.940 

57*90 
57*90 

38150 
38190 

64640 

93110 
931*0 

3*090 

39140 

66.5 
66.5 

... 

8.833 
8.739 

5.40a 
5.3x3 

3.431 
3.436 

9.940 
9.940 

57*90 
57*90 

38690 
38x80 

66140 
68860 

99410 
97430 

34310 
33580 

67.4 
66.6 

... 

9.940 
9.345 

5-775 
5.841 

3.465 
3.504 

9.940 
9.940 

55940 
55940 

38480 
38410 

61670 
61460 

100030 
100440 

66770 

36110 

68.7 
68.6 

... 

7.813 
7.763 

5.000 

4.968 

a.813 
•795 

7.959 
7.95a 

5SOOO 
55000 

37340 
38440 

58360 
00060 

103730 
106760 

66600 
67680 

67.9 
69.9 

... 

Digitized  by 


Google 


6io 


APPLIED  MECHANICS, 


TABULATION  OF  SINGLE- 
STBBL  PLATE— C^mHuurd. 


Sheet  Letten. 


No.of 
Test.  - 


Plate. 


1483 
M«3 


1484 
1485 


i486 
1487 


1488 
1489 


1490 
149K 


1493 
»493 


X494 
H9S 


CoTCfB. 


K 


K 

P 


L 
L 


N 

O 


K 

P 


M 
M 


N 

O 


K 
K 


K 

P 


M 
M 


N 
N 


L 

M 


O 
O 


Style  of  Joint. 


Nominal  Thick- 
ness. 


Plate.    Covers 


inch. 


inch. 


A 
A 


A 

A 


A 
A 


A 
A 


A 
A 


Size  of 
Rivets 

and 
Holes. 


inch. 


Hsnd 
Hand 


Hand 


Uana 
Hand 


Hand 
Hand 


x^and 
I A  and 


x^and 
t^and 


X A  and  ij 

x^andi^ 


I 


Aetna! 
Thick- 
nessof 
Plate. 


jnch. 


.736 
.757 


•74« 
.76. 


.749 


.745 
.735 


.7«3 
.75a 


.736 
.754 


.7& 
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Google 
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6ll 


RIVETED   BUTT-JOINTS— a»A««^^. 

STEEL  PLATE^Cifniinued. 


SecUonal 

Area 
of  Plate 

Bearing 
Surface 

of 
Riveu. 

Shear- 
ing 
Area  of 
Rivets. 

Tensile 
Strength 
of  Plate 

Square 
Inch. 

Maximum  Stress  on  Joint  per  Sq.  In. 

It 

If 

ill 
m 

Tension 

on  Gross 

Section  of 

Plate. 

Tension 
on  Net 

Section  of 
Plate. 

Compres- 
Rion  on 
Bearing 
Surface 

of  Rivets. 

Shear- 
inflron 
Rivets. 

Gran. 

Net. 

8q.in. 

aq.  in. 

sq.  in. 

•q.in. 

Ibe. 

Ibt. 

lbs. 

lbs. 

lbs. 

perct. 

8.847 
9.099 

4.431 
4  557 

4.416 
4.54a 

9.425 
9.425 

59000 

59000 

3«990 
31980 

6S870 
68860 

64090 
64070 

30030 
30870 

54.2 
54-2 

... 

9-475 
9-7«3 

5<»3 
S.151 

4.45» 
4.573 

9.425 
9425 

59000 
59000 

34440 
34700 

64960 
67S40 

73290 
73790 

34620 
86800 

58.3 
S8.8 

... 

lo.xzs 

10.329 

5.618 
5 -745 

4.494 
4.584 

9.425 
Q.425 

59000 
59000 

35000 
36780 

66000 
66160 

78750 
83870 

• 
375SO 
40310 

59-3 
63.3 

... 

10.694 
Z0.488 

6.154 
6.078 

4-470 
4.410 

9.425 
9.425 

59000 
59000 

'38x20 
34000 

66810 
68670 

90600 
80860 

42970 
27830 

64.6 
57.6 

... 

9-833 
9596 

4353 
4.520 

4.880 
5.076 

1Z.938 
11.938 

59000 
59000 

31050 
32000 

66860 
67940 

58750 
65340 

24030 
25740 

52.6 
54.2 

... 

9-9SX 
10.179 

4-9«3 
S.089 

4.968 
5.090 

11.908 
11.998 

59000 
59*»o 

34270 
33770 

68480 
67540 

J68640 
67590 

28590 
38810 

58.0 
57.2 

... 

10.845 
10.838 

5.7x5 
5. 708 

5.130 
5.130 

11.938 
11.988 

59000 
59000 

34900 
35810 

66280 
67990 

73780 
75650 

3»73o 
32540 

59- « 
60.6 
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APPUBD  MECHANICS. 


TABULATION  OF  SINGLE- 
STBBL  VLKX^^CfUinned. 


Sheet  Lettcn. 


No.of 
Test. 


Plate. 


Covcm 


Style  of  Joint. 


NoBiiiial  Thick- 


Plate.   Coven. 


Sixeof 

Riveu 

and 

Holes. 


Actual 
Thick- 
Dcnof 
Plate. 


1496 
«497 


X498 
«499 


1500 
X50X 


x5oa 
X503 


X504 
XS05 


1506 
1507 


«So8 

X509 


Y 

y 


z 
z 


Y 

y 


Y 

Y 


P 


L 

L 


N 
N 


O 
O 


M 
M 


N 
N 


P 
P 


L 
L 


M 
N 


P 
O 


L 
M 


O 
O 


Q 
0 


inch. 


inch. 


A 

A 


A 

A 


A 
A 


A 

A 


ft 


A 
A 


% 
A 


inch. 


A«ndx» 
Aandx^ 


inch. 


•74$ 
.7»5 


^andxi     .733 
^and  x^     .744 


ftandxi 
^and  \\ 


AwKlxi 
ftandxi 


Aandxi 
ft  and  X  J 


ftwdxj 
ftandxj 


ftandxj 
ft  and  X  J 


Tfa 
•W 


.7M 

741 


•7W 
.761 


•7»7 
•73S 


.737 
•753 
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RIVETED   ^VTT']OlHTS—ConHnued. 

STBBL  FLATIL'-C^MUnu^d, 


Sectional 

Area 
of  Plate. 

Bearing 
Surface 

of 
Riveu. 

Shear- 
ing 
Area  of 
Rivets. 

Tensile 
Strength 
of  PUte 

Maximum  Stress  00 

Joint  per  Sq.  In. 

'S 

11^ 

Tension 
on  Gross 
Section 
of  PUte. 

Tension 
on  Net 
Section 

of  Plate. 

Compres- 
sion on 
Bearing 
Surface 

of  Riveu. 

Shear- 
ing on 
Rivets. 

2*^ 

m 

Grass. 

Net. 

sq.ln. 

sq.in. 

sq.in. 

sq.in. 

Iba. 

lbs. 

lbs. 

lbs. 

lbs. 

parct 

".ITS 

6.X46 

5.0S9 

ii.9a8 

604S0 

38470 

AM40 

85480 

36040 

63.6 

X0.890 

5.996 

4.894 

ii.998i 

^IpiAf^ 

37740 

flSflftO 

83980 

34460 

6a.4 

... 

9.634 

5.5t>« 

4.1*3 

9.940 

59000 

3S0OO 

eiiso 

81700 

ttsoo 

57.0 

9.776 

5.57a 

.  4.ao4 

10.090 

59000 

36470 

6S990 

848Z0 

35550 

61.7 

... 

10.478 

6.19a 

4.a86 

9.940 

59000 

38760 

04(90 

947SO 

40850 

65.7 

10.004 

5.915 

4.089 

9.940 

59000 

36740 

eaiso 

89880 

S6070 

68.9 

... 

10.390 

6.3S9 

4.06s 

9.940 

59000 

37930 

6tfl70 

97050 

39050 

64.3 

•  •• 

XO.663 

6.495 

4.t68 

9.940 

59000 

40630 

6M10 

^ 

4a970 

68.8 

... 

9.7«x 

4.346 

5.415 

I4.7a6 

59000 

99090 

MSSO 

59460 

19S80 

49.3 

10.987 

4.S7a 

5.715 

14.706 

59000 

30010 

67ttO 

54010 

90960 

50.8 

10.367 

4-9«4 

5-453 

I4.7a6 

6o4ao 

33610 

70M0 

63890 

93660 

55.6 

10.474 

4.961 

5.513 

14. 786 

/fff^tfff 

33660 

71070 

63960 

a3940 

55.7 

... 

11. 070 

5.54a 

5.5a8 

I4.7a6 

^^^ff 

34780 

60470 

69650 

96140 

57.5 

11.310 

5.66> 

5.648 

I4.7a6 

604S0 

34670 

eoiso 

694«> 

96690 

57.4 
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TABULATION   OF   SINGLE- 
STBBL  PhATK^Ccntiuu€d. 


Note.— The  fiffurcs  in  larger  type  indicate  ihe  manner  of  failure.    When  different  kind«  oi 

tlianoDC 
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RIVETED   BUTT-JOINTS— CVwi/iii«^<f. 

STEEL  PLATE^C»f$ttnm€d. 


Sectional 

Area  of 

Plate. 

Bearing 
Surface 

of 
Rhrets. 

Shear. 

ing 
Area  of 
Rivets. 

Tensile 
Strength 
of  Plate 

per 

Square 

Inch. 

Maximum  Stress  on 

Joint  per 

Sq.  In. 

III 

Tension 

on  Gross 

Section  of 

Plate. 

Tension 

on  Net 

Section  of 

Plate. 

Compres- 
sion on 
Bearing 

Surface  of 
Rivets. 

Shear- 
ing on 
RiveU. 

Gross. 

Net. 

sq.in. 

sq.tn. 

sq.  ia. 

sq.  in. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

perct. 

9.9x8 

5.a43 

5.67s 

X3.373 

60430 

36x30 

68S80 

76680 

393x0 

59.7 

... 

9.9a8 

5.ao9 

4.7«9 

12.373 

60430 

36940 

70400 

77710 

39880 

6x.x 

10.338 

S.640 

4.688 

12.373 

59000 

33730 

61770 

74390 

38390 

57.0 

■ 

X0.S05 

S.730 

4.775 

13.373 

59000 

35-60 

77570 

30x00 

59.7 

... 

X0.999 

6.179 

4-750 

X3.373 

60430 

37930 

67080 

87360 

36330 

63.7 

10.73s 

6.073 

4.663 

13.373 

ff^^^ 

38790 

68400 

89150 

33870 

64.0 

... 

/ 
ix.flos 

6.sa4 

4.68X 

X3.373 

SSSao 

36530 

68740 

87440 

36610 

65.8 

11.X08 

6.477 

4.63X 

13.373 

60430 

38740 

66440 

93930 

86060 

64.1 

... 

9.46s 

S.68S 

3.7«o 

9.818 

59000 

37560 

63360 

93780 

86110 

63.6 

9.277 

5-579 

3.705 

9.818 

59000 

39000 

64080 

97650 

36850 

66.x 

. .. 

9.934 

6. 1x9 

3.8x5 

9.8x8 

59000 

37600 

01040 

97900 

38040 

63.7 

934« 

S.758 

3.590 

9.8X8 

59000 

36000 

58440 

93740 

84280 

6x.o 

... 

10.033 

6.323 

3.7W 

9.8X8 

59000 

40040 

66640 

108270 

409x0 

67.7 

X0.187 

6.4x7 

3-770 

9.818 

59000 

39790 

630S0 

107S80 

4x3x0 

67.3 

fracture  occurred  in  the  same  joint  it  is  indicated   by  employing   larger  type  in  more 
column. 
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APPLIED  MECHANICS. 


TABLE 
Table  of  Efticikncies  of 


STBBL  PLATB. 


Pitch  of  Rirett. 

PUte. 

No.  of 
Test. 

• 

It" 

i|" 

If" 

«" 

H" 

percent. 

percent. 

percent. 

percent. 

perccDL 

1308 

S:! 

68.9 

7a.8 

.... 

.... 

«3»3 

69.9 

7a. 1 

.... 

X3U 

t% 

66.4 

68.6 

68*7 

*/'....■ 

1333 

.... 

67.1 

«3a4 

.... 

6a.6 

64.4 

!;i 

IIS 

\\\\ 

WW 

63.9 

II 

X355 

.... 

.... 

.... 

1356 

74.6 

7t.8 

.... 

f  .    .    .    . 

1 

7a.7 

7a.o 

68.a 

68.3 

70.0 

£1 

64.8 

;i2 

.... 

::.*; 

63.0 

r-. 

59.6 

X395 

.... 

.... 

.... 

57-3 

59-5 

X396 

.... 

r. 

79.6 

«4.7 

.... 

S401 

.... 

M.I 

69.6 

A% 

.... 

I4pa 

.... 

.... 

64.5 

«-3 

,«. 

*"...•• 

14SX 

•  ••• 

.... 

^9 

#•4 

«.j 

S4ia 

•  ••• 

.... 

.... 

i"8 

»•« 

1495 

... 

.... 

.... 

60.Z 

1436 

.... 

.... 

...a 

.... 

S9-3 

«443 

.... 

.... 

.... 

.... 

SI.5 

1444 

.... 

.... 

60.  s 

66.0 

^r. 

f    .    .    .    .. 

X45X 

1463 

.... 

.... 

6a.7 

5:5 

66.6 

60.0 

.... 

.... 

... 

58.3 

61.8 

X4j4 

.... 

.  ... 

. ... 

56.5 

1481 

.... 

.... 

.... 

.... 

56s 

148a 

•  «•• 

.... 

... 

54.a 

^ 

1489 

.... 

.... 

.... 

54.a 

r  .  .  .  . 

1490 

.... 

.... 

.... 

.... 

5a.6 

XS«>3 

.... 

.... 

.... 

.... 

54« 

X504 

.... 

.... 

.... 

• 

xsas 

.... 

.... 

.... 

.... 

:::: 

NoTBS.— Pignret  in  heary-face  type  denote  that 
Super  numbers  state  the  temperature  of 
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NO.  I. 

SlNGLS-MV£TKD   BUTT-JOINTS. 


5TBBL  PLATE. 

Pitch  of  RiTets. 

Diam- 
eter of 
Rivet, 
holes. 

•i" 

1" 

•i" 

•f" 

H" 

•*" 

3" 

3i" 

^' 

3^' 

perct. 

7.«7 
74.0 
70.1 

«3-4 

sit 

«.4 

iTe 

61.S 
^. 
5«.S 

a 

^.8 

s:; 

6».S 

58.0 
57a 

SP.8 

perct. 

707 
684 

7».4 

71^ 
6«.7 

^-8 

«4.5 
6a.7 
s8.o 

6^:8 

65.5 

£:! 

g:6 
556 

S5-7 

perct. 
67.1 

75-5 

69.5 

••• 

77.3 

66.9 

fe.3 

76.7 

•6.6 
•6.1 

6a. I 

63^6 
6a.4 
57-5 
57-4 

i 
< 
< 

< 

i 
i 

i 

i 
i 

t 

« 

{ 
{ 

I 

{ 

srct. 

t... 

57.a 
r6.9 

Sa.o 
Si. a 

«.'o 

i.6 

&6.1 
S4.7 

i7.0 
51.7 

8 

6 
7 
6 

€ 
6 
5 
S 

ret. 

7.x 
5.0 

9.8 

KM 

i.S 

7.6 

M« 

0.5 

6.5 

i:l 

7.0 
«  7 

pe 

7 

7 

7 

7 

8 
6 

6 
6 

6 
6 
6 
6 

rci. 

35 
4.« 

3« 
5.0 

0.3 
7.0 

i:i 
ix 

a. 7 
4.0 

t 
7 

( 

i 
6 

ret. 

i-i 

7-5 
0.0 

ti 

perct. 

67.a 
6S.a 

67lf 
66.f 

6S.'6 

66.1 

perct. 
.... 

perct 

67'7 
67.S 

in. 

X 
X 

X 
X 

k 
k 
1 

1 

X 
X 

tk 

1 
1 

X 
X 

X 
X 

x| 

X 

It 
xi 

^nt  did  not  fracture  along  line  oi  nveting. 
]oints  tested  at  temperatures  above  atmotpheric. 
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TABLE  NO.  a. 
Table  of  Differences  between  the  EFFiciENaES  and  Ratios  of  Net  to 
Gross  Areas. — Single-riveted  Butt-Joints,  Steel  Plate. 


Width  of  Plate  between  Rivet  Holes. 

Diameter 

Plate. 

No.  of 
Test. 

ofRhret 
Holes. 

x" 

X*" 

xi" 

i|" 

I*" 

i#" 

xf" 

xr 

a" 

in. 

in. 

perct. 

perct. 

perct 

perct. 

perct 

perct. 

perct'pcrct 

perct 

in. 

1308 

6.0 

^•s 

6.1 

.... 

.... 

.... 

.... 

.... 

.... 

s 

1313 

6.8 

\'^ 

5.4 

... 

.... 

.... 

.... 

.... 

.... 

t 

«3H 

8.8 

6.3 

7. a 

4.0 

\\ 

.... 

.... 

.... 

.... 

1 

*  • 

1333 

Vo 

i:? 

6.1 

5.6 

.... 

.... 

... 

;  • 

X3«4 

8.6 

XX. 7 

7.6 

XX.8 

3X 

.... 

.... 

>3SS 

41 

x8.8 

7.6 

9.4 

X0.5 

9. a 

a.x 

X.6 

.... 

.... 

\% 

la.x 
8-5 

1:1 

X3-4 
XI.3 

8.a 
8.8 

U 

X 
X 

«35« 

X3« 

••1 

.... 

■ ... 

•  ■.. 

.... 

.... 

.... 

1 

;ig 

XI. a 
tx.x 

7.7 

9.0 

"\\ 

6.'i 

.... 

.... 

.... 

.... 

{ 

♦ 

:is 

XX. a 

XO.I 

S.8 

.... 

.... 

.... 

.... 

.... 

} 

XX. a 

n 

1.1 

9.6 

9.4 

S:l 

.... 

.... 

.... 

«379 

W 

7x 

7. a 

.... 

.... 

■ ... 

\ 

1380 

H 

9.9 

7.4 

9.8 

l:J 

1:: 

\% 

.... 

X 

«395 

7-3 

6.6 

5.9 

X0.4 

9-5 

.... 

I 

aM 

100 

I39« 

9.0 

19. 6 

a.x 

.... 

.... 

.... 

.... 

.... 

... 

i 

1401 

XI. X 

8.6 

v; 

.... 

.... 

.... 

.... 

.... 

ft 

X409 

XX. X 

lO.O 

too 

400 
17.3 

5-3 
•00 

1» 

.... 

... 

.... 

.... 

1 

* 

MIX 

X3-5 

ao.i 

7-4 

16.4 

S.ft 

— 

.... 

.... 

.... 

1 

>•• 

too 

400 

too 

•••- 

X4xa 

xa.8 

6.a 
too 

4-7 

14. 9 

X7.3 

5.3 

400 

17.8 

.... 

.... 

X 

i4as 

XO.I 

"53 

5-9 

6.5 

6.9 

X4.9 

4.0 

.... 

.... 

X 

too 

l»0 

YOO 

000 

•00 

too 

X4a6 

xa.a 

X7-3 

xo.a 

6.9 
•00 

4.9 

XI. 4 

X9.4 

5.0 

8.8 

X* 

X443 

4.6 

6.5 

5-3 

ai.7 

4X 

54 

6.x 

75 

4.8 

xi 

•00 

400 

X444 

6.4 

••7 

X7  4. 

7.5 
000 

.... 

.... 

.... 

.... 

\ 

t 

X4SX 

1:^3 

7.5 

8.1 

3.3 

.... 

.... 

.... 

\ 

1453 

I 

8.0 

8.1 

8.6 

i'i 

.... 

.... 

.... 

X 

X463 

8.3 

7-3 

7.6 

8.0 

8.7 

, 

, 

X 

X464 

9-5 

\x 

7-5 

9.0 

7-5 

6.a 

8.8 

iJo 

r\ 

. 

X481 

9-4 

7.t 

7.6 

7-4 

5.8 

6.x 

8.8 

xf 

1483 

4*1 

\\ 

S.7 

6.7 

.... 

.... 

.... 

X 

X489 

4X 

6.6 

-0.4 

.... 

.  .. 

X 

1490 

5.5 

7.9 

6.4 

8.6 

-.08 

6.6 

3.4 

.... 

\\ 

X503 

7.X 

W 

7-9 

l\ 

4-7 

8.1 

|1 

... 

... . 

\\ 

1504 

J:! 

7-4 

3-4 

6.3 

8.8 

a. I 

xi 

1 

iS«x 

8-3 

7-3 

8.6 

S-x 

7-4 

6.0 

-0.6 

xi 

2i" 

perct. 

.... 

.... 

.... 

.... 

•  •« . 

.... 

.  ■*. 

.... 

.... 

4.7 

.... 

.... 

.... 

.... 

.... 

4.8 

NoTis.~Pigiires  in  heavy-faced  type  denote  that  joint  did  not  fracture  alongr  Hne  of  rivetiafr 
Super  numbers  state  the  temperature  of  joints  tested  at  temperatures  above 
atmospheric. 


Digitized  by 


Google 


TABULATION  OF  RIVETED  JOINTS, 


619 


TABLE  NO.  3. 

Excess  in  Strength  of  Nkt  Section  in  Joint  over  Strength  op  Tensile 
Test-Strip. — Single-riveted  Butt-Joints,  Steel  Plate. 


Width  of  Plate  between  Rivet  Holes. 

Diameter 

Plate. 

No.  of 

of  Rivet 
Holes. 

Tcrt. 

x" 

1*" 

«i" 

«r 

If" 

xf 

X*" 

xr 

2" 

in. 

perct. 

perct. 

perct. 

perct. 

perct. 

perct. 

perct. 

perct. 

perct. 

in. 

1308 

9.8 

\\ 

I:; 

.  .. 

... 

.... 

1313 

XX. I 

.  .. 

.... 

.... 

»3«4 

XS.4 

X0.5 

9.2 

6.2 

9.x 

.... 

.... 

.... 

\ 

«3a3 

«3.4 

XX. 7 

9-7 

8.5 

xx.o 

.... 

.... 

.... 

«3a4 

"7.4 

M.4 

>4  7 

14.7 

XX. 9 

x6!i 

4.7 

.... 

.... 

, 

1337 

19.7 

X7.0 

xs.O 
X0.6 

14.6 

X4.4 

3.3 

as 

.... 

1338 

29.6 

16.5 

xo.o 

20.x 

5.6 

2X.O 

X2.7 

10.6 

I 

«355 

X7.6 

X4.5 

14.3 

x8.o 

14.  X 

10.7 

X7.7 

X3.S 

10.1 

X 

>3S6 
t359 

21. a 
x8.i 

14.1 
11.9 

.... 

.... 

.... 

.... 

.; 

1360 

X9.3 

X5.0 

12.0 

iX 

.... 

.... 

.... 

.... 

\ 

1367 

X9-5 

16.8 

MS 

.... 

.... 

.... 

1368 

20.9 

9.7 

10.  X 

X5.6 

X4.9 

x6.x 

.... 

... 

.... 

X 

;ig 

X8.2 

155 

12.6 

'3-5 
17.8 

12.8 

X6.3 

8.9 

iii 

X2.3 

:::: 

1395 

X39« 

X4.6 

too 

15.6 

X2.5 

3^8 

X0.6 

3.4 
tiO 

X7.9 

X5.9 

X0.3 

9.8 

I5.X 

X 

X401 

TS.8 

14.4 

10.3 

— 



.... 

.... 

.... 

.... 

f 

X4oa 

20.9 

MO 

17.8 
too 

28.9 

8.7 

000 

iRi 

.... 

.... 

.... 

.... 

1 

\ 

14x1 

25.2 

35.8 

X2.8 

27.0 

6.8 

.... 

— 

.... 

.... 

\ 

9»0 

too 

400 

too 

•00 

X4xa 

25-5 

XI. 8 

55 

as.8 

28.7 

8.6 

28.  X 

.... 

.... 

X 

1435 

20.3 

2^8 

X0.8 

xx-3 

x*x.3 

400 
24.0 

6.4 

-  .. . 

... 

X 

X4^ 

20.0 

tiO 

34-4 

TOO 
X2.3 

X2.X 

8.7 

000 

19-4 

000 

3a.o 

r. 

6.8 

X* 

1443 

9.8 

X3.a 

XO.X 

000 
39.7 

7-3 

9.x 

XO.X 

IS. a 

8.6 

X* 

too 

400 

»444 

xs.i 

18.8 

29.6 

12.2 
000 

.... 

.... 

.... 

— 

.... 

\ 

\ 

Z45X 

X7-7 

X3-5 

18.7 

5-2 

.... 

.... 

.... 

1 

1453 

x6.6 

17. 2 

14.6 

14.0 

ii\i 

6.9 

.... 

.... 

X 

1463 

x6.6 

16.8 

"3. a 

X3.2 

10.1 

4.3 

.... 

.... 

X 

1464 

20.2 

X8.4 

13.6 

X3-7 

X5-7 

12. 8 

I0.3 

io.'i 

8.1 

X* 

1481 

90. 0 

"53 

X3.0 

«3-5 

X2.7 

9.7 

9.8 

0.2 

X* 

1483 

8.3 

xo.x 

8.8 

II. 5 
-0.8 







X 

1489 

8.2 

14.1 

12. X 

.... 

X 

1490 

XX. 6 

x6.o 

X2.3 

XS.8 

sis 

XI. 2 

55 

.... 

X* 

1503 

*5-2 

X4.5 

X5.2 

13.6 

8.5 

6.8 

".5 

«t 

* 

1504 
159X 

X0.8 
X4-4 

174 
X7.6 

X5.0 
14.6 

I3.a 
16.5 

S:? 

XI. 0 

X3.3 

13.0 
10.0 

6.' 7 

XO.X 

-\% 

X* 

A" 

perct. 

. ... 

.... 

.... 

.... 

.... 

.... 

.... 

7.7 

xi 

. 

.... 

.... 

.... 

.... 

.... 

8.0 

«i 

Average  of 

all  joints. 

X6.3 

X4.4 

X3.3 

xa.9 

T1.9 

xx.o 

9.7 

XI. 8 

7.0 

NoTBS.— Figures  in  heavy-faced  tjrpe  denote  that  joint  did  not  fracture  along  line  of  riveting. 
Super  numbers  state  the  temperature  of  joints  tested   at   temperatures    abcve 
atmospheric. 
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TABLE   NO.   4. 
CoifPRBSsiON  ON  Bearing  Surface   of  Rivets   and  Excess  in 


Tensile 


Strength  of  Net  Section  of  Plate. — Single-riveted  Butt- 
Joints,  Steel  Plate. 


Com- 

Com- 

preuitm 

pressicm 

Plfttrf 

No, 
-     of 
Teet. 

Net 
Width 

of 
Plate. 

on 
Bearing 
SurUoe 

Square 

Plate. 

No. 

of 

Test, 

Rivet- 

bolea. 

Net 

of 
Plate. 

00 
fiearing^ 

Squafc 
laeh. 

TenKJle 

in. 

ia. 

in. 

lt». 

per  CI. 

In. 

In. 

m. 

JIm. 

per  cL 

13 

1 
1 

'10064D 

it.i 

9.B 

*] 

1+04 
MM 

* 

■  86670 
75430 

tt.l 

n^4 

1 

^190 

■5  4 

1439 

u 

tM^ 

i3*» 

1 

'3»S 

01330 

13  4 

*3*5 

I4SED 

»9  7       1 

1314 

i 

73580 

17-4 

1        f 

M47 

f 

SoiSd 

I3*S 

»3J9 

t 

17,6 

MH 

¥ 

7?Sto 

17.1 

1356 

f 

105170 

91.3 

MS?1 
1466 

1| 

■   ^k 

{    6ba40 

(6.8 
15^8 

;i£ 

t 

|O»490 

1S.I 

1467 

li 

66950 

t*.4 

» 

B64J=> 

19,5         ' 

t 

t 

1   ! 

I 
1 

863  JQ 

7SDOO 

73i5<* 
6qoio 

19.3 

3o,9 

IS  5 
14.6 

Ma4 
'493 
M93 
1507 
1506 

t 

73'« 
6S640 
67S» 
63U60 
.  63S90 

10.1 
"7-4 

»J9? 

t 

■  1 

goi>6o 

'5fl 

k' 

J^IKI 

79130 

90.9 

131a 

t 

'"34730 

1:1 

1413 

1 

»'3 

1333 

t 

"33T»> 

I4S7 

I* 

57330 

98 

»3'9 

f- 

1M7SO 

9-7 

'44S 

t 

74000 
7»330 

17*7 

13.8 
J33n 
1328 

} 

uafijo 
103860 
losSio 

9.1 
M  7 

k' 

MS* 

1 

64150 

1]I43 

1 

67750 

14 't 

1453 

1 

154 1  JO 

j6.£ 

1^ 

i34» 

t 

BS'Jc 

!*.« 

Mis 

>* 

58760 

io.o 

14^ 

I* 

58690 

*D.l 

1365 

1 

iisaoD 

li-S 

;t^: 

fiS340 
£4090 

'1:: 

(364 
1373 

I 

tttsio 

19  .0 

JJ.5     1 

I 

Ma3 

M90 
150S 

6*070 
58753 
5+010 

8.1 
II. 6 
14  4 

1385 
1384 

04110 
*oS?o 
79810 

10. 1 
1&.6 

>7-a 

1   1504 

ti 

L    534fio 

lo.B 

1400 

t 

'   '* 

98830 

1-4 

1311 

t 

ftlQSlO 

S.3 

1407 

* 

95310 

11.6 

1310 

t 

J  1^1  So 

7  a 

1417 

t 

83«o 

ZD.8 

1317 

1 

103750 

Tt.7 

^ 

MJi 

ti 

71160 

ta.i 

*■ 

1340 

J34> 

f 

1 

1 

t* 

i(»630 
94480 
93310 
Batjo 
Bol}» 

10.5 
17,0 
M*4 
ie.5 
M'5 

1456 

it 

8aiio 
61040 
73540 
7=330 

M.« 
13.4 

13J 

1363 

t 

95130 

iti.a 

.36. 

93^*0 

15.0 

f 

1487 

1 

6^870 

ti.t 

J 

137 « 

1 

I9000 

15.9 

M9S 

li 

75650 

ts.i 

t37D 

^ 

B+Jfe. 

^^ 

f  ^ 

M94 

'i 

73780 

IB.| 

i3B= 

1 

75^40 

11.6 

.508 

i| 

69650 

15.0       j 

13»3 

1 

L  73S00 

ifl.S 

' 

tjo9 

<l 

I  694»a 

i4.fi 
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Compression  on 

Bearing  Surfacr  of  Rivets,  etc.— 

Continued. 

Com- 

Con. 

preieion 

pression 

Plate 

No. 

of 

Tert. 

Rivet' 
holes. 

Net 
l¥idtli 

of 
PUte. 

on 
Bemring 
Surface 

Square 
llch. 

Bzceas 

Tensile 
Strength. 

Plate. 

No. 

of 

TesL 

Rivet.  1 

holes. 

Net 

K^idth 
of 

Plate. 

on 
Bearing 
Surface 

Square 
Inch. 

Bxccas 

Tensile 

Strength. 

in. 

in. 

in. 

lbs. 

perct. 

in. 

in. 

in. 

lbs. 

perct. 

f 

»3»» 

xa4SBo 

!•* 

X334 

\ 

X975SO 

x6.i 

X390 

xa9X40 

6.9 

1, 

X33S 

3.9 

\ 

1331 

XX0830 
106690 

JI8 

"i 

1345 

X 

96070 

X344 

s 

9»87o 

xo.o 

'^ 

X 

X16980 
X15680 

;S:f 

1366 

t 

% 

9.6 

X391 

X03690 

X0.3 

\ 

X37S 

i 

X 

xx.7 

X9.8 

k\ 

X390 
1499 

xt 

109340 
X04490 

8.9 

8.6 

. 

1387 

X 

873S0 

X7.9 

X437 

X* 

94730 

9x 

X408 

\ 

xt 

X09500 

8.7 

\\ 

X475 

xi 

93x90 

X9.8 

*• 

14x9 

X 

03x50 
8x430 

XX. 3 

X474 

X* 

93XXO 

143a 

1* 

xa.x 

t- 

1458 
1459 

X 

X 

89960 
89170 

X4.0 
X3.9 

*l 

1500 
X5X5 
X5X4 

xt 

x} 

g47SO 

XX.9 
X3.3 

xx.o 

1470 

xj 

77740 

X3.7 

. 

147X 

»l 

77970 

X3.0 

X337 

x 

fX95990 

•  7 

X488 
X496 

X 

pSs 

XX. J 

15.8 

i' 

X336 
X3SO 
135X 

X94090 
XX83OO 
XX4980 

4.7 

9X.O 
17.7 

i 

«497 

x^ 

83980 

16.5 

♦{ 

xS«x 

\\ 

^n° 

X393 

XXXO7O 

\\ 

. 

xsxo 

xi 

I  76680 

X3.a 

139a 

XO954O 

X3a3 

\ 

• 

X3X460 

XI.O 

\ 

X495 

xt 

XXX490 

6.4 

X3aa 

X90150 

XI6070 

9.0 

"439 

X* 

994SO 

xo.x 

i 

1333 

X4.4 

♦{ 

X3« 
X346 

X 

1x3500 
loS^ 

XI. 9 

90.X 

X476 
X477 

It 

994x0 

97430 

X0.9 

9-7 

»347 

X 

X03540 

X4.X 

isoa 

x^ 

97^50 

5-5 

f 

il 

1 

X 

X08960 
X05470 
937x0 

XX.4 

SI 

;iJi 

xt 

. 

.  87440 

IX. 5 

X3.0 

1389 

X 

X* 

.     93390 

15.9 

H 

X353 

x96x6o 

X3-5 

X35a 

X95990 

X9.7 

* 

X4ax 
M34 

X 

96850 
B5540 

'S:? 

♦{ 

X395 

XX5660 

15. X 

«43S 

»l 

84490 

7.3 

X394 

xt 

X13940 

X9.a 

t 

X473 

X* 

86400 

X3-5 

t 

X44X 

«t 

X08990 

X9.9 

«47» 

«♦ 

84770 

XS.7 

1 

X479 
X5X9 

t 

X09440 

L  97650 

9.8 

XO.X 

X499 

x^ 

84810 

\x 

*■ 

XS"3 

X:  ' 

77570 

1 

X354 

X 

}• 

.  X33730 
\  97900 

X0.6 

X518 

xt 

' 

I  743ao 

4.7 

X590 

xi 

3-5 
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RIVETED  JOINTS. 

TESTS   MADE    FOR   THE    BUREAU   OF   STEAM-ENGINEERING,  U.  S.  NAVY 

DEPARTMENT. 

The  specimens  were  prepared  at  the  Brooklyn  Navy-yard. 

The  joints  were  made  of  open  hearth  steel  plates,  which  had 
drilled  rivet-holes  and  sheared  edges.  Both  steel  and  wrought- 
iron  rivets  were  employed,  as  noted  in  the  details.  They  were 
machine-driven. 

The  strips  tested  to  show  the  quality  of  the  metal  employed 
in  the  joints  were  furnished  by  the  steel-makers  as  being  the 
same  grade  of  metal,  although  not  from  the  same  sheets  as 
the  joints. 

The  tests  were  conducted  in  the  same  manner  as  earlier 
tests  of  this  class  recorded  in  previous  reports. 

The  gauged  length  was  established  symmetrically  with  the 
centre  line  of  the  joint,  and  observations  were  made  on  this 
section  at  intervals  during  the  progress  of  the  test. 

It  will  be  seen  that  the  thickness  of  the  plates  varied  con- 
siderably at  different  edges ;  these  measurements  are  in  their 
respective  places  on  the  sketches  which  accompany  the  details. 

After  testing  from  a  number  of  the  joints,  the  rivet-heads 
were  planed  off,  the  rivets  driven  out,  and  butt-straps  removed, 
thus  giving  access  to  the  rivet-holes  in  the  plate,  which  were 
then  measured  and  their  elongation  recorded  on  the  sketch. 

From  these  figures  the  transmission  of  stresses  to  the  differ- 
ent rows  of  rivet-holes  may  be  approximately  judged  of. 

The  metal  drew  down  in  thickness  in  zigzag  lines  from  rivet- 
hole  to  rivet-hole  of  adjacent  rows,  notwithstanding  the  extent 
of  metal  thus  traversed  was  greater  than  directly  across  the 
plate  through  one  line  of  rivet-holes. 

The  average  tensile  strength  of  the  three  specimens  of  each 
thickness  of  plate  was  used  in  computing  the  efficiencies  of  the 
joints. 
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TABULATION  OF  RIVETED  JOINTS  FOR  UNITED  STATES 


No.  of 
Test. 


910 
911 
91a 

913 
9«4 
9»5 
916 
917 
9x8 
9x9 

990 

9*1 
9*9 

993 


Mark*. 


A, 
A, 
A, 

Bi 
B, 
B, 
Di 
D. 
D, 


G, 


Style  of  JoinL 


'^m^m\ 


*ii>\ftet. 


o  o 


ws^- 


o  o  Q  a\ 


•1.6J9 


Nominal 
Thick- 
nets  of 
Plate. 


inch. 


Size  and  Kind  of 
Rivets  and  Holes. 


f-inch  steel  riveu«  H- 
inch  drilled  holes. 


1-inch  steel  rivets,  |f 
inch  drilled  holes. 


x-inch  steel  riyets,  x^ 
inch  drilled  holes. 


z-inchstee/ rivets,  x^ 
inch  drilled  holes. 


3  plates. 

x^inch  iron  rivets, 

xf-incb  drilled  holes. 


a  plates. 

xH°ch  iron  rivets,  xi* 

inch  drilled  holes. 
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NAVY 

DEPARTMENT,  BUREAU 

OF  STEAM-ENGINEERING. 

Sectional  Area 
of  Plate. 

Bearing 
Surface 

of 
Riveti. 

Shear- 
ing 
Area  of 
RiTeU. 

TensUe 
Strength 
ofPUte, 
pounds 

Square 
Inch. 

Maximum  Strese  on  Joint  per  Sq.  In. 

Bffici. 

ency  of 

Jomt. 

Tension 

on  Gross 

Section  of 

PUte. 

Tension 

on  Net 

Section  of 

Plate. 

Compres- 
sion on 
Bearing 
Surface 

of  Riveu. 

Shear- 
ing on 
Rifets. 

Groas. 

Net. 

sq.  in. 

«l.in. 

Kl.in. 

sq.  in. 

lbs. 

lbs. 

lbs. 

lbs. 

perct. 

X3.aa 

XO.Z3 

6.7a 

ia.46 

S37XO 

4a86o 

55990 

84330 

46470 

79.8 

13.08 

10.01 

6.64 

ia.46 

537"0 

40960 

686S0 

80690 

43000 

76.3 

za.41 

9.50 

6.30 

ia.46 

537«o 

4a7ao 

66800 

84x40 

49640 

79-5 

xa.8i 

10.31 

8.01 

«S-34 

537«o 

43460 

64040 

69560 

36330 

80.9 

Ta.69 

ZO.Sl 

7.93 

15-34 

537x0 

40390 

60800 

64630 

334x0 

75.a 

xa.69x 

lo.ai 

7-94 

15.34 

S37XO 

44390 

66060 

70790 

36640 

88.5 

14.671 

10.09 

8.a5 

15.96 

5"9«> 

35x80 

61160 

63560 

33340 

68.7 

14.646 

10.07 

8.a3 

15.96 

5x190 

36190 

62040 

64410 

33axo 

70.7 

14.705 

10. 11 

8.a7 

15.96 

51190 

35780 

69060 

63630 

39970 

69.9 

I4.3« 

10.63 

10.15 

19.  Sx 

5x190 

379x0 

61080 

53500 

37830 

74.x 

X4.438 

10.7a 

lo.as 

19.51 

51T90 

38400 

61790 

54x90 

38430 

75.0 

14. 856 

10.58 

10.10 

19.51 

5XX90 

37950 

61180 

53560 

"7730 

74.x 

13.78X 

K>.93 

16.30 

a8.oo 

5x190 

40810 

61400 

34500 

30090 

79-7 

i3.8sa 

10.985 

16.38 

a8.oo 

5x190 

4x740 

69640 

35300 

30650 

8X.5 

»3.74X 

ZO.90 

i6.a6 

a8.oo 

51x90 

40xao 

60680 

339x0 

19690 

78.4 

[The  figures  m  heavy-faced  type  indicate  the  manner  of  failure.] 
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TABULATION  OF  RIVETED  lOINTS  FOR  UNITED  STATES  NAVY 


No.  of 
Test. 


995 


9a7 


998 


909 


930 
93X 

93a 


Marks. 


Style  of  Jolbt. 


H, 


I. 
K, 


Nominal 
Thick. 
ncHof 
Plate. 


inch. 

t 


4 
ft 


ft 
4 

t 


Sbe  and  Kind  of 
Rivets  and  Holes. 


3  plates, 
z-inch  tfoo  rivets,  x  Ar 
"a  holes. 


inch  drilled  1 


i4-inch  iron  rf  vets,  xi-  ^ 
inch  drilled  holes. 


U-inch  iron  rivets,  i- 
inch  drilled  hotel. 


1-inch  iron  rivets,  fl- 
inch drilled  hotefc 
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DEPARTMENT,    BUREAU   OF  STEAM-ENOINEERIKG— ai»i*i»««/. 


Sectional  Area 
of  Plate. 

Bewing 
Surfaci 

Rivets. 

Shear- 
ing 
Awaof 
Rivets. 

Tensfle 
Strength 
of  Plate, 

Square 
fnch. 

Maximum  Stress  or 

Joint  per  Sq.  In. 

Effici- 
ency of 
Jo&it. 

Teasion 
on  Gross 
Section 
of  Piatt. 

Tension 
on  Net 
Section 

of  Plate. 

Compres- 
sion on 
Bearing 
Surface 

of  Rivets. 

Shear- 
ing on 
Rivets. 

GroM. 

Net. 

•q.iJl. 

•q.ia. 

«,.Jn. 

•q.in. 

At. 

lbs. 

lbs. 

Its. 

lbs. 

perct. 

13.259 

XO.S37 

t4045 

30.41 

537» 

4ieso 

MMO 

404x0 

X8660 

79-7 

».„« 

10.154 

13.54s 

10.41 

S37IO 

453» 

590OO 

4S790 

X903O 

84.3 

19. 8t 

X0.186 

«3.5t< 

30.4X 

537x0 

4fc70 

57940 

43470 

X94TO 

85.8 

•..sr 

6.890 

•.«S7 

t8.e6 

4-50 

61M0 

434SO 

19380 

.... 

8.«t 

•.753 

7-994 

t8^ 

40800 

4M90 

4x9x0 

X8550 

.... 

8.28 

6.8x 

8.0S 

t8.o6 

40790 

4M20 

4x890 

18670 

.... 

19.36 

9-94 

7-73 

15.34 

537X* 

43600 

64820 

697M 

SftlSO 

81.9 

xa.93 

10.40 

8.08 

»S.34 

S37x<> 

43t6o 

6S780 

69S90 

36460 

80.5 

ifl.98 

XO.44 

8.zt 

15.34 

S37xd 

43000 

53460 

68890 

S6S90 

80.1 
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JTi^t^;*  ??";?  ti  s^ 

1 

Vf  Jf?^:??=  ^sqC?*^ 

Sections. 

1??%?  Sr  ??*8^8  f  ?'S^^ 

\i%t  ii%i,mi  ^A 

1 

ii  ??*??  ?? «?"'?  ^^ 

!    ? 

s>:  ?f  ??  ?.?^:?  ??  it 

ongation 

V?  JTf  ??  ??  sf  ?f  gf 

V2::f2: 8?  58  ?f  Is  8;? 

H 

"jfif  ii  it  mf  ii  J?? 

^'jsie^sf  f?f?  j?^U 

Appearance  of 
Fracture. 

Silky,  lamelUr    .    .    . 

Silky,  stratified  .    .    . 

Silky,  slightly  lamellar 
Silky       

Silky,  slightly  lamellar 
Silky       

Silky,  lamellar    .    .    . 
Silky,  slightly  lamellar 

Silky,  stratified  .    .    . 

Con- 
trac- 
tion of 

|Area. 

13  in-     m«    »o  "♦    o»0     -  >♦    »o-*    ♦ex 

^ss,  ?■*  5  Si  •s.'ft  ^"5;  as,  s? 

cHiS.iSS!i?l":*n 

(4.11  II     II  II     II  II     II  II     II  II     II  II     II  II 

<l 

XX      XX      XX      XX      XX      xV      XX 

d^s*  s"e  5?  8=  a's.  y^s  5S 

MMMM                 MMM                            MMMM 

gs 

tjeirtocn^ei     txtx*oiocni«*«« 

II 

J2 

g^ys  jfys"*  g^'^  P,'^  y*  ?r 

e-R?  ^RciTcS   5:«S-^^  5<;^  5J»S; 

W.S 

""ClMMMfi                  Ct                  fO                «                  C«M 

1 
1 

c3 

Annealed 
Not  annealed 

Annealed 
Not  annealed 

Annealed 
Not  annealed 

Annealed 
Not  annealed 

Annealed 
Not  annealed 

Annealed 
Not  annealed 

Annealed 
Not  annealed 

•ni^W 

<       CO*      Q       W       O       £      « 

Joint 
Test 

Num- 
ber. 

o.     &     &     &     8s     &     S 

■1^  n  L  Li  b 

Mac; 

C  "  ^ 

Hi 


L<  ^  u 
rt  V   ^^ 


Ifli 


=  £5i 
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»  8 

."2  2 
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9  ^  A 
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The  following  tests,  made  recently  by  David  Kirkaldy,  are 
also  quoted  from  Executive  Document  No.  48,  47th  Congress, 
second  session,  p.  24  et  seq. 

These  tests  were  made  on  joints  of  |-inch  steel  plate.  The 
rivet-holes  of  1418,  "4,"  1406,  "i,**  1410,  "2,"  and  1414,  ''s," 
were  drilled  separately  with  a  i-j^-inch  drill.  The  plates  were 
then  heated,  as  the  boiler-plates  themselves  would  be  for  roll- 
ing, and,  after  cooling,  were  put  together,  and  the  holes  reamed 
out  to  i^  inch. 

The  rivet-holes  of  the  remainder  were  punched  separately 
with  a  |-inch  punch  on  a  i^inch  die.  The  plates  were  then 
treated  like  the  others.  All  samples  were  riveted  together  the 
full  width  of  the  plates,  24  inches. 

The  efficiencies  deduced  from  the  Watertown  experiments 
are  not  summed  up  here,  as  they  can  be  obtained  from  the 
tables. 

On  page  571  is  given  the  tests  of  grooved  specimens  of 
wrought-iron  and  steel  made  at  the  arsenal  on  plates  used 
in  the  joints  already  referred  to.  These  plates  include  both 
punched  and  drilled  plates,  and  vary  in  thickness  from  \  inch 
to  I  inch. 
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§  233.  Chain  Cable. — The  most  thorough  set  of  tests  of  the 
strength  of  chain  cable  is  that  made  by  Commander  Beardslee 
for  the  United-States  government,  an  account  of  which  may  be 
found  either  in  the  report  already  referred  to,  or  in  the  abridg- 
ment by  William  Kent. 

In  this  report  are  to  be  found  a  number  of  conclusions, 
some  of  which  are  as  follows :  — 

I**.  That  cables  made  of  studded  links  (i.e.,  links  with  a 
cast-iron  stud,  to  keep  the  sides  apart)  are  weaker  than  open- 
link  cables. 

2^  That  the  welding  of  the  links  is  a  source  of  weakness ; 
the  amount  of  loss  of  strength  from  this  cause  being  a  very 
uncertain  quantity,  depending  partly  on  the  suitability  of  the 
iron  for  welding,  and  partly  on  the  skill  of  the  chain-welder. 

3°.  That  an  iron  which  has  a  high  tensile  strength  does  not 
necessarily  make  a  good  iron  for  cables.  Of  the  irons  tested, 
those  that  made  the  strongest  cables  were  irons  with  about 
5  locx)  lbs.  tensile  strength. 

4®.  The  greatest  strength  possible  to  realize  in  a  cable  per 
square  inch  of  the  bar  from  which  it  is  made  being  200  per 
cent  of  that  of  the  bar-iron  from  which  it  was  made,  the  cables 
tested  varied  from  155  to  185  per  cent  of  that  of  the  bar- 
iron. 

5°.  The  Admiralty  rule  for  proving  chain  cables,  by  which 
they  are  subjected  to  a  load  in  excess  of  their  elastic  limit, 
is  objected  to,  as  liable  to  injure  the  cable:  and  the  report 
suggests,  in  its  place,  a  lower  set  of  proving-strengths,  as  given 
in  the  following  table ;  the  Admiralty  proving-strengths  being 
also  given  in  the  table. 

In  these  recommendations,  account  is  taken  of  the  different 
proportion  of  strength  of  different  size  bars  as  they  come  from 
the  rolls,  also  no  proving-stress  is  recommended  greater  than 
50  per  cent  of  the  strength  of  the  weakest  link,  and  45.5  per 
cent  cf  the  strongest;  whereas  in  the  Admiralty  tests,  66.2 
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per  cent  of  the  strength  of  the  weakest,  and  60.3  per  cent  of 
the  strongest,  is  sometimes  used. 

For  the  details  of  this  investigation,  see  the  report,  Execu- 
tive Document  No.  98,  45th  Congress,  second  session,  or  the 
abridgment  already  referred  to. 


Diameter  of 

Iron, 

in  inches. 

Reconunended 

Admiralty 

Diameter  of 

Iron, 

in  inches. 

Recommended 

Admiialtr 

Provtngotruns. 

Proving-StraiDB. 

Proving-Straina. 

Pioving-StxaiaB. 

2 

121737 

161280 

lA 

66138 

83317 

i+« 

I 14806 

I51357 

If 

60920 

76230 

It 

108058 

141750 

lA 

55903 

69457 

lit 

IOI499 

132457 

li 

51084 

63000 

If 

95128 

123480 

lA 

46468 

56857 

iH 

88947 

II4817 

li 

42053 

51030 

1* 

82956 

106470 

lA 

37820 

45517 

lA 

77159 

98437 

I 

33840 

40320 

14 

71550 

90720 

§  234.  Iron  and  Steel  Wire. — It  has  long  been  known  that 
the  process  of  cold-drawing,  by  which  wrought-iron  and  steel  are 
made  into  wire,  greatly  increases  its  strength  per  square  inch ; 
and  usually  the  smaller  the  wire,  the  greater  the  strength  per 
square  inch.  Thus  iron  wire  varies  in  strength  from  about  70000 
to  about  900CXD  lbs.  per  square  inch  when  unannealed,  its  strength 
being  reduced  to  45000  or  50000  lbs.  by  being  annealed. 

In  steel  wire  unannealed,  the  strength  runs  up  even  to 
200000  lbs.  per  square  inch  in  some  cases ;  and  Fairbaim  even 
records  strengths  as  great  as  275000  lbs.  per  square  inch. 

Accounts  of  experiments  upon  the  strength  and  elasticity 
of  wrought-iron  and  steel  wire  will  be  found  in  — 

W.  E.  Woodbridge :  Report  on  the  Mechanical  PiDperties  of  Sted. 
Professor  Thurston :  Materials  of  Engineering  and  other  papers. 
Pocket-Book  of  the  New- Jersey  Iron  and  Steel  Company. 
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The  strength  of  wire  becomes  of  special  importance  in 
connection  with  wire  rope,  and  also  with  wire-wound  guns. 
Dr.  Woodbridge  has  made  a  great  number  of  tests  of  steel  wire 
for  wire-wound  guns. 

Wire  Rope.  —  Inasmuch  as  wire  rope  is  extensively  used  in 
the  transmission  of  power,  it  may  be  a  matter  of  convenience 
to  have  here  a  table  giving  the  strength  of  the  rope  as  claimed 
by  some  of  the  makers.  There  will  follow,  therefore,  the  table 
of  strengths  of  the  different  sizes  as  given  by  Mr.  John  A. 
Roebling  for  the  rope  manufactured  by  him,  and  also  some  of 
his  remarks  in  regard  to  its  use : — 


Ropt  of  133  Wires,  or  29  Wires  to  the 
Strand. 


i 


I 
z 

3 
4 
5 
6 

7 
8 

9 
10 
lot 
lot 

10} 


6» 
6 

Si 
5 

4i 

4 

3i 

3t 

2} 

2i 

2 

If 

It 


148000 

130000 

108000 

87200 

70000 

54400 

40400 

32000 

22800 

17280 

10260 

8540 

6960 


iSt 
I4t 
13 
12 

lof 

9l 
8 

7 
6 

5 
4t 

4 

3i 


Ro^  of  49  Wires,  or  f  Wires  to  the 
Strand. 


II 

12 

13 
14 
IS 
16 

17 
18 

19 
20 
21 
22 
23 
24 
25 
26 

«7 


4t 
4i 
3i 
3» 
3 

2* 

2t 
2t 
II 
I» 
I| 
It 
It 
I 

I 

i 


72000 
60000 

50000 

40000 

32000 

24600 

16600 

15200 

11600 

8180 

5660 

4260 

3300 

2760 

2060 

1620 

iiao 


lol 

10 
9i 
8t 
7t 
6t 
Si 
S 

4} 
4 
3t 

2j 

2t 
2t 

2 

If 
li 
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Notes  by  Mr.  Roebling.  —  "Two  kinds  of  wire  rope  are 
manufactured.  The  most  pliable  variety  contains  nineteen 
wires  in  the  strand,  and  is  generally  used  for  hoisting  and 
running  rope.  The  ropes  with  twelve  wires  and  seven  wires 
in  the  strand  are  sti£Fer,  and  are  better  adapted  for  standing- 
rope,  guys,  and  rigging.  Ropes  are  made  up  to  three  inches  in 
diameter,  both  of  iron  and  steel,  upon  special  application. 

"  For  safe  working-load,  allow  one-fifth  to  one-seventh  of  the 
ultimate  strength,  according  to  speed,  so  as  to  get  good  wear 
from  the  rope.  When  substituting  wire  rope  for  hemp  rope,  it 
is  good  economy  to  allow  for  the  former  the  same  weight  per 
foot  which  experience  has  approved  for  the  latter. 

"Wire  rope  is  as  pliable  as  new  hemp  rope  of  the  same 
strength :  the  former  will  therefore  run  over  the  same  size 
sheaves  and  pulleys  as  the  latter.  But  the  greater  the  diameter 
of  the  sheaves,  pulleys,  or  drums,  the  longer  wire  rope  will 
last.  In  the  construction  of  machinery  for  wire  rope,  it  will  be 
found  good  economy  to  make  the  drums  and  sheaves  as  large 
as  possible. 

"  Experience  has  demonstrated  that  the  wear  increases  with 
the  speed.  It  is  therefore  better  to  increase  the  load  than  the 
speed. 

. "  Wire  rope  is  manufactured  either  with  a  wire  or  a  hemp 
centre.  The  latter  is  more  pliable  than  the  former,  and  will 
wear  better  where  there  is  short  bending. 

"  Wire  rope  must  not  be  coiled  or  uncoiled  like  hemp  rope. 
When  mounted  on  a  reel,  the  latter  should  be  mounted  on  a 
spindle  or  flat  turn-table,  to  pay  off  the  rope.  When  forwarded 
in  a  small  coil  without  reel,  roll  it  over  the  ground  like  a  wheel, 
and  run  off  the  rope  in  that  way.  All  untwisting  or  kinking 
must  be  avoided." 

In  the  case  of  wire  rope  it  is  true,  as  in  all  other  cases,  the 
only  way  to  secure  certainty  in  regard  to  the  strength  is  to  test 
it.     The  author-has  tested  wire  rope  which  bore  no  more  than 
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two-thirds  the  strength  claimed  for  it;  though  it  is  but  justice 
to  say,  in  this  connection,  that  the  few  samples  of  Roebling 
rope  tested  in  his  laboratory  bore  out  very  fairly  the  results 
given  for  the  sizes  tested  in  the  table. 

•A  number* of  tests  of  wire  rope  have  been  made  on  the 
government  testing-machine  at  Watertown  Arsenal  and  else- 
where. 

Wire  rope  is  generally  used  with  some  kind  of  holder,  and 
it  is  generally  the  case  that  the  breakage  of  the  rope  occurs  at 
the  holder. 

Another  matter  worth  noticing  is,  that  it  yields  in  detail, 
and  hence  that  new  rope  is  not  as  strong  as  that  which  has 
been  under  tension  for  some  time,  provided  the  tension  has  not 
been  excessive, 

§235.  Other  Metals  and  Alloys.  —  Copper  is,  next  to 
iron  and  steel,  the  metal  most  used  in  construction,  sometimes 
in  the  pure  state,  especially  in  the  form  of  sheets  or  wire,  but 
more  frequently  alloyed  with  tin  or  zinc ;  those  metals  where 
the  tin  predominates  over  the  zinc  being  called  bronze,  and 
those  where  zinc  predominates  over  tin,  brass.  Copper  in  the 
pure  state  was  used  not  long  ago  for  the  fire-box  plates  of  loco- 
motive and  other  steam-boilers,  as  it  was  believed  to  stand  better 
the  great  strains  due  to  the  changes  of  temperature  that  come 
upon  these  plates,  than  iron  or  steel ;  but  now  steel  or  iron  has 
almost  entirely  superseded  it  for  this  purpose,  except  in  some 
cases  where  the  feed-water  is  very  impure,  and  where  the 
impurities  are  such  as  corrode  iron. 

The  alloys  of  copper,  tin,  and  zinc  which  are  used  most 
where  strength  and  toughness  are  needed,  are  those  where  the 
tin  predominates  over  the  zinc ;  and  the  composition,  mode  of 
manufacture,  and  resisting  properties  of  these  metals,  together 
with  the  effect  of  other  ingredients,  as  phosphorus,  have  been 
very  extensively  investigated  with  reference  to  their  use  as  a 
material  for  making  guns,  instead  of  cast-iron. 


Digitized  by 


Google 


638 


APPLIED  MECHANICS. 


Accounts 
follows :  — 


of  tests  made  on  these  alloys  will  be  found  as 


Major  Wade :  Ordnance  Report,  1856. 

T.  J.  Rodman :  Experiments  on  Metals  for  Cannon. 

Executive  Document  No.  23,  46th  Congress,  2d  session. 

No  attempt  will  be  made  to  give  a  complete  account  of  the 
results  of  these  tests ;  but  a  table  will  be  given  for  convenience 
of  use,  showing  rough  average  values  of  the  resisting  powers  of 
some  metals  and  alloys  other  than  iron. 


Specific 
Gnvity. 


Tcnnle 
Strength 
per  Sq.  In. 


Modnlnt 

of 
Elastichy. 


Brass  cast 

Brass  wire 

Bronze  unwrought : 
84.29  copper  +15.71  tin  (gun  metal) 
82.81      «      + 17.19  •*  " 

81.10      «      + 18.90  " 
78.97      "      +21.03  "  (brasses).    . 
34-92      "      +65.08  **  (small  bells) 
15.17      "      +84.83  "  (speculum metal) 

Tin 

Zinc 

Copper  cast 

Copper  bolts 

Copper  wire 

Gold  cast 

Silver  cast 

Platinum  wire 

Lead  cast      


8.396 


8.561 
8.462 

8.459 
8.728 
8x>56 

7-447 
7.291 
6.861 
8.712 
8.878 

19.258 
10.476 
33.069 
11.35* 


18000 
49000 

36060 

34048 

39648 

30464 

3>36 

6944 

5600 

7500 

24138 

33000 

60000 

20000 

40000 

56000 

1800 


9170000 
14230000 


17000000 


Professor  Thurston  gives,  for  the  ultimate  tensile  strength 
per  square  inch  of  a  compound  of  copper  and  tin  and  zinc» 

T  «  30000  +  1000/  +  500S, 
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where  /  =  percentage  of  tin,  and  not  over  15  per  cent;  and 
e  =r  percentage  of  zinc,  and  not  over  50  per  cent. 

Some  specimens  of  phosphor  bronze  tested  by  Kirkaldy 
gave  for  tensile  strengths  from  22000  to  50000  for  cast,  and 
98000  to  159000  for  phosphor  bronze  wire  0.06  inch  to  0.11 
inch  diameter.  If  the  student  is  to  use  alloys,  he  should  ascer- 
tain their  strength,  elastic  limit,  and  modulus  of  elasticity,  and 
he  should  observe  that  the  mode  of  manufacture  has  a  great 
influence  on  the  strength  and  ductility  of  any  alloy. 

§  236.  Timber.  —  However  extensively  iron  and  steel  may 
have  superseded  timber  in  construction,  nevertheless,  there  are 
many  cases  in  which  iron  is  entirely  unsuitable,  and  where 
timber  is  the  only  material  that  will  answer  the  purpose ;  and 
in  many  cases  where  either  can  be  used,  timber  is  much  the 
cheaper.  Hence  it  follows  that  the  use  of  timber  in  construc- 
tion is  even  now,  and  as  it  seems  always  will  be,  a  very  impor- 
tant item. 

Another  advantage  possessed  by  timber  is,  that,  on  yielding, 
it  pves  more  warning  than  iron,  thus  affording  an  opportunity 
to  foresee  and  to  prevent  accident 

If  we  make  a  section  across  any  of  the  exogenous  trees,  as 
the  oak,  pine,  etc.,  we  shall  find  a  series  of  concentric  layers ; 
these  layers  being  called  annual  rings,  because  one  is  generally 
deposited  every  year. 

Radiating  from  the  heart  outwards  will  be  found  a  series  of 
radial  layers,  these  being  known  as  the  medullary  rays. 

Of  the  annual  rings,  the  outer  ones  are  softer  and  lighter  in 
color  than  the  inner  ones ;  the  former  forming  the  sap-wood,  and 
the  latter  the  heart-wood.  When  the  log  dries,  and  thus  tends 
to  contract,  it  will  be  found  that  scarcely  any  contraction  takes 
place  in  the  medullary  rays;  but  it  must  take  place  along 
the  line  of  least  resistance,  viz.,  along  the  annual  rings',  thus 
causing  radiating  cracks,  and  drawing  the  rays  nearer  together 
on  the  side  away  from  the  crack.    This  action  is  exhibited  in 
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Fig.  24 X. 


Fig.  241,  where  a  log  is  shown  with  two  saw-cuts  at  right 
angles  to  each  other;   when  this  log  becomes  dry,  the  four 
right   angles    all    becoming  acute 
through    the    shrinkage    of     the 
rings. 

If  the  log  be  cut  into  planks  by 
parallel  saw-cuts,  the  planks  will, 
after  drying,  assume  the  forms 
shown  in  Fig.  242,  as  is  pointed 
out  in  Anderson's  "Strength  of 
Materials,"  from  which  these  two 
cuts  are  taken. 

This  internal  construction  of  a 
plank  has  an  important  influence 
upon  the  side  which  should  be  uppermost  when  it  is  used  for 

flooring ;  for,  if  the  heart  side  is  up- 
permost, there  will  be  a  liability  to 
having  layers  peel  off  as  the  wood 
dries :  indeed,  boards  for  flooring 
should  be  so  cut  as  to  have  the  an- 
nual rings  at  right  angles  to  the 
side  of  the  plank.  Before  discuss- 
ing any  other  considerations  which 
affect  the  adaptability  of  timber  to 
use  in  construction,  we  will  con- 
sider the  question  of  its  strength. 
§  237.  Strength  of  Timber.  —  In  this  regard  we  must 
observe,  that,  whereas  the  strength  and  elasticity  and  other 
properties  of  iron  and  steel  vary  greatly  with  its  chemical  com- 
position and  the  treatment  it  has  received  during  its  manufac- 
ture, the  strength,  etc.,  of  timber  is  much  more  variable,  being 
seriously  affected  by  the  soil,  climate,  and  other  accidents  of  its 
growth,  its  seasoning,  and  other  circumstances ;  and  that  over 
many  of  these  things  we  have  no  control :  hence  we  must  not 
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expect  ta  find  that  all  timber  that  goes  by  one  name  has  the 
samie  strength,  and  we  shall  find  a  much  greater  variation  and 
irregularity  m  timber  than  in  iron.  The  experiments  that  have 
been  made  on  strength  and  elasticity  of  timber  may  be  divided 
into  the  following  classes  :  — 

i^  Those  of  the  older  experimenters,  except  those  made 
on  full-size  columns  by  P.  S.  Girard,  and  published  in  1798. 
A  fair  representation  of  the  results,  obtained  by  themv  all  of 
which  were  deduced  from  experiments  on  small  pieces,  is  to 
be  found  in  the  tables  given  in  Professor  Rankine's  books, 
"  Applied  Mechanics,"  **  Civil  Engineering,"  and  "  Machinery 
and  Millwort" 

2^.  Tests  made  by  modem  experimenters  on  small  pieces. 
Such  tests  have  been  made  by  — 

{a)  Tiautwine ;  Engineers'  Pocket-Book. 

{b)  Hatfield :  Transverse  Strains. 

{/)  Laslett :  Timbep^nd  Timber  Trees. 

{d)  Thurston :  Materials  of  Construction. 

{e)  A  series  of  tests  on  small  samples  of  a  great  variety  of  American 
woods,  made  for  the  Census  Department,  and  recorded  in 
Executive  Document  No.  5, 48th  Congress,  ist  session. 

3^  Tests  made  by  Capt.  T.  J.  Rodman,  U.S.A.,  the  results 
of  which  are  given  in  the  "Ordnance  Manual." 

4°.  All  tests  that  have  been  made  on  full-size  pieces. 

In  regard  to  tests  on  small  pieces,  such  as  have  commonly 
been  used  for  testing,  it  is  to  be  observed,  that,  while  a  great 
deal  of  interesting  information  may  be  derived  from  such  tests 
as  to  some  of  the  properties  of  the  timber  tested,  nevertheless, 
such  specimens  do  not  fmrnish  us  with  results  which  it  is  safe 
to  use  in  practical  cases  where  full-size  pieces  are  used.  Inas- 
much as  these  small  pieces  are  necessarily  much  more  perfect 
(otherwise  they  would  not  be  considered  fit  for  testing),  having 
less  defects,  such  as  knots,  shakes,  etc.,  than  the  full-size  pieces, 
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they  have  also  a  far  greater  homogeneity.  They  also  season 
much  more  quickly  and  uniformly  than  full-size  pieces.  In 
making  this  statement,  I  am  only  urging  the  importance  of 
adopting  in  this  experimental  work  the  same  principle  that  the 
physicist  recognizes  in  all  his  work;  viz.,  that  he  must  not 
apply  the  results  to  cases  where  the  conditions  are  essentially 
different  from  those  he  has  tested. 

Moreover,  it  will  be  seen  in  what  follows,  that,  whenever 
full-size  pieces  have  been  tested,  they  have  fallen  far  short  of 
the  strength  that  has  been  attributed  to  them  when  the  basis 
in  computing  their  strength  has  been  tests  on  small  pieces; 
and,  moreover,  the  irregularities  do  not  bear  the  same  propor- 
tion in  all  cases,  but  need  to  be  taken  account  of. 

The  results  of  the  first  class  of  experiments  named  in  the 
following  table  are  taken  from  Rankine's  "Applied  Mechanics;" 
and,  inasmuch  as  the  table  contains  also  the  strengths  of  some 
other  organic  fibres,  it  will  be  inserted  in  full.  The  student 
may  compare  these  constants  with  those  that  will  be  given 
later. 


Kind  of  Material. 


Tenacity 
or  Resist- 
ance to 
Tearing. 


Modulus  of 

Tensile 
Elasticity. 


Resist- 
ance to 
Crush- 
ing. 


Modulus 

of 
Rupture. 


Resist- 
ance to 
Shearing 
along 
Grain. 


Modulus 

Shearing 

Elasticity 

along  the 

Gtain. 


Ash 

Bamboo  .  .  . 
Beech  .... 
Birch  .... 
Blue  gum  .    .    . 

Box 

Bullet-tree  .  . 
Cedar  of  Lebanon 


17000 

6300 

1 1500 

15000 


11400 


1600000 


9000 


350000 

645000 

9360 

6400 

- 

8800 

- 

10300 

- 

14000 

486000 

5860 

I  I^OOO 

1 14000 


\  9000 

\  12000 

1 1700 

(16000 

(  20000 


,15900 

I  16000 

7400 


1400 


76000 


1- 
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Kind  of  MatexiaL 


Tenacity 
or  Resist- 
ance to 
Tearing. 


Modulus  of 

Tensile 
Elasticity. 


Resist- 
ance to 
Crush- 
ing. 


Modulus 

of 
Rupture. 


Resist- 
ance to 
Shearing 
along 
Grain. 


Modulus 

of 

Shearing 

Elasticity 

along  the 

Grain. 


Chestnut 


Cowrie  . 
Ebony 


Elm 


Fir,  Red  pine 
**    Yellow  pine  (Am. 
"    Spruce   .    . 

«    Larch     .    . 

Hoxen  yam   .    . 
Hazel    .... 


Hempen  rope     . 

Ox-hide,  undressed 
Hornbeam  .  . 
Lancewood  .  . 
Ox-leather  .  . 
Lignum-vitae  .  • 
Locust  .... 


Mahogany .  . 

Maple  .  .  . 

Oak,  British  . 

"  Dantzic 


European  . 
American  red 


lOOOO 

to 
1 13000 


14000 

[ 12000 
to 

: 14000 


12400 
9000 

to 

lOOOO 

25000 
16000 

;  12000 

to 

;  16000 

6300 

20000 

23400 

4200 

1 1800 

16000 

I  8000 

to 

'21800 

10600 


lOOOO 

1 19800 

10250 


II40000 


700000 

to 
1840000 
1460000 

to 
1900000 

1400000 

to 
1800000 
900000 

to 
1360000 


19000 
> 10300 

5375 
to 

6200 
5400 

I- 

[  5570 


10660 

IIOOO 

27000 
;  6000 

to 

:  9700 

'  7100 
I  9540 


\  9900 
112300 

;  5000 

lOOOO 


1400 


600 


970 

1700 


76000 


62000 
II6000 


\  - 


24300 


1255000 


f 1200000 
^1750000 

2150000 


9900 
8200 

lOOOO 

7700 

!- 

6000 


\^^ 


500 


lOOOO 

13600 
8700 


i- 


10600 


2300 


8200b 
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Kind  of  Material. 

Tenacity 
or  Resist- 
ance to 
Tearing. 

Modulus  of 
.Tensile 
Elasticity. 

Resist. 

anoeto 

Crush. 

bg. 

Modulus 

of 
Rupture. 

Resist- 
ance  to 
Shearing 
along 
Grain. 

Modulus 

of 

Shearing 

Elasticity 

along  dK 

Gnun. 

Silk  fibre  .    . 
Sycamore  .    . 

Teak,  Indian 

«      African 
Whalebone    . 
Willow.    .    . 
Yew.    .    .    . 

52000 
13000 

15000 

21000 
7700 

8000 

1300000 
1040000 

2300000 

12000 

9600 
,12000 
(  19000 

14980 
6600 

i '    "* 

- 

In  i^gard  to  the  tests  of  the  second  class,  a  few  comments 
are  in  order :  — 

1°.  These  experiments,  like  those  of  the  first  class,  were  all 
made  upon  small  pieces ;  and  the  results  are  correspondingly 
high. 

The  usual  size  of  the  specimens  for  crushing  being  one  or 
two  square  inches  in  section,  and  of  those  for  transverse 
strength  being  about  two  inches  square  in  section  and  four  or 
five  feet  span,  those  for  tension  had  even  a  much  smaller  sec- 
tion than  those  for  compression  ;  as  it  is  necessary,  in  order  to 
hold  the  wood  in  the  machine,  to  give  it  very  large  shoulders. 

The  only  exception  to  this  is  the  tests  of  Sir  Thomas  Las- 
lett,  an  account  of  which  is  given  in  his  "  Timber  and  Timber 
Trees,"  and  also  in  D.  K.  Clark's  "  Rules  and  Tables."  In  these 
tests  he  gives  very  much  lower  tensile  strengths  than  those 
given  above ;  and  he  states  that  his  specimens  were  three  inches 
square,  but  does  not  say  how  he  managed  to  hold  them  in  such 
a  way  as  to  subject  them  to  a  direct  tensile  strtns.  His  results 
for  crushing  and  transverse  strength  are  about  as  great  as 
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those  given  in  Rankine*s  tables,  and  as  were  obtained  by  the 
other  experimenters  on  small  pieces,  as  his  specimens  were  of 
about  the  same  dimensions  as  those  used  by  the  others.  The 
figures  obtained  by  these  experimenters  will  only  be  given  inci- 
dentally, as — 

(a)  They  are  very  similar  to  those  given  in  Rankine's  table. 

(p)  They  are  not  suitable  for  practical  use  on  the  large 
scale. 

(f)  While  they  have  been  used,  it  has  only  been  done  by 
employing  a  very  large  factor  of  safety  for  timber. 

The  series  of  tests  made  for  the  Census  Department,  and 
recorded  in  Executive  Document  No.  5,  48th  Congress,  first 
session,  form  a  very  interesting  series  of  experiments  upon 
small  specimens  of  an  exceedingly  large  number  of  American 
woods.  In  order  to  have  working  figures,  we  should  need  to 
test  large  pieces  of  the  same ;  as  the  proportion  between  the 
strengths  of  the  different  kinds  would  be  liable  to  be  different 
in  the  latter  case. 

The  only  record  of  Rodman's  experiments  available  is  a 
table  of  results  in  the  "  Ordnance  Manual."  These  are  lower, 
as  a  rule,  than  those  obtained  by  the  experimenters  of  the  first 
or  second  class.  This  is  to  be  accounted  for  by  the  fact  that, 
while  he  did  not  experiment  on  full-size  pieces,  he  used  much 
larger  pieces  than  those  heretofore  employed ;  his  specimens 
for  transverse  strength,  many  of  which  are  still  stored  at  the 
Watertown  Arsenal,  being  5 J  ioches  deep,  2f  inches  thick,  and 
5  feet  span. 

The  fourth  class  of  tests  are  those  which  furnish  reliable 
data  for  use  in  construction  ;  and  we  will  proceed  to  a  consid- 
eration of  these,  taking  up  (i*^)  tension,  (2'')  compression,  (3^) 
transverse  strength,  and  (4®)  shearing  along  the  grain. 
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TENSION. 

In  all  cases  where  the  attempt  has  been  made  to  experiment 
upon  the  tensile  strength  of  timber,  a  great  deal  of  difficulty 
has  been  encountered  in  regard  to  the  manner  of  holding  the 
specimens.  In  all  cases  it  has  been  found  necessary  to  pro- 
vide them  with  shoulders,  each  shoulder  being  five  or  six  times 
as  long  as  the  part  of  the  specimen  to  be  tested,  and  to  bring 
upon  these  shoulders  a  powerful  lateral  pressure,  to  prevent 
the  specimen  from  giving  way  by  shearing  along  the  grain,  and 
pulling  out  from  the  shoulder,  instead  of  tearing  apart. 

The  specimens  tested  have  generally  had  a  sectional  area 
less  than  one  square  inch,  and  it  seems  almost  impossible  to 
provide  the  means  of  holding  larger  specimens.  This  being 
the  case,  it  is  plain,  that,  whenever  timber  is  used  as  a  tie-bar 
in  construction  (except  in  exceedingly  rare  and  out-of-the- 
way  cases),  it  will  give  way  by  some  means  other  than  direct 
tension  ;  i.e.,  either  by  the  pulling-out  of  the  bolts  or  fastenings, 
and  the  consequent  shearing  of  the  timber,  or  else  by  bending 
if  there  is  a  transverse  stress  upon  the  piece ;  and,  this  being 
the  case,  these  other  resistances  should  be  computed,  instead 
of  Hhe  direct  tension.  Hence,  while  the  direct  tensile  strength 
of  timber  may  be  an  interesting  subject  of  experiment,  it  can 
serve  hardly  any  purpose  in  construction ;  and  the  conclusion 
follows,  that  the  resistances  of  timber  to  breaking  we  may 
expect  to  meet  in  practice  are  its  crushing,  transverse,  and 
shearing  strength.  Indeed,  the  use  of  timber  for  a  tie-bar 
should  be  avoided  whenever  it  is  possible  to  do  so ;  and,  when 
it  is  used,  the  calculations  for  its  strength  should  be  based 
upon  the  puUing-out  of  the  fastenings,  the  shearing  or  splitting 
of  the  wood,  etc.,  and  not  on  the  tensile  resistance  of  the  solid 
piece. 

Moreover,  when  a  wooden  tie-bar  is  subjected  not  merely 
to  direct  tension,  but  also  to  a  bending-moment,  whether  the 
latter  is  caused  by  a  transverse  load,  or  by  an  eccentric  pull,  as 
it  generally  is  in  the  case  of  timber  joints,  we  must  compute 
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the  greatest  tension  per  square  inch  at  the  outside  fibre  due  to 
the  bending,  and  to  that  add  the  direct  tension  per  square 
inch :  and  this  sum  must  be  less  than  the  modulus  of  rupture 
if  the  piece  is  not  to  give  way ;  i.e.,  the  modulus  of  rupture, 
and  not  the  ultimate  tensile  strength  per  square  inch,  must  be 
our  criterion  of  breaking  in  such  a  case,  the  working-strength 
per  square  inch  being  the  modulus  of  rupture  divided  by  a 
suitable  factor  of  safety. 

COMPRESSIVE   STRENGTH. 

Tests  of  the  compressive  strength  of  full-sized  wooden  col- 
umns are,  with  the  exception  of  one  set  of  tests,  of  very  recent 
date,  and  have  not  yet  found  their  way,  to  any  extent,  into  our 
text-books  and  engineers'  handbooks.  It  is  therefore  only 
suitable,  that,  before  enumerating  them,  we  should  observe 
what  formulae  have  been  given  in  these  books  for  the  computa- 
tion of  timber  columns  in  practice,  what  experimental  basis 
these  formulae  rest  upon,  and  how  they  coincide  with  the 
facts. 

The  oldest  formulae  are  those  of  Euler.  His  formulae  for 
the  strength  of  such  circular  columns  as  yield  by  bending  are 
as  follows :  — 

For  ends  fixed  in  direction, 


(3.1416)3^ 


For  rounded  ends, 


(3.1416)3^ 

where  P  =  breaking-weight  in  pounds,  and  E  =  modulus  of 
elasticity  of  the  material.  For  wood,  Weisbach  gives  for  use 
in  Euler's  formulae,  E  =  1664000,  and  crushing-strength  per 
square  inch  =  6770. 
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According  to  Hodgkinson,  we  should  take  one-ninth  <if  the 
breaking-strength  of  a  castnipon  pillar,  as  givea  bj  equatioDs 
(I),  (2),  (3),  (4),  (s),  §  211 ;  this  being  the  rule  given  by  Mr. 
Jaoies  B.  FrauBicis  in  his  book,  where  be  has  ooinpiited  and 
tabulated  the  strength  of  pillars  of  the  ordinajy  siaes  used  in 
practice,  by  means  of  Mr.  Hodgkinson's  formulae. 

In  Gordon's  formula  the  constants  used  were  determined 
in  such  a  way  as  to  make  the  results  agree  as  nearly  as  possible 
with  Hodgkinson's  experiments.  The  formulae  devised  by  Gor- 
don himself  refer  only  to  cylindrical  and  hollow  cylindrical 
columns.  A  formula  devised  by  the  same  course  of  reasoning, 
and  also  depending  for  its  constants  on  Hodgkinson*s  experi- 
ments, but  so  arranged  as  to  be  applicable  to  any  form  of 
section  whatever,  is  given  by  Professor  Rankine,  For  wood 
it  is  as  follows : 

77"^ 


3000f* 


where  P  =  breaking-strength  in  pounds,  5  =  sectional  area  in 
square  inches,  /  =  length  in  inches,  r  =  least  radius  of  gyra- 
tion in  inches. 

Besides  the  above,  we  have  fcMmula  which  are  practically 
Rankine's  formulae  with  the  constants  changed.  One  of  these 
is  that  of  Mr.  C.  Shaler  Smith  as  given  in  Trautwine's  "  Pocket- 
Book,"  and  applicable,  as  he  claims,  to  a  square  or  rectangular 
column  of  white  or  yellow  pine.     It  is  as  fcdlows : 


I  -f-  0.004^ 


wliere  P  =  breaking-weight  in  pounds,  .S  =  sectional  area  ia 
square  inches,  /  =  length  in  inches,  d  =  least  side  of  rectangle. 
I  have  computed,  by  means  of  these  formulae,  the  breaking 
weights  of  certain  oak  columns,  with  the  following  results:— 
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Xicngth  =r  14  feet 


Diameter 
10.5  Inches. 


Diameter 
9.5  Inches. 


Eoler      . 
Rankine 
Fjancis  • 


Flat  ends  .  . 
Rounded  ends 
Flat  ends  .  • 
Rounded  «nds 
Flat  ends  .  . 
Rounded  ends 


586214 

347147 
465261 
263615 
420000 
140000 


479858 
232623 
360164 
191286 

312795 
104265 


If  we  use  the  average  of  the  results  obtained  from  the  oak 
columns  tested  at  Watertown,  which  will  be  referred  to  later, 
we  should  find,  for  the  breaking-weights  of  the  above  columns 
with  flat  ends,  about  2770QO  and  227000  lbs.  respectively. 

A  glance  at  tlae  above  results  will  show  that  they  differ  very 
much  from  each  other,  and  the  question  naturally  arises  as  to 
tbe  trustwortibiaess  oi  the  exi^rimental  daita  oa  which  they 
are  based. 

The  coiiBtasits  used  in  Euler's  formulae  are  not  deduced 
from  any  experiment  on  the  breaking  of  a  column. 

Rankine's  and  Francis's  have,  for  experimental  basis,  the 
experiments  of  Hodgkinson.  He  made  a  very  large  mumber 
of  tests  of  cast-iron  columns,  noffie  of  which  were  as  large  as 
those  used  in  practice.  On  oak  columns,  he  made  seventeen 
experiments  on  as  many  columns,  all  cut  from  one  good  plank 
of  Dantzic  oak,  the  largest  of  which  was  five  feet  long  and  two 
inches  square.  Of  these  seventeeiat,  only  seven  w^e  used  in 
deducing  his  formulae. 

It  is  plain  that  such  data  are  insufficient,  and  cannot  furnish 
us  reliable  information  as  to  the  strength  of  a  column. 

As  to  Mr.  C.  Shaler  Smith's  formula,  it  is  based  upon  some 
experiments  made  by  himself,  which  have  never  been  published. 
The  student  can  easily  satisfy  himself  as  to  how  accurately  it 
represents  the  facts  on  the  large  scale,  by  computing  by  it  the 
strength  of  some  of  the  columns  tested,  of  which  an  account 


Digitized  by 


Google 


650  APPLIED  MECHANICS. 

will  shortly  bejfuien.  Trautwine,  in  his  "  Handbook,"  states 
thaiit^s'^or  the  breaking-loads  of  either  square  or  rectangular 
pillars  or  posts,  of  moderately  seasoned  white  and  common 
yellow  pine,  with,  flat  ends,  firmly  fixed,  and  equally  loaded" 

Mr.  Smith,  as  I  understand,  however,  intended  it  to  meet 
the  case  of  such  ill-fitting  joints  as  occur  in  practice,  and  not 
for  perfectly  even  bearings. 

TESTS  OF   FULL-SIZE  COLUMNS. 

The  only  tests  of  full-size  columns  of  which  I  have  any 
knowledge  are :  — 

1°.  Trautwine,  in  his  "Handbook,"  speaks  of  some  tests  of 
wooden  pillars  20  feet  long  and  13  inches  square,  made  by 
David  Kirkaldy,  which,  as  he  says,  gave  results  agreeing  with 
Mr.  C.  Shaler  Smith's  rule. 

2°.  A  series  of  tests  made  at  the  Watertown  Arsenal  for 
the  Boston  Manufacturers'  Mutual  Fire  Insurance  Company* 
under  the  direction  of  the  author. 

3°.  Eleven  tests  of  old  spruce  pillars  made  at  the  Water- 
town  Arsenal,  for  the  Jackson  Company,  under  the  direction 
of  Mr.  J.  R.  Freeman,  and  reported  in  the  Journal  of  the 
Assoc.  Eng.  Societies  for  November,  1889. 

4°.  The  tests  that  have  been  made  at  the  Watertown  Arse- 
nal on  the  government  testing-machine. 

5°.  Besides  these,  the  writer  has  very  recently  had  his 
attention  called  to  a  series  of  tests  of  full-size  columns  of  oak 
and  fir,  made  by  P.  S.  Girard  in  1798,  which  give  results  agree- 
ing very  well  with  the  modern  results  on  full-size  columns. 
Why  these  tests  should  have  been  lost  sight  of,  and  Hodgkin- 
son's  always  used  instead,  is  incomprehensible. 

In  regard  to  the  first,  no  details  or  results  are  given :  hence 
nothing  will  be  said  about  them. 

In  regard  to  the  second,  a  summary,  only  will  be  presented 
here,  the  reader  being  referred  for  details  to  my  published 
report  entitled  "  Strength  of  Wooden  Columns." 
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In  all  the  experiments  enumerated  in  the  tables  given 
above,  the  columns  gave  way  by  direct  crushing,  and  hence 
the  strength  of  columns  of  these  ratios  of  length  to  diameter 
can  properly  be  found  by  multiplying  the  crushing-strength  per 
square  inch  of  the  wood  by  the  area  of  the  section  in  square 
inches. 

This  conclusion  is  deduced  from  the  fact  that  the  deflections 
were  measured  in  every  case,  and  found  to  be  so  small  as  not  to 
exert  any  appreciable  effect. 

In  regard  to  other  tests  of  this  same  set,  there  were  eight 
tests  made,  in  addition  to  those  already  enumerated ;  and  of 
these,  five  were  loaded  off  centre.  A  summary  of  the  results  is 
appended,  together  with  a  comparison  of  their  actual  strength 
with  that  which  would  be  computed  on  the  basis  of  4400  per 
square  inch  for  yellow  pine,  and  3(XX)  for  oak. 


Weight, 
in  lbs. 

Length,  in 
feet  and 
inches. 

Diameter 

of 
Column. 

Diam- 
eter of 
Core. 

Sectional 
Area,  in 
square 
inches. 

tridty, 

in 
inches. 

Ultimate 
Strength. 

Compiited 
Ulbmaxe 
Strength. 

2, 2d  series 
5, 3d  series 

1, 3d  series 

1, 2d  series 
3, 2d  series 

320 
298 

386 
236 

ft.         in. 

11  11.27 

12  6.8 

"     9-3 

II     II.4 
II     II.2 

9.92 
\    7.6oi 

\  ^x^j 

\    8.92) 

10.95 

8.2 

1-53 
1.80 

7545 
63.1 

92.16 
50-92 

2-33 

2.07 

2.25 

2.75 
I.9I 

265000 
240000 

280000 

170000 
lOOOOO 

331980 
277640 

334576 

276430 
152760 

These  results  exhibit  a  great  falling-off  of  strength  due  to 
the  eccentricity  of  the  load ;  and  if  we  observe,  that,  whenever 
the  beam  on  one  side  of  a  column  is  loaded  differently  from 
that  on  the  other  side,  we  have  an  eccentric  loading,  and  hence 
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a  falling-off  in  strength,  we  must  conclude  that  this  should  be 
taken  into  account.  Probably  the  best  way  to  proceed  in  the 
matter  is  to  compute  always  the  greatest  eccentricity  possible 
in  any  given  case,  and  to  compute  from  that  the  additional 
stress  on  the  column  due  to  the  bending  consequent  on  this 
eccentricity  by  the  principles  of  the  short  strut,  already  ex- 
plained in  §  207.  This  will  always  be  on  the  safe  side.  The 
three  remaining  experiments  of  the  set  were,  (1°)  Two  tests  of 
ivhitewood  columns:  these  gave  a  crushing-strength  of  3009 
lbs.  per  square  inch.  The  columns  were,  however,  brittle,  and 
did  not  give  warning  of  fracture.  (2°)  One  yellow-pine  square 
column  of  a  sectional  area  of  68.8  square  inches,  and  length  12 
feet  6.85  inches,  tested  by  resting  one  end  on  a  thick  yellow- 
pine  bolster,  crushing  this  bolster  at  right  angles  to  the  grain. 

Maximum  load  on  the  post  while  the  bolster  was  in,  was 
I200C»  lbs.  =  1744  lbs.  per  square  inch.  Under  this  load  a 
crack  at  end  of  post  was  enlarged,  giving  evidence  that  failure 
of  the  post  was  imminent.  The  bolster  in  the  mean  time  had 
become  thoroughly  cracked,  owing  to  the  unequal  distribution  of 
the  load  on  the  bolster,  from  imperfect  workmanship.  Slight 
cracks  followed  the  first  snapping  sounds  heard  at  2cxxx)  lbs. 
compression.  The  cracks  gradually  developed  as  the  loads  were 
increased,  the  side  nearest  the  heart  of  the  bolster  sliding  off. 

The  post  was  taken  from  machine  and  bolster  removed. 
The  post  was  cut  off  \\  inches  at  the  end,  and  squared ;  the 
total  length,  after  cutting,  being  149.35  inches.  Ultimate 
strength,  375000  lbs.  =  545 1  lbs.  per  square  inch. 

A  few  of  the  conclusions  in  regard  to  these  sizes  of  posts  will 
now  be  quoted  from  the  report  of  these  tests,  in  which  some 
general  recommendations  are  made,  and  others  having  special 
reference  to  mill  columns  :  — 

I.  I  should  recommend  that  the  longitudinal  holes  in  wooden  mill 
columns  be  bored  from  one  end  only,  and  that  all  posts  be  rejected  in 
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which  the  eccentricity  at  the  other  end  i»  greater  than  a  given  small 
amount,  as  three-quarters  of  an  inch.  This  recommendation  is  made 
in  view  of  the  faet  that  holes  bored  from,  the  two  ends  are  very  liable 
not  to  meet  in  the  middle. 

2.  I  should  recommend  that  mill  columns  be  not  tapered,  as  the 
tapering  is  a  source  of  weakness. 

3.  I  should  also  recommend  that  square  columns  be  used  in  mills^ 
instead  of  round  ones,  for  the  reason  that  the  timber  comes  to  the 
wharf  in  the  form  of  square  logs,  and,  when  the  coltmins  are  made 
round,  they  are  cut  from  the  square  form  ;  and  this  cutting-away  of 
the  wood  is  so  much  loss  of  strength. 

4.  The  strength  of  a  column  of  hard  pine  or  oak,  with  "  flat  ends,'* 
the  load  being  uniformly  distributed  over  the  ends,  and  of  the  diame- 
ters tested,  is  practically  independent  of  the  length,  for  the  ratios 
of  length  to  diameter  used  in  the  tests,  such  columns  giving  way 
practically  by  direct  crushing :  the  deflection,  if  any,  being  as  a 
rule  very  uuall,  and  exerting  no  appreciable  influence  on  the  break* 
ing-strength. 

5.  The  crushing-strength  per  square  inch  varies  considerably  in 
specimens  of  different  degrees  of  seasoning,  also  in  large  and  small 
specimens.  The  average  crushing-strength  of  such  yellow-pine  posts 
as  were  tested,  not  thoroughly  seasoned,  and  not  very  green,  is  about 
4400  lbs.;  whereas  for  such  oak  as  was  furnished  mc,  which  was 
green  and  knotty,  but  no  more  so  than  is  usual  for  use  in  biplding, 
the  average  is  about  3200  lbs. 

6.  I  would  recommend  the  use  of  iron  caps  and  pintles,  instead  of 
wooden  bolsters,  as  wood  is  very  weak  to  resist  crushing  across  the 
grain,  and  the  wooden  bolster  will  fail  at  a  pressure  far  below  that 
which  the  column  is  capable  of  resisting ;  and  the  unevenness  of 
the  pressure  brought  about  by  the  bolster  is  so  great  as  to  sometimes 
crack  the  column  at  a  pressure  far  below  what  it  would  otherwise 
sustain. 

7.  Any  cause  "which  operates  to  distribute  the  pressure  on 
the  ends  unevenly,  or  to  force  its  resultant  out  of  centre,  is  a 
source  of  weakness,  and  bring?  about  a  very  considerable  defiec- 
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tion,  which  exerts  an  important  influence  in  reducing  the  breaking- 
strength. 

The  table  of  results  of  the  tests  on  old  and  seasoned  oak 
columns  were  made  upon  columns  that  had  been  in  use  for  a 
number  of  years  in  different  mills,  from  which  they  were  re- 
moved, and  replaced  by  new  ones.  Tetj  of  them  had  been  in 
use  about  twenty-five  years,  and  the  remainder  for  shorter 
periods.  An  inspection  of  this  table  will,  I  think,  convince  the 
reader  that  it  would  not  be  safe  to  calculate  upon  a  higher 
breaking-strength  per  square  inch  in  these  than  in  the  green 
ones. 

TESTS   FOR   THE   JACKSON   COMPANY. 

Eleven  tests  of  old  spruce  pillars,  which  had  been  in  use 
in  a  cotton-mill  of  the  Jackson  Company,  were  tested  on  the 
government  machine  at  Watertown,  under  the  direction  of 
Mr.  J.  R.  Freeman.  The  manner  of  making  them  was  as  fol- 
lows: 

In  the  first  two  the  ends  were  brought  to  an  even  bear- 
ing. 

In  the  third  the  ends  came  to  an  even  bearing  under  a  load 
of  60000  pounds. 

In  the  fourth,  fifth,  ninth,  tenth,  and  eleventh,  the  cap, 
and  also  the  base-plate,  were  planed  off  on  the  back  to  a  slope 
of  I  in  24,  and  placed  with  their  inclinations  opposite. 

In  the  eighth  they  had  their  inclinations  the  same  way  one 
as  the  other. 

In  the  sixth  and  seventh  the  base-plate  was  not  used,  the 
larger  end  of  the  post  having  a  full  bearing  on  the  platform  of 
the  machine. 

The  results  are  given  in  the  following  table : 
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Lenffth 

in  Feet  and 

Incbes. 

Diameter 

at 

Small  Bnd, 

Indies. 

Diameter 

at 

Large  Bnd, 

Incbes. 

Area  at 

Small  Bnd. 

Sq.In. 

Ultimate 

Strength, 

Lbs. 

Ultimate 

Strength  per 

Sq.In., 

Lbs. 

ft.       in. 

I 

10    4.75 

5.82 

7.78 

31.87 

142000 

4088 

3 

10     4. 

5.85 

7.49 

27.15 

192800 

6225 

3 

10    5-75 

5.85 

7-74 

32.17 

166100 

4900 

4 

10    5-5 

5.70 

7.77 

31.67 

108200 

5 

10     5.1 

5.70 

7.70 

30.78 

105000 

6 

10    5.2 

5.80 

7.61 

30.39 

168000 

7 

9    7 

5.74 

7.81 

32.88 

194 100 

8 

10    5.4 

5.85 

7.90 

34.21 

155000 

9 

10    4.9 

5.82 

7.77 

40.72 

96100 

10 

10    5.13 

5.73 

7.78 

125000 

II 

10    438 

5-74 

7.81 

60000 

All  but  the  first  three  of  the  tests  were  made  with  inclined 
bearings  of  one  kind  or  another,  hence  the  ultimate  strength 
per  square  inch  is  only  given  here  for  the  first  three ;  which,  as 
Mr.  Freeman  says,  were  of  "  well-seasoned  spruce,  of  excellent 
quality."  Hence  the  average  crushing-strength  of  spruce  is 
doubtless  considerably  lower  than  the  average  of  these  three. 


TESTS  MADE  ON  THE  GOVERNMENT  MACHINE. 

In  Executive  Document  12,  47th  Congress,  first  session, 
will  be  found  a  series  of  tests  of  white  and  yellow  pine  posts 
made  at  the  Watertown  Arsenal ;  and  these  tests  probably  fur- 
nish us  the  best  information  that  we  possess  in  regard  to  the 
strength  of  wooden  columns. 

The  summary  of  results  is  appended :  — 
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COMPRESSION    OF    WHITE   PINE.  —  Single  Sticks  akd  Built  Posts. 
In  the  multiple  ones,  dimfTnionn  of  each  stick  are  given. 


No. 

of 

Test. 


Weight 


DimeDsioos  of  Post. 


Sectional 
Afea. 


Ultiinate  Stiengtk 


3.^ 


664 
665 
666 
667 
668 
669 


639 
640 

64a 

643 
644 
648 

649 
650 

64s 
646 
647 

678 

679 
680 

663 
676 
677 


J466 


385 


77.50 
80.00 

79*97 
80.00 

79-93 
80.00 

80.00 
80.00 

80.00 
80.00 
80.00 
80.00 

79.98 
79.98 

79.9a 
79.9a 
79.96 
79.96 

80.00 
80.00 

80.00 
80.00 
80.00 
80.00 

79*97 
79*97 
80.00 
80.00 
80.00 
80.00 

79-94 
79*94 
80.00 
80.00 
80.00 
80.00 

80.00 
80.00 

79*94 
79*94 
80.00 
80.00 


4.48 
448 
4-47 
5*40 
5-61 
S.64 

4.50 
4-50 

4-5a 

4-49 
4-53 
4.5a 

5.56 
5.65 

5.60 
S.60 

5.60 
5.61 

S.60 
5.61 

|:S 

5-59 
5.60 

5.6a 

5-58 
5-57 

5.60 
5.61 

5.60 
5.63 

5.60 
5.61 

5.61 
5.68 


sq.  m. 
Sa.a 
Sa-x 
5a. o 
6x.o 
65.8 
66.3 


sa.a  I 
Sa.aj 

53.7  I 

Sa.Sf 
5a-5i 

64.7  [ 
64.7) 
65.6  I 
65.at 

65.1  i 
65.6  ( 
65.61 
65.6  { 
65.9 
65.9 
65-7  < 

64.8  I 
65.0) 

64.9/ 

65.1  i 

65.3  J 
64.0/ 
63.8! 

66. z) 
65.9* 

tx\ 

65.6  j 
65.8 1 

65.4  i 


04.4 


04.9 


a9-4 
30.8 
30.a 


3X*5 
31*6 

a9.8 

30.0 
30.6 

a7.8 


31*4 


3a. o 


31.1 


O.OS45 

O.IOZO 

0.0895 
0.0505 

o.o6aa 

0.0608 

[  0.0670  \ 
\  0.0750  \ 

0.0645  ( 
0.0670 ) 
0.X060 j 

0.0955  s 

0.0770 ) 
0.0390  J 

0.0440} 

0.0600 t 

0.0596 j 

0.0690) 

0.0590 1 

0.0700  ) 

0.0600  I 
0.0705 

0.0885 
0.0560/ 
0.0540  \ 

0.0493  ( 

0.06  ao  \ 
0.0630  I 
0.0700 ) 

0.0539) 
0.064a  ) 

0.0664  j 
0.0705) 
0.0650 1 
0.0495  \ 

o.o6ai  I 
0.0657  ) 

0.0530  j 
0.0593  S 

0.055X  I 
0.0635  \ 


lbs. 
zxoooo 

8x500 

70000 

X56300 

xsasoo 


aiaooo 
X49000 

ax 5000 

a6xooo 
357800 

a68ooo 

377000 


363900 

349000 

848000 

345500 


378000 
374500 


3X07 

X564 
1346 

3633 

■375 
3397 

X9x6 


X419 
z66x 

X995 

1980 

3043 
3x07 
«8«4 


»9«S 
1899 

X93X 

x886 

8Xl6 

M73 
ao89 

«945 
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COMPRESSION    OF    WHITE    FINE.- Ccnc/udtA 
Single  Sticks  and  Built  Posts. 


No. 

of 

Test. 

Weight 

Dimensions  of  Post. 

Sectional 
Aiea. 

Compression     in 
150  In.     Load 
=  500  lbs.  per 
Sq.  In. 

Ultimate  Strength. 

1 

.5 

1 

1 

1 

5c^ 

lbs. 

in. 

in. 

in. 

sq.in. 

in. 

lbs. 

690 

936    600 
(199 

x8 

XX 

x8 

xSo.oo 
xSo.oo 
x8o.oo 

4-58 
5.56 
4-46 

XX. 69 

JJ:S 

65.0    169.3 
51.8 

(0.0460) 
J  0.0580 
(  0.0480  ) 

310000 

1831 

691 

(164) 
5197    sao 
(159) 

(   9 
xa 

179-98 
179.98 
X79.98 

4.48 
5.56 
4-45 

XX.60 
XX.60 
XX. 6x 

64)5    X68.9 
51-7 

(0.0596) 

0.0430  \ 

(  0.0390  I 

373500 

99X5 

69a 

J>53    6x4 
(ai3) 

13 
xa 

S 

X77.as 

«77-a5 
177.95 

5.69 

XX.60 
XX.60 
11.57 

/  0.0580 

0.0641 

363000 

1999 

687 

i5«) 
9^8    536 

1: 

xSo.oo 
x8o.oo 
xSo.oo 

tit 
4.5a 

X1.60 
XX. 63 
"•59 

SI  1 169.4 

( 0.0460 

5  0.05S7 

(  O.OS33 

395500 

1919 

688 

gJ575 

xo 

II 

180.00 
180.00 
x8o.oo 

4-50 

X1.60 
IX.60 
X1.60 

52.9 

65.9    169.6 
5a.a 

Io!o645{ 
(  0.0703  ) 

306000 

1804 

689 

(x88 

Jao3    550 
(159) 

7 

XX 

9 

180.05 
180.05 
X80.05 

4.46 

XX.60 
11.63 
11-57 

65!?  1  168.7 

i  0.07S9  ) 

340000 

90X5 

68x 

fi93l 

U57J 

(i 

179-95 
»79-95 
179-95 
179-95 

4-47 

4.48 
4-51 

XX.60 
X1.65 
XX.65 
11.65 

51. 9l 

r  0.0700"! 
J  0.0714  I 
1 0.053X  r 

1.0.0763J 

362000 

1734 

689 

(I- 

7 

^^■^ 

7 

'^  9 

X80.00 
180.00 
180.00 
x8o.oo 

4-50 
4-50 
4-49 
4.50 

XX.63 
IX. 64 
11.60 
XI. 63 

5a-3J 

Co.o6x9l 

1 0.0546 1 

to.o9x6j 

4x4000 

X980 

683 

rx69i 

USxJ 

xo 

,    XX 

1    9 
'^  7 

X80.03 
X80.03 
180.03 
X80.03 

'1 
1% 

X1.69 

XI. 70 
XX. 6x 

51-91 

51.8J 

6  6  6  6 

50x000 

9133 

684 

liH 

[xo 

1    7 
1 10 

x8o.oo 
x8o.oo 
x8o.oo 
xSo.oo 

1% 

11.64 
XX. 61 

5»-oJ 

r  0.0664 1 
1  0.0610  1 
j  0.0548  f 
I 0.0514 J 

599000 

9955 

685 

lil" 

f  xo 

1  *' 

I  9 

xSo.oo 
xSo.oo 
180.00 
xSo.oo 

XX.60 

XX. 62 

XX.63 
XX.63 

SfM.8 

52-0  J 

ro.06451 
J  0.0650 1 
j  0.0506  1 

L 0.0546 J 

430000 

i83f 

686 

1  «59  I  ^' 
UsoJ 

fxx 
1  xo 

I  8 

xSo.oo 
xSo.oo 
xSo.oo 
xSo.oo 

4.48 
4.50 
4.50 

4-5» 

IX. 6x 
XX.56 

59.0] 

ro.05001 
J  0.0315  I 

U:2gJ 

395000 

1903 
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APPLIED  MECHANICS. 


COMPRESSION    OF   YELLOW    PINE. 
Single  Sticks  and  Built  Posts. 


No. 

of 

Test. 

Weight, 
in  lbs. 

^tST- 

Compression     in 
Z50  In.     Load 
-500  lbs.  per 
Sq.  Inch. 

UltiaiateStienidL 

! 

•5 

1 

1 

is 

in. 

in. 

in. 

«I.in. 

673^ 

360     ) 

ZX 

(  X80.05 
30.00 
90.00 

4.09 
4.0X 
3-95 

xx-35 
4 -ox 

3-97 

X5-M  ) 

0.0370 

(149300 
94000 
99600 

a 

674 

«3J 

»7 

180.00 

4-5« 

XX.60 

59.30 

0.0493 

13x500 

9515 

675 

194 

39 

x8o.oo 

4.34 

XZ.60 

50.30 

0.0490 

Z9X900 

9410 

490 

•*» 

- 

xSo.oo 

5.05 

X3.IO 

6x.zo 

- 

030000 

37*4 

670 

309 

X9 

x8o.oo 

5-65 

XX.74 

66.30 

0.0455 

005900 

3x06 

489 

aS7 

- 

X80.08 

5.8s 

19. 05 

70.50 

- 

050000 

3546 

654 

1IJJ{*'« 

i" 

xSo.oo 
xSo.oo 

5.63 
5.6a 

XX. 7x 
XX. 7x 

%:l  'B- 

1  0.04x8  ( 
\  0.0540  s 

470000 

3566 

655 

IS!- 

(n 

179-93 
'79-93 

5.64 
5-63 

XX. 79 
XX. 79 

txW- 

jox»99; 
}  0.0315  s 

580000 

4387 

6(6 

\tb^ 

\\\ 

xSo.oo 
xSo.oo 

5.6X 
5.6X 

XI.7I 

XX. 7x 

%:\W* 

J0.036S) 
(0.0466) 

480000 

3653 

651 

m-^ 

1" 

180.00 
180.00 

5.58 
5.58 

XX. 7x 
XX.7X 

«|:^l'3o-« 

1 0.0630 
J  0.05x4 

360000 

3756 

65a 

\f^\^ 

vx 

180.00 
iSo.oo 

5.58 
5.58 

XX. 70 
XX. 7x 

t\W-' 

j  0.0360 ) 

588500 

4506 

653 

i^"i««' 

\t 

180.00 
xSo.oo 

5.63 
5-59 

\W& 

%\\W- 

i  0.0559  \ 
1 0.0550/ 

436600 

33i8 

657 

!!t^i«« 

14 

179-96 
179.96 

5.63 
5-64 

XI. 7» 
II. 7X 

tlW-" 

( 0.0375 j 
1 0.0305  J 

580000 

4394 

658 

I^bI!'*' 

1" 

X79.98 
X79.98 

5-59 
5.59 

11.71 
11.79 

tlW- 

0.0320 1 
0.0436  i 

448000 

34«> 

659 

i^nf«'3 

1" 

xSo.oo 
xSo.oo 

5.6X 
5.6X 

"-73 
"-73 

l|:lj'3.-6 

j  0.0319 1 
\  0.0379  s 

6OQOOO 

4559 

660 

iSh" 

\'A 

X80.03 
180.03 

5.6X 
5.63 

11.99 

IX.  34 

Sll"*' 

\  o.o3a5  I 
}  0.0400  S 

5x0000 

4041 

66x 

insi"^ 

1" 

xSo.oo 
xSo.oo 

5.60 

XI.70 
11.73 

?:?!-•« 

j  0.04x0 
\  0.0365 

4x0000 

3XIX 

66a 

m^^' 

{'J 

xSo.oo 
xSo.oo 

5.6X 
5.6X 

xx-75 
XX. 75 

%-XW-' 

1  0.0540  j 
)  0.0500  \ 

J88000 

39*4 

693 

(34a 
376  774 
356 

(»3 

179.97 
179-97 
179-97 

4-50 
5.50 
4-49 

XI. 6x 

63.6    x68.o 
53.3) 

(0.0390) 
0.0395 
0.0x48  ) 

S64000 

3357 

694 

(193  ^ 
390  69X 

aoS) 

(«7 
34 

xo 

180.00 
iSo.oo 
xSo.oo 

4-50 

"-35 

SI'''-* 

(0.0500 
0.0650 
0.06x0 

y^ 

3037 

695 

(ao7 

390    743 
(346 

(  8 

x6 
x6 

xSo.oo 
iSo.oo 
xSo.oo 

4-49 

5-30 

4.50 

"•35 
"-34 
"•35 

5X.O 

59.0    x6x.x 

5X.X 

0.0439) 
0.0990 
0.0410  ) 

474000 

•94* 

Digitized  by 


Google 


COAfP/f£SS/OAr  Qfi  YSLLOW  PINE, 


669 


COMPRESSION    OF   YELLOW   tV^t^— Concluded. 
SnfOLB  Sticks  and  Built  Posts. 


No. 

of 
Test 


Weight, 


i% 


lO.\ 


of  Pott. 


Sectional 
Area. 


UHimato  Strength. 


U 


696 
697 
698 
488 


B17) 

•i53J66o 

190) 


775 


xBo.oo 
xBo.oo 
z8o.oo 

x8o«oo 
zBo.oo 
x8o.oo 

«79-94 
I79*M 
«79-94 

zSo.ao 


4-5* 

5.50 
4.48 

4»5« 
5-43 
4-47 

4.46 
5-53 

4.50 

16.88 
6.7a 


XZ.94 
xz.a3 
It.  33 
XX. 60 

XX. 60 
XX.  58 

XX  .60 
XX. 70 
IX. 59 

«5-75 
»6-75 


50.7 
61.8 
50.3 


169.8 


63.0}  167 
51 -8) 


x68.6 


J^iSi«4- 


fo.d337 ) 
0.0567  } 
0.07x5  ) 

!  0.0940) 
0.0330  } 
0.0336  ) 

10.0990) 
0.0385} 
0.034X  ) 


480000 


700000 


2948 
3»30 
3997 
3168 


These  sets  of  tests  furnish  us  practically  the  only  reliable 
information  we  have  in  regard  to  the  strength  of  full-size  col- 
umns of  white  pine,  yellow  pine,  and  oak.  In  regard  to  white 
and  yellow  pine,  Mr.  Edward  F.  Ely,  instructor  in  architecture 
at  the  Massachusetts  Institute  of  Technology,  has  plotted  the 
average,  and  also  the  lowest,  results  of  the  tables ;  and,  from  an 
inspection  of  the  diagrams,  he  gives  the  following  rules  for 
determining  the  breaking-strength  of  a  column  with  flat  ends, 
the  load  being  evenly  distributed  over  the  ends :  — 

Let  A  3s  area  of  section  in  square  inches. 

/  =  constant  whose  value  is  given  in  the  tables  fol- 
lowing. 

~  =:  ratio  of  length  to  least  side  of  rectangle,  all  the 

tests  having  been  made  on  rectangular  sections. 
Then 

Breaking-strength  s=/4, 
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where  /  has  the  following  values :  — 


White  Pine. 

Yellow  Pine. 

r 

/ 

/ 

r 

/ 

0  to  10 

2500 

oto  15 

4000 

10  to  35 

2000 

15  to  30 

3500 

35  to  45 

15Q0 

30  to  40 

3000 

45  to  60 

1000 

40  to  45 

2500 

45  to  50 

2000 

50  to  60 

1500 

In  the  case  of  oak,  if  it  is  desired  to  apply  the  results  to 
greater  ratios  of  length  to  diameter  than  those  tested,  a  similar 
reduction  can  be  made  in  the  value  of  /  to  that  which  takes 
place  here  in  the  case  of  white  and  yell©w  pine. 

For  the  ratios  of  length  to  diameter  tested,  /  =  3000  would 
seem  to  be  a  fair  value  to  use. 

§  238.  Factor  of  Safety. — Whereas,  in  the  case  of  iron 
bridge-work,  it  is  very  common  to  use  a  factor  of  safety  4,  the 
apparent  factors  of  safety  that  have  been  used  and  recom- 
mended for  timber  have  varied  very  greatly,  and  naturally  so, 
because  the  values  assumed  for  breaking-strength  have  been  so 
very  variable,  and  while  some  have  advised  the  use  of  apparent 
factors  of  safety  greater  than  4,  nevertheless  most  of  the  build- 
ing laws  only  require  an  apparent  factor  of  safety  3,  while 
making  use  of  values  of  breaking-strength  deduced  from  tests 
of  small  pieces. 

In  view  of  the  above  facts,  it  is  true  that  the  values  of  work- 
ing-strength used  in  many  cases  have  been  very  near  the  actual 
breaking-strength;  and,  indeed,  it  would  be  impossible  to 
recommend  any  suitable  factor  of  safety  to  be  used  with  re^ 
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suits  derived  from  tests  of  small  pieces.  But  if  the  true  values 
of  the  breaking-strength  as  derived  from  tests  of  full-size  pieces 
be  used,  it  would  seem  to  the  writer  that  a  factor  of  safety  4 
will  be  sufficient  for  most  ordinary  timber  constructions ;  i.e., 
that  we  should  use  for  working-strength  per  square  inch  one- 
fourth  of  the  breaking-strengfth  per  square  inch.  In  the  case 
of  mill-work,  and  in  other  cases  where  there  is  the  jarring  of 
moving  machinery,  it  is  advisable  to  use  a  somewhat  larger 
factor.  This  same  reasoning  will  also  apply  to  the  case  of 
beams  bearing  a  transverse  load,  where  they  are  designed  with 
reference  to  their  breaking-weight. 

§  239.  Transverse  Streng^th  of  Timber. — In  this  regard, 
the  common  theory  of  beams  has  already  been  explained  in 
§  185  et  seq. 

The  table  of  Rankine,  already  given,  represents  the  values 
of  modulus  of  rupture  that  have  been  in  common  use.  Other 
values,  not  differing  essentially  from  these,  are  given  by  Hat- 
field, Laslett,  Thurston,  Trautwine,  and  others,  all  based  upon 
tests  of  small  pieces.  Confining  ourselves  to  tests'  of  full-size 
pieces,  we  find  an  account  of  a  set  of  tests  attributed  by  D.  K. 
Clark,  in  his  "  Rules  and  Tables,"  to  Edwin  Clark  and  C.  Gra- 
ham Smith.  The  results  are  given  below,  and  it  will  be  seen 
that  they  are  very  much  below  those  given  by  experimenters 
on  small  pieces. 
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Kind  of  Timber. 

Breadth 
and 

I>CflCh. 

Span. 

Rmr 
Ixnaed. 

BraUong. 

Weight. 

Modulus 

of 
Rapcuie. 

in. 

ft. 

American  red  pine 

12X3  X    I2.0 

15.00 

Centre 

33497 

5«3» 

i<          ff      <( 

I3.0  X   I3.0 

15.00 

M 

29908 

4680 

«                     II            M 

6^  X    6x>, 

7.SO 

M 

7370 

4608 

Memel  fir     .    .    . 

13-5  X  »3-S 

10.50 

Distributed 

68560 

5274 

u             tt 

^3-5  X  13.5 

10.50 

i« 

68560 

5274 

Baltic  fir  .... 

6.0  X  12.0 

12.25 

Centre 

19145 

4878 

<i       i< 

6.0  X    12.0 

12.25 

M 

23625 

6020 

Pitch  pine     .    .    . 

6.0  X    12.0 

12.25 

<« 

23030 

5868 

M              «« 

6jO  X   12.0 

12.25 

U 

23700 

6048 

M               « 

14.0  X  15.0 

10.50 

K 

134400 

8064 

t«               <« 

14.0  X  15.0 

10.50 

M 

132610 

7956 

Red  pine  .... 

6.0  X   12.0 

12.25 

II 

16800 

4284 

M              U 

6.0  X   12.0 

12.25 

14 

19040 

4860 

Quebec  yellow  pine 

14.0  X  15.0 

10.50 

Distributed 

68600 

4122 

<i          «        ti 

14.0  X  15.0 

10.50 

II 

68600 

4122 

««                     M                 M 

14.0  X  15.0 

10.50 

Centre 

85792 

514S 

(«                     U                 (( 

14.0  X  15.0 

10.50 

11 

76160 

4572 

Two  tests  by  R.  Baker  are  also  mentioned  by  D.  K.  Clark. 

Bauschinger  also  made  quite  an  extensive  series  of  tests  of 
German  woods,  an  account  of  which  will  be  given  later  on. 

A  great  many  tests  of  the  strength  and  stiffness  of  full- 
size  beams  of  spruce,  yellow  pine,  oak,  and  white  pine,  both 
under  centre  loads  and  distributed  loads,  have  been  carried 
on  in  the  Laboratory  of  Applied  Mechanics  of  the  Massa- 
chusetts Institute  of  Technology.  Tests  have  also  been  made? 
upon  the  effect  of  time  on  the  stiffness  of  such  beams,  also 
on  the  strength  of  built-up  beams, 'and  of  floors  and  fram- 
ing-joints, all  full  size.  A  summary  of  the  results  obtained 
will  be  given,  and  conclusions  drawn  as  to  the  proper  values 
of  the  modulus  of  rupture  and  modulus  of  elasticity,  etc.,  to 
be  used  in  practice. 

Before  giving  this  summary,  the  following  explanation  and 
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formulae  will  be  appended  for  the  convenience  of  those  who 
may  not  have  read  the  former  part  of  this  book.  The  different 
tables  of  results  given  in  different  handbooks  differ  in  the  form 
of  the  constant.  Thus,  the  constant  given  by  Trautwine  and 
Hatfield  is  one-eighteenth  the  modulus  of  rupture,  or  the  hypo- 
thetical breaking  centre  load  of  a  beam  one  inch  square  and 
one  foot  long  supported  at  the  ends  ;  while  Rxximan  gives  one- 
sixth  of  the  modulus  of  rupture,  or  the  hypothetical  breaking- 
load  at  the  end  of  a  cantilever  one  inch  square  and  one  inch 
long. 

The  formulae  for  breaking-load  in  terms  of  the  modulus  of 
rupture,  and  for  modulus  of  rupture  in  terms  of  the  breaking- 
load,  for  some  of  the  most  usually  occurring  cases  of  rectan- 
gular beams,  are  appended. 

Let  W  =  breaking-load  in  pounds. 

/  =  modulus  of  rupture  in  pounds  per  square  inch. 
6  =  breadth  of  beam  in  inches. 
A  =  depth  of  beam  in  iiiChes. 
/  =  length  of  beam  in  inches. 

Then  we  shall  have :  — 
(fl)  Beam  fixed  at  one  end  and  free  at  the  other. 

1°.  Single  load  at  free  end. 


w./-. 

/- 

bh-' 

2^.  Load  uniformly  distributed^ 

» 

.=/- 

/- 

b/fi- 

<«) 

Beam  supported  at  both  ends. 
i^  Single  load  at  the  middle, 

w^¥^-^. 

/= 

2b¥ 
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2°.  Load  uniformly  distributed, 

3®.  Single  load  at  a  distance  a  from  the  origin, 

DEFLECTION  OF  BEAMS. 

While  the  preceding  formulae  refer  to  the  breaking-strength 
of  beams,  it  is  better  engineering  to  determine,  as  the  safe  load 
of  a  timber  beam,  the  load  that  will  not  deflect  it  more  than  a 
certain  small  fraction  (^^  or  ^^)  of  the  span. 
Let  W  =  given  load  in  pounds. 
b  •=-  breadth  in  inches. 
h  =  depth  in  inches. 
/  =  length  in  inches. 
V  =  greatest  deflection  in  inches. 
E  =  modulus  of  elasticity  of  the  material  in  pounds 
per  square  inch. 

ifi)  Beam  fixed  at  one  end  and  free  at  the  other. 
I®.  Single  load  at  free  end, 

V  =  li^'  E  =  i^ 

Ebh^'  vbh>* 

2®.  Load  uniformly  distributed, 

^^3i^^  ^  ^  3  Wl\ 

2  Ebh>*  2  vbh> 

iff)  Beam  supported  at  both  ends, 
i^  Single  load  at  the  middle, 

4  Ebh^^  4  vbh^ 
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2**.  Load  uniformly  distributed, 

32  £M^  32  v^A^ 

The  above  formulae  enable  us  to  dietermine  the  deflection 
of  a  beam  under  a  given  load  when  the  modulus  of  elasticity 
of  the  material  is  known,  or  to  determine  the  modulus  of  elas- 
ticity of  the  material  from  the  observed  deflection. 


LONGITUDINAL  SHEARING. 

In  any  rectangular  beam,  the  greatest  intensity  of  the  lon- 
gitudinal shearing-force  at  any  section  (i.e.,  its  intensity  at  the 
neutral  axis  of  the  section)  is,  if  we  let 

F  =  shearing-force  at  the  section,  teclinically  so-called, 

in  pounds, 
&  =  breadth  of  beam  in  inches, 
k  =  depth  of  beam  in  inches,  - 

In  the  case  of  a  beam  supported  at  the  ends,  and  loaded  at 

the  middle  with  a  single  load,  we  have,  for  all  sections  except 

W 
the  middle,  F  -=•  — ;  and  hence,  if  we  denote  by  i  the  greatest 
2 

intensity  of  the  longitudinal  shearing-force  at  the  neutral  layer, 

we  shall  have 

<-M-  <■> 

and  this  is  the  intensity  of  the  shearing-force  at  all  points 
along  the  neutral  layer,  except  at  the  middle  section,  where  it 
is  zero. 

In  the  case  of  a  beam  supported  at  the  ends,  with  the  load 
uniformly  distributed,  the  greatest  intensity  is  that  at  the  sup- 
port, and  is  also  given  by  equation  (i),  but  decreases  gradually 
to  the  middle. 
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SUMMARY  OF  THE  TESTS. 


The  tests  recorded  may  be  divided  into  six  classes:  — 

4^.  Oak  beams. 
5^  White-pine  beams. 
3".  lime  tests.  6*.  Framing-joints. 


i*^.  Spruce  beams. 
2**.  Yellow-pine  beams. 
-"*   Time  tests. 


1°.  Spruce  Beams,  —  Before  giving  a  summary  of  the  tests 
made  in  this  laboratory,  I  will  insert  some  of  the  moduli  of 
rupture  and  moduli  of  elasticity  given  by  different  authorities. 

Moduli  of  rupture  are  given  as  follows :  — 


MuBBiiai. 

Mnumon. 

M«n. 

Hatfield     .... 

12996 

7506 

9900 

Rankine     .... 

lajoo 

9900 

IIIOO 

Laslett 

9707 

7506 

9045 

Trautwine.    .    .    . 

- 

- 

8100 

Rodman     .... 

- 

— 

6168 

Hatfield's,  Laslett's,  Trautwine's,  and  Rodman's  figures  are 
from  their  own  experiments.  Trautwine  advises,  for  practical 
use,  to  deduct  one-third  on  account  of  knots  and  defects,  hence 
to  use  5400.  The  tables  show  the  values  obtained  in  these 
tests,  and  I  will  add  a  recommendation  as  to  the  values  of 
modulus  of  rupture  and  modulus  of  elasticity  suitable  to  use  in 
practice. 

As  a  result  of  the  tests  thus  far  made  in  my  laboratory, 
it  seems  to  me  safe  to  say«  if  our  Boston  lumber-yards  are 
to  be  taken  as  a  fair  sample  of  the  lumber-yards  in  the  case 
of  spruce,  —  if  such  lumber  is  ordered  from  a  dealer  of  good 
repute,  no  selection  being  made  except  to  discard  that  which  is 
rotten  or  has  holes  in  it,  — that  sooo  lbs.  per  square  inch  is  all 
that  could  with  any  safety  be  used  for  a  modulus  of  rupture, 
and  even  this  might  err  in  some  ^ases  in  being  too  large; 
(2^)  that,  if  the  lumber  is  carefully  selected  at  any  one  lumber- 
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yard,  so  as  to  take  only  the  best  of  their  stock*  it  would  not  be 
safe  to  use  for  modulus  of  rupture  a  number  greater  than  40QO ; 
and  if  we  required  a  lot  of  spruce  which  should  have  a  modulus 
of  rupture  of  5000,  it  would  be  necessary  to  select  a  very  few 
pieces  from  each  lumber-yard  in  the  city.  With  a  fector  of 
safety  four,  we  should  have  for  greatest  allowable  outside  fibre 
stress  in  the  three  cases  respectively,  750,  1000,  and  1250. 

The  modulus  of  elasticity  (i.e.,  that  determined  from  the 
immediate  deflections)  was:  maximum,  1588548;  minimum, 
897961 ;  mean,  1332500. 

As  will  be  explained  when  the  results  of  the  time  tests  are 
given,  if  by  means  of  the  ordinary  deflection  formulae  we  wish 
to  compute  the  deflection  which  a  spruce  beam  will  acquire 
under  a  given  load  after  it  has  been  applied  for  a  long  time, 
we  should  use  for  modulus  of  elasticity  in  the  formulae  from 
one-half  to  two-thirds  of  the  values  given  above,  or  from  666300 
to  888300. 
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1 

(  Seasoned  in  steam-heat  about 
\     6  months  without  load. 

Modulus  of 

Elasticity, 

in  lbs.,  per 

Square  Inch. 

1 187073 

1332715 
•      897961 
1572470 
1460620 
1396667 
1355860 

1397136 
1259224 

1231498 
1347910 

1461039 

Modulus  of 

Rupture, 

in  lbs.,  per 

Square  Inch. 

II 

1 

Load  at  middle 

M                         U 
it                         M 
it                        M 

it                        «4 

M                         M 
M                        M 
M                        M 

(Distributed  equally/ 
1    at  12  points          ) 

Distance 
between 
Supports. 

.cOOOOOOOOOOONO'^tMO       <<t 

14 

-4«  Mn  nK                          -^                  H»  «K  •««          flt« 
.MNN>^0\N0NNNC4i-<mm«4m         M 

Ixxxxxxxxxxxxxxxx    X 

1 

5as'?jf"8?r'S8>?,S'ftp?^^$.8 
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Yellow-Pine  Beams.  —  The  moduli  of  rupture  in  common 
use  are  given  as  follows  by  different  authorities ;  viz.,  — 


Minumnii. 

Mean. 

Hatfield     .... 
Laslctt 

Trautwine  .... 

Rodman     .... 

21168 
14162 

9876 

9000 
10044 
^Yellow  pine 
(  Pitch  pine 

8796 

15300 

12254 

9000 

9900 

9293 

A  summary  of  the  figures  obtained  from  these  tests  will  be 
given  in  a  table  at  the  end  of  these  remarks. 
It  will  be  observed  that  we  have  for 


Muciinuiii. 

AAUUSIUIS* 

Mean. 

Modulus  of  rupture  .    . 
Modulus  of  elasticity     . 

11360 
2386096 

3963 
1162467 

7486 
1757900 

If  by  means  of  the  ordinary  deflection  formulae  we  wish  to 
compute  the  deflection  which  a  spruce  beam  will  acquire  under 
a  given  load  after  it  has  been  applied  for  a  long  time,  we  should 
use  for  modulus  of  elasticity  in  the  formulae  from  one-half  to 
two-thirds  of  the  values  above,  or  from  878950  to  1171930  (see 
report  of  time  tests). 
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YELLOW-PINE  BEAMS. 


No. 

of 

Test. 

Width  and 
Depdi. 

Span. 

Manner  of  Loading. 

Breaking- 
Weight, 
in  lbs. 

Modulus  of 
Rupture. 

Modulus  of 
Elastidty. 

inches. 

ft.     in. 

30 

3     X13J. 

14       0 

Load  at  centre 

15158 

6614 

1937025 

32 

\h  X  I2ft 

18       0 

M                    M 

1375I 

7383 

1733976 

33 

3H  X  i2i 

18       0 

M                     M 

9832 

5386 

1793923 

47 

3  '  X  I3i 

14       0 

U                    M 

19574 

8696 

2386096 

50 

4     X  14A 

21         0 

M                      M 

12875 

5914 

1256286 

53 

3i   X  14 

24      6 

M                    M 

10076 

7206 

1784426 

54 

3       X   12* 

24    0 

M                    M 

9576 

9380 

2116821 

56 

3i    X14 

15      4 

l<                      M 

10572 

4764 

1490396 

57 

2+«Xl2 

19      2 

«                      14 

8472 

6950 

1444521 

59 

9     X  13I 

24      0 

M                      M 

21083 

5352 

I417793 

62 

4i    X  i2l 

19    10 

M                      M 

1 5461 

9102 

2037939 

63 

4A  X  12A 

20      0 

U                      M 

14073 

8145 

1599339 

64 

4i    X  I2i 

19    10 

M                      U 

10573 

6098 

1917976 

65 

4      Xi2i 

19      8 

M                      M 

"573 

6782 

1966717 

67 

4i    X  12 

18      6 

«l                     M 

13374 

7277 

1787610 

68 

4     X  124 

19      9 

a                  « 

17676 

10872 

2381685 

69 

3AXI4 

20     0 

l<                      M 

6675 

3963 

I 169298 

7« 

4i    X  12 

18      2 

M                      « 

16074 

8248 

1512192 

74 

4      X  12 

20     0 

M                      M 

11071 

7004 

1628134 

75 

4      X  11} 

19      9 

l<                      M 

13771 

9391 

1850667 

76 

4i    X  12A 

17      4 

(  Load  equally ) 
\      distributed  \ 
(     at  1 2  points) 

15825 

4207 

1344083 

77 

4i    X  12 

17      4 

(  Load  equally  ) 
}      distributed  > 
(      at  1 2  points) 

37325 

10286 

2123154 

78 

4      X  I2i 

22     10 

Load  at  centre 

7172 

4845 

1455308 

79 

4      X  12 

19      8 

U                     M 

- 

- 

2087583 

81 

4t     X  12i 

17      4 

(  Load  equally  ) 
]      distributed  > 
(      at  1 2  points) 

16025 

4349 

1162467 

82 

4       X  12 

19      8 

Load  at  centre 

1 5571 

9671 

1607336 

84 

4*     X   I2i 

21      4 

*<           « 

"374 

6985 

1501854 

85 

4      X  11} 

20      6 

<l                      M 

16874 

11360 

2246154 
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YELLOW.P1NB 

BKAMS,^C0mciudtd. 

No. 

of 

Twt. 

Width  and 
Depth. 

Span. 

M*'!"^*'  of  Loadtnar. 

^ 

Motfutaa  of 
Ritpture. 

1 

Wodatuaof 
Elasticity. 

inchts. 

ft. 

in. 

87 

4       X   I2i 

21 

4 

Load  at  centre 

11272 

7335 

1535647 

88 

6       X   I2i 

20 

4 

€t 

*t 

15283 

6li2 

1613012 

91 

4       X   12 

'? 

10 

<C 

18074 

11303 

2323795 

92 

6       X   12 

6 

5 

« 

tt 

38090 

5092 

144 

4i     X  12 

21 

0 

<< 

tt 

9433 

6oit 

1628100 

145 

4j     X  laj 

19 

3 

<< 

tt 

11201 

6400 

1472000 

146 

4       X   12 

19 

4 

C< 

13341 

8060 

1839700 

147 

4       X   12 

19 

2 

(< 

16748 

10032 

2386000 

216 

4f     X   I2i 
4i     X  I2i 

15 

8 

«< 

15453 

7040 

1557300 

218 

15 

6 

*€ 

15613 

74«4 

9010300 

219 

4i    X  12* 

15 

6 

tt 

1663a 

7427 

1623800 

220 

a\     X  I2i 

15 

6 

it 

17710 

7982 

X775IOO 

221 

4       X   12A 
4*     X   I2i 

16 

0 

ii 

16330 

7836 

1931200 

222 

16 

0 

tt 

18515 

8884 

1786000 

223 

4       X  12 

17 

0 

€t 

13492 

7167 

1638500 

224 

3 

f  X  iiH 

17 

0 

tt 

16426 

8958 

1938900 

225 

4 

X    12 

15 

6 

»« 

18705 

8786 

1729900 

226 

4 

X    12 

15 

6 

tt 

16594 

7794 

1611200 

252 

31 

*  X  ii« 

17 

0 

tt 

11006 

6002 

1371000 

254 

4       X   12 

16 

0 

tt 

15226 

7613 

1617700  ' 

255 

4A  X  12| 

4t     X   12} 

15 

6 

tt 

19425 

7975 

2214400  , 

257 

16 

0 

it 

17424 

8031 

1789800  ; 

258 

4A  X   12 
4^  X  12 

16 

0 

tt 

18319 

8356 

1*30000 

261 
Toul 

15      0 

8  excladin 

tt                            tt 

g  Time  teau  (sx  bea 

17818 

7978 

X989700 

in« 

\n  of  all  teat 

7486 

1757900 

In  regard  to  the  modulus  of  rupture  to  be  used  in  practice 
for  yellow  pine,  I  should  say,  that,  (or  the  modulus  of  rupture 
ol  yellow  pine  ol  fair  quality,  I  should  not  feel  justified  in  using 
a  number  greater  than  50CX5  lbs.  per  square  inch,  especially  for 
large  sizes,  such  as  9  X  14  inches,  la  X  16  inches,  etc.  My 
reason  for  this  conclusion  is,  that,  although  the  average  modulus 
of  rupture  derived  from  the  tests  already  enumerated  is  7486. 
nevertheless  we  have,  in  the  case  ol  beam  No,  59,  a  modulus 
of  rupture  of  53CX),  notwithstanding  the  fact  that  this  beam 
was  quite  free  from  knots,  cracks,  crooked  grain,  and  other 
defects,  and  had  been  selected  by  a  builder  as  one  of  excep- 
tionally good  quality.  With  a  factor  of  safety  four,  we  should 
have  about  1200  as  our  greatest  allowable  outside  fibre  stress. 
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WHITB-PINB  BEAMS. 


Bxealdn^ 

No.  of 

Width  and 

Span. 

Centre 

Modulus  of 

Modulus  of 

Remarks. 

Test. 

Depth. 

Load,  in 
lbs. 

Rupture. 

Elasticity. 

inches. 

ft.  in. 

94 

3  Xiii 

15  8 

5088 

3613 

92425a 

(  Pattern  stock. 

95 

3  X13 

14  0 

12588 

7251 

1280832 

•  Clear  piece, 
( Seasoned  3  yrs. 

96 

3  X  13 

16  6 

9088 

5324 

1072889 

97 

3  X  II 

15  8 

6088 

4729 

978256 

98 

2}  X  9l 

16  0 

6088 

6415 

1234880 

99 

2I  X  13 

15  6 

5988 

3438 

1020390 

100 

3X9* 

16  0 

4288 

4330 

I 165937 

102 

3  X  lof 

15  6 

4790 

3855 

999190 

103 

3  X  II 

16  6 

6588 

5390 

1242649 

104 

3  X  iii 

15  -6 

5088 

3739 

931760 

128 

6  X  12 

19  10 

12922 

5340 

1380660 

129 

6   X  12 

19  08 

15060 

6170 

1565000 

130 

6  X  I2i 

19  08 

12340 

4954 

1222100 

131 

6  X  12 

19  10 

13023 

5380 

1307900 

132 

6  X  12 

19  10 

6231 

2575 

1103500 

133 

6  X  12 

19  08 

12912 

5290 

1297000 

134 

6  X  12 

20  00 

11254 

s 

1345700 

137 

6A  X  12A 

19  08 

13650 

1367700 

138 

6  X  12 

19  09 

14010 

5765 

1247100 

140 

6   X  12 

19  09 

9761 

4016 

I 105600 

244 

JfSSISf 

16  00 

10179 

4300 

948600 

245 

15  6 

12984 

5620 

1271000 

247 

4AXIO* 
4i  Xl2i 

15  8 

6770 

3638 

IIII900 

248 

15  8 

7790 

3549 

1057300 

279 

4  X  I2i 

15  6 

9085 

4222 

1084000 

280 

4   X  I2i 

15  6 

7575 

3521 

854300 

281 

3i  XI2A 

15  0 

12070 

5547 

1281000 

282 

m^ 

15  0 

.  8660 

3998 

1053000 

283 

15  0 

7182 

3285 

970300 

284 

4  X  I2i 

15  0 

5685 

2456 

873300 

285 

3HX12A 

15  6 

6385 

3031 

901500 

286 

3i  X12A 

4   X12A 

15  6 

1 1 791 

5449 

1258700 

287 

15  6 

8265 

3802 

1049500 

288 

3f  X  I2A 

15  6 

11272 

5353 

1295382 

289 

3l  X12A 

15  6 

5671 

2806 

825300 

296 

4   X  12A 

15  6 

5571 

2563 

727200 

315 

3f  X12 

Mean  of  all  tests 
tute,  except 

16  0 

made 
time  t 

7165 

at  Insti-  1 
csts,    S 

3820 

II584II 

4451 

I 122000 

It  would  seem  to  the  writer  that  about  the  same  modulus 
of  rupture  should  be  used  for  white  pine  as  for  spruce. 
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KILN-DRIBD  WBSTS&N  WHITB  PINB. 


Modulus  of  Modulus  of 

No.  of 
Test. 

Deothand 
Width. 

SiML 

Manner 

of 
LowUnt. 

BmkiQff 
LoiidQb^ 

Rupture 

Blasticity 

Reinazta. 

inches. 

ft.  in. 

206 

2A  X  I3l 

15  05 

Centre 

9325 

7014 

1505000 

207 

2       X  I2i 

13  00 

•* 

8814 

^3« 

1193000 

106 

«A  X  It  t 

15  00 

«< 

3420 

2836 

752300 

210 

«Sxii^ 

15  00 

M 

4518 

4284 

1241400 

3It 

«tVxis 

15  06 

«l 

6120 

4898 

1099300 

213 

2A  X  I3tl 

15  06 

■« 

.... 

1276300 

214 

2       XI2>| 

15  06 

•  K 

7420 

6430 

I 166000 

237 

aAXi2H 

1504 

M 

8825 
Meftn  ts 

647« 

1131000 

548« 

"83037 

HBMLOCK. 

"S 

1" 

154 

156 
157 
158 

160 

177 

178 

179 
180 
181 
182 

184 
185 
186 

^ifth"^ 

Span. 

Manner 

of 
LoUinff. 

Brealdaff 
Loadabs.). 

Mo«ul« 

of 
Rupture 

Modidus  of 
Blasticity 

Remarks. 

inches. 

3i    Xll* 
3AX10 
2*    X    9* 
3A  X  loj 

3AXI0A 

3  X    9i 
2f    X  Hi 
4t    X12 

4  X  12 
4*    Xii« 
4      X  12 

4      XiiH 
4      X  12 
4      XI2 
3}    X  III 
3      XII  1 

3H  X  iiH 

ft.  la. 
IS  00 
1408 

13  09 

IX  10 

14  00 
13  06 
19  08 

15  08 

17  00 

IS  08 

IS  06 
IS  08 
IS  06 
IS  06 
IS  08 

1702 

IS  08 

Centre 

<i 

i< 
(i 
«i 
ft 
<( 
(1 

«i 
« 
it 
<* 
(< 

If 

1 
«c 

6449 
4648 
4425 
3223 
4137 
2939 
9433 
9605 
5502 
3192 
4584 
5133 
11073 

13274 

9964 

3679 
X2488 

Meanr= 

3965 
4007 
5716 
3381 
SI51 
2570 

591 1 
4560 
2923 
«53i 
81 75 
«539 
5363 
6499 

5142 
3059 
6535 

870960 
971710 
750400 
770900 
735800 
833000 
1066600 
1081100 
631990 
668960 
926560 

758390 
1396600 
1869800 
1075600 
41*670 
T337200 

Nos.  Z54-X60  are 
Eastern  Genlock 
seasoned  about  i 
year.  The  re- 
mainder of  the 
hemlock  tests  are 
from  hemlock  cut 
in  Vermont  Jane, 
1886;  first  grovtb 
grown  on  higta 
fTOund.  Sawed 
Sept.  95, 1886.  Re- 
ceded at  Institute 
Nov.  IS,  1886.  Test 
ed  Dec  a,  1886.  to 
March  9, 1887. 

3825 

933250 

114 
120 

127 

71    XioJ 
7i   XlQl 
3     Xio 

9004 

19  06 
13  06 

Centre 
(1 

ill 

8243 

7627 

12122 

3otii88 
1583201 

Yellow  Urch,N.H. 

II                   «(             41 

j  N.  H.  ash,  sea. 
isonedsyrs. 
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TIME   TESTS. 

The  following  is  a  record  of  the  time  tests  made  at  the 
Institute,  and  at  the  close  will  be  found  a  statement  in  regard 
to  the  proper  value  of  modulus  of  elasticity  for  use  in  com- 
puting deflections. 


TIME   TEST   NO.    I. 

Spruce  from  Maine,  received  at  Institute  October  30,  1885. 
All  the  beams  when  received  were  green  lumber,  except  F, 
which  was  seasoned  on  the  wharf  about  six  months.  Beams 
A,  B,  C,  D,  E,  and  F  were  seasoned  under  a  centre  load  in 
the  laboratory  in  steam  heat  from  November  10,  1885,  to  May 
8,  1886.  Beams  G,  H,  I  were  seasoned  in  the  same  room, 
without  load ;  span  =  20  feet  for  all  the  beams  under  load. 


Beam. 


A  (.64) 


B  (163) 


Cdd.) 


D  (x6i) 


B(«69) 


F(i68) 


Description  of  lumber, 

rwith'wt.of 
Max.  fibre        beam, 
stress, lbs.-    without 
per  sq.  in.        wt.    of 


clear 

"xn|" 

1078 


Deflection, 

test,  ... 

B  (immediate), 
B  (final),  . 

Modulus  of 
rupture, 
lbs.     per 
aq.  in. 


^oad  first  sp- 
end   of 


Wdfflit 


with  wt. 

of  beam, 
without 

wt.      of 

beam, 
ft.  at 


reifftat  per 

beginning,  lbs.,     . 
Weight  per  en.  It.  at 

end,  lbs., 

Date  of  testing,    .    .    . 
B  (after  seasoninf),  lbs. 

per  sq.   in.  of  final 

sectioo, 


X003 

i''.oi64 

X462900 

789000 

6574 

6500 
3S.S 

•7.1 

May  XX,  *86 
S866900 


knotty 
4"xxa" 
4"xnf" 

xo9€ 


X003 
o"-6355 
x".4707 

X30390O 

546000 

7200 

7*87 

34-9 

aS.x 

Mayxx,*86 

1309500 


knotty 
4"xxa*' 
^"xxif" 

X074 


X003 
o".767S 

x".5X54 
X045700 
539000 

5007 

4937 
33.6 

Mayxo,*86 

1367300 


clear 
4"xxa" 
3|^'xxx|" 

X070 


X003 

o".6xo8 

X.3734 
13x4000 
584000 

6006 

6000 

31 .9 

35.7 

Mayxo,'86 


clear 

6"xx«" 

5|"xxi|" 

"33 


1057 
o".7x88 
X.9667 

6779 

6708 
34.x 

s8.a 

May  X4,  *86 

»73740O 


clear 
C'xxa'' 
5*"xii|" 

XX36 


1051 

o".5454 
0.3X5X 


«574 

8500 
35-4 

89.6 
BCayi3,*86 

17x8300 


Average  B  (immediate)  s  1300000. 

▲Tcrage  B  (final)  m   963500. 

Avemge  modulus  of  ruptara  bcaois- under  load  s  6710^ 

AH  quantities  in  the  above  table  except  the  last  were  calculated  by  using  the  original 
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Beam. 


Description  of  lumber, 

(original, 

Dimensions  jg^^j 

Modulus  *of  rupture,  j  with  wt.  of  beam,  .    .    . 

lbs.  per  sq.  in.  1  without  wt.  of  beam, .    , 

Weight  per  cu.  ft.  at  beginning,  lbs.,     .    .    .    . 

Weight  per  cu.  ft.  at  end,  lbs., 

Date  of  testing, 

B  (after  seasoning^  lbs.  per  sq.  in.  of  final  secUoD, 


G(i6s) 


clear 

3t"xixf" 

65«5 

•7.3 

May  IX,  *86 

1603700 


H  ij!^ 


dear 

7187 

•7 
May  xa,  "86 

X748900 


I(i«7) 


knotty 

4«xi«" 

jSxs 

•7.S 
Mayx»,*86 

X457000 


Average  E  (final  section),  beams  without  load 1603900 

Average  modulus  of  rupture  (original  section) 6508 


TIMS  TEST   FOR  SHORT  PERIODS  OF  TIME. 


No. 

Depth  and 

Width. 

Span. 

Original 
Modulus  of 
Elasticity. 

Total  in- 
creased 
Deflec- 
tion. 

Modulus 

of 
Rupture. 

Description  of  TesL 

X08 
m8 

inches. 
6X12 

4AX11H 

ft.  in. 
17    04 

17    04 

1069670 
isiiSoo 

inches. 
.ia4X 

.3765 

lbs. 
S066 

4668 

Spruce-beam  load  equally  dis- 
tributed at  la  points.  The 
beam  was  subjected  to  a 
load  of  5031  lbs.  for  898  bn. 

Yellow-pine  beam,  load  dis- 
tributed equally  over  \% 
points.  The  beam  was  sub- 
jected to  a  load  of  6355  lbs. 
for  a9  days. 

TIME   TEST   NO.    3, 

Spruce  beams  cut  in  Maine  in  the  spring  of  1886.  Received 
at  Institute  September  13,  1886.  Beams  A,  B,  C,  D,  E,  and 
F  were  seasoned  under  a  centre  load,  in  the  laboratory,  in 
steam  heat,  from  September  15,  1886,  to  April  2,  1887  (200 
days).  Beams  G,  H,  I  were  seasoned  in  the  same  room,  but 
were  not  loaded.    All  the  beams  were  without  load  between 
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April  2  and  date  of  testing.     Span  =18^  00''  for  all  beams 
under  load. 


Beam. 

A  (194) 

B  (X93) 

C  (X9I) 

D(x9o) 

E(i95) 

F(X9.) 

Description  of  lum- 

clear  { 

f  knotty 

straight- 

stndght- 

ber,    

dear 

cross' 
grained 

grained, 
some  knots 

grained, 
some  knots 

Dimen- j  original,  . 
atonalfinal,   .    . 

4''XI2" 

4"«i«A 

Sf'jcxx*" 

4A"xxxr 

6"  xx»A" 

W  xxa" 

3«"xixH" 

3«"«xx«" 

3*"X"A" 

4*"  xxxH" 

5#"xxil" 

5H"xxxH" 

with 

wt.of 

Max.  fibre 

beam. 

xoao 

xoxx 

XX36 

994 

X095 

X093 

stress,  lbs. 

with- 

persq.in. 

out 
wt.  of 

[beam. 

966 

9S« 

X07S 

943 

1037 

X04S 

I>eflection,lo«lfim 

applied 

©".3707 

o".4aS3 

o".533S 

©".4794 

o"so«4 

o".5747 

Deflection  at  end  of 

test, 

</'.9z8x 

«/'.8447 
1449000 

i".a336 
X333WO 

x''.0453 
xs88ooo 

x".ox7o 
xssTooo 

I'^5Q50 

S  (immediate),  .    . 

X0890QO 

XX73000 

B(final),    .    .    .   . 

OoflOOO 

730000 

S77O0O 

59x000 

635000 

448000 

Modulus 
of  rup- 
ture, lbs. 

with 
wt.of 

beam, 
without 

XOS83 

7838 

3*43 

S038 

7448 

51x6 

persq. 
in. 

wtof 

beam. 

X0999 

7783 

3«8a 

4987 

739" 

5004 

Weight  per  cu.  f  t. 

at  beginning,  lbs.. 

3«.8 

3«.8 

35-4 

30.0 

34.x 

30.5 

Weight  per  cu.  ft. 

at  end, lbs.,.    .    . 

a8.6 

•6.x 

89.1 

•7.0 

37-7    • 

«6.3 

Date  of  testing,     . 

Apr.  as,  •g; 

Apr.  X9,  '87 

Apr.  5,  '87 

Apr.  4.  '87 

Apr.a7,'87 

Apr.  8, '87 

E  (after  seasoning). 

lbs.  per  sq.  in.  of 

final  section,    .    . 

•X95500 

X859300 

X73X600 

X5I780O 

x66axoo 

xa94XOO 

Average  B  (immediate)  =  1376500. 
Average  B  (final)  s   6x4000. 

Average  modulus  of  rupture  beams  under  load  1 


,6494. 
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G  (i88) 


H  (X87) 


I  (189) 


D«8crlpdoo  of  lumber, 

°'~-»-{S^':^. ::::::::: 

Modnlw  of  rapture,  1  with  wt.  of  beam,  .    . 

Ibe.  per  aq.  in.  1  without  wt.  of  beam, . 

Weight  per  cu.  ft.  at  beginning,  lbs., .    .    .    . 

Wt.  per  cu.  ft  at  end,  lbs., 

Dattfof  tcating, 

B  (after  teaaoning),  Iba.  per  sq.  in.  of  final  aection. 


Icnolty 

3|^icii|" 
5S18 
5««7 
»9-5 
•4-9 
MclLsf,  *87 
«3S53«» 


clear 

V'Jcxa" 

3H"x,«f" 

8667 

«59e 
35.8 

»9-3 

Apr.  X,  "87 

19x4500 


knotty 

4796 
47S« 
a7-3 
•4.8 
Mcfa.  x6,  ^ 
X57360O 


Average  B  (final  section),  beams  without  load  s  16x4500^ 
Average  modulus  of  rupture  (original  section)  s      60*7. 

TIME  TEST  NO.  3. 

Yellow-pine  beams  from  Georgia,  cut  in  season  of  1886. 
Received  at  Institute  September  13,  1887.  The  lumber  was 
purchased  in  sticks  of  double  length,  and  cut  in  two  for  testing. 
The  numbers  indicate  the  stick,  and  the  letter  "B"  the  butt, 
and  *'T ''  the  top  end  of  the  same.  Beams  i  T,  2  B,  3  B,  4  T, 
5  B,  5  T  were  seasoned  under  load,  the  remainder  being  sea- 
soned without  load.    Span  =  18'. 
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Beam. 

iT(a38) 

aB(s39) 

3B(s4o) 

4T(94i) 

SB(949) 

5TCS43) 

Descripcioa   of 
lamber,    .    .} 

dear, 

clear. 

dear. 

dear. 

dear. 

dear. 

cross- 

some  dry 

straight- 

cross- 

straight- 

strsight- 

grained 

rot 

grained 

grained 

grained 

grained 

Dimen-  j  original 
sions  1  final,     . 

4A"xiaA" 

4H"KxaA" 

4*"xiaA" 

3H"xx9A" 

6A"xxxH" 

6A"X19|^' 

4"     xixH" 

4A"«"A" 

3i|"xi.H" 

3j|"xxxH" 

6"xnA" 

6^"xxxH" 

with 

Max. 

wt.  of 

fitxre 

beam. 

«358 

1959 

X38X 

«435 

X696 

X509 

stress,    - 

with- 

lbs. per 

out 

sq.  in. 

wt.of 

.  beam, 

xa83 

M93 

130a 

X364 

X53I 

X496 

Deflection,    load 

first  appUodv 

©".5310 

o".s5i8 

0".47oo 

o".5«x8 

o".443x 

o".48^ 

Deflection  at  end 

oftest,     .    .    . 

o".98i7 

T".S387 

o".94a4 

«''.4S« 

0".83ei4 

o".8449 

B  (Immediate),   . 

iS36oi» 

X35XOOO 

X763000 

X54SOOO 

9990000 

X889000 

B  (final),     .    .    . 

832000 

6osooa] 

879000 

596000 

XSX3000 

xoSxooo 

Modu- 

IttSOf 

with 
wt  of 

rup- 

beam, 
with- 

6390 

6334 

9545 

«S70 

X0630 

xoooo 

ture. 

out 

.lbs.  per 
sq.  in. 

wt.of 

.  beam. 

6.13 

Mi 

9461 

«495 

X054D 

99*4 

Weight  per  cu.  ft. 

at     beginning. 

lbs. 

45.6 

40.6 

48.. 

43-< 

50.9 

45*8 

Weight  per  cu.  ft. 

at  end,  lbs.  .    . 

38.4 

36.8 

43-3 

390 

45.8 

4X.4 

Date  of  testing, . 

May  S3,  *88 

May  .8,  'aS 

May  98,  '88 

May.8,*88 

May  3X.  »88 

June  f.  tt 

B  (after  season- 

ing),   lbs.    per 

sq.  in.  of  final 

section,   .    .    . 

1898000 

165x000 

9940000 

X803700 

950x400 

9x03400 

Average  B  (immediate)  a  1799000. 
Average  B  (final)  ss   867000. 

Average  modulua  of  rupture  beams  under  load  m  8axx. 
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Description  of  lamber, 


Dimensions 


joriginsl,  , 
(final.  . 


Modulus  of  rup- 
ture, lbs.  per 
sq.  in. 


with     wt.     of 


without  wt.  of 
beam,  .    . 
Wein^ht  per  cu.  ft.  at  beginning, 

lbs 

Weight  per  cu.  ft  at  end,  lbs.,      . 

Date  of  testing 

B  (after  seasoning),  lbs.  per  sq. 
in.  of  final  section, 


sB(ss9) 


I       clesr, 

straight. 
'     grained 

94x7 
9330 

46.x 

41.4 

March  98,  *88 

914x400 


•T(s3.) 


dry  rot 
4A"xis|'' 

4*"  X  19ft" 

3069 

3«>7 


April  6,  *88 


3T(933) 


unsffond 

4*"*  is" 
4"«xiir' 

5838 

5754 


April9,  *8ff 
195x000 


4B(9s8) 


giained 
3H"xiaA" 

9960 

^    989t      ' 


Mirch  s6,  "SS 
189^00 


Avenge  B  (final  section),  beams  witlwat  losd  a  iSsosoo. 
Avenge  moduliis  of  rapture  (origliial  sectioa)  m 


TIME   TEST   NO.   4. 

Spruce  from  Maine.  Green  lumber.  Received  at  Insti- 
tute September  ii,  1888.  Beams  A,  B,  C,  D,  J,  K  were  sea- 
soned under  load  in  the  laboratory  in  steam  heat  from  Sep- 
tember 13,  1888,  to  March  25,  1889  (194  days).  Beams  £,  F, 
G,  and  H  were  seasoned  in  the  same  room,  but  not  loaded. 
All  the  beams  were  without  load  from  March  25,  1889,  to  the 
date  of  testing.     Span  =18'  for  the  beams  while  under  load. 
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Beam. 

A  (373) 

B  (374) 

C(a76) 

D  (978) 

J  (•77) 

K(97S) 

Description  of  lum- 

I   knotty. 

clear. 

clear, 

ber 

ave.  stock 

ave.  stock 

\  straight- 

straight- 
grained 

straight- 
grained 

***••  »•••••• 

f  grained 

Dimen-(  original,    . 
Bionstfinal,     .    . 

4*"xi.H" 

4A"x"ir 

4A"xxir 

4i"xii|" 

5tt"xi.H" 

5t"xi«" 

4"xiii" 

3ir'xx.A" 

4"xiif" 

3tt"x"A" 

sA"»"l" 

Sf'xxiA" 

'  with 

Max.  fibre 

wt.  of 

stress. 

beam. 

1449 

1444 

X43« 

«7So 

1705 

lbs.    per 

without 

sq.  in. 

wt.  of 

L  beam. 

X3«4 

1385 

13B7 

«379 

1698 

1645 

Deflection,  load  first 

appUed,   .... 

o".6699 

o".77«6 

o".66i8 

©"•7379 

o".8446 

o".7439 

Deflection  at  end  of 

test, 

i".3<»3 

x"-837S 

i".S369 

x'^698o 

«''.7359 
1308000: 

i''.4984 

BammedUte),    .    . 

1390000 

1169000 

1387000 

1934000 

X431000 

E  (final) 

68aooo 

49«o«> 

597000 

539000; 

037000 

.745000 

Modulus 
of     rup- 
ture, lbs. ' 

rwith 
wt.  of 

beam, 
without 

7545 

7911 

5597  I 

66n 

6484 

7099 

^             I  beam. 

74«7 

7«55 

5540 

6565 

6431 

7038 

Weight  per  cu.  ft  at 

beginning,  lbs.,    . 

34-3 

33-S 

33-0 

33.6 

3»-5 

36.4 

Weight  per  ctt.  ft.  at 

end,lbs. 

•7.3 

as.4 

a6.8 

S6.9 

»7.i 

sS.6 

Date  of  testing,  .    . 

Mch.a6,*89 

Apr.  3,  »89 

Apr.  9,  'Sq 

Apr.  IX,  '89 

Apr.  xo,  '89 

Apr.  8.  '89 

B  (after  seasoning), 

lbs.  per  sq.  in.  of 

final  section,    .    . 

163x700 

1405500 

1747900 

1503900 

1576000 

1799600 

Average  B  (Immediate)  s  1307500. 
Average  B  (final),  s   6x4000. 

Average  modulus  of  rupture  beams  under  load  b  6760. 
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Beani. 


K(a7o) 


F(a7i) 


G(«7«) 


H(«si) 


Deacriptlon  of  lumber, \ 

Dimen«on.{^'»'' 

Weight  per  en.  ft.  at  beginning,  lbs.,    . 
Weight  per  cu.  ft.  at  end,  Ibe.,     .    .    . 

Date  of  testing, 

B  (after  eeaaoning),  lbs.  per  aq.  in.  of  final 
section, 


nearly 

clear, 
straight- 
grained 
3I" %  la" 

fa93 

8a37 

33-5 

27.3 

Mch.  13,  *89 

1639500 


knotty 


4 


76x5 


75S» 

Mch.  19,  "89 
177x000 


38"  XII  A" 
8558 

8496 
36.8 

a6.3 
Mch.  ai,  *89 


^^; 


,''xxxr 

''xiif* 
473» 


4676 
33-0 

Noy;^«88 

xaoojoo 


Average  B  (final  section),  beams  without  load  s  i6iooaa 
Average  modulus  of  rupture  (original  section)  =       7300^ 

DEFLECTIONS    WITH    TIMB. 

From  the  above  it  is  plain  that  the  deflection  of  a  timber 
beam  under  a  long-continued  application  of  the  load  may  be 
2  or  more  times  that  assumed  when  the  load  was  first  applied; 
and  in  order  to  compute  it  by  means  of  the  ordinary  deflection 
formulae,  we  should  use  for  £  not  more  than  ^  the  value  de- 
rived from  quick  tests. 

LONGITUDINAL   SHEARING. 

Below  are  given  tables  showing  the  greatest  intensity  of 
the  shear  at  the  neutral  axis  of  each  beam  at  fracture  as  calcu- 
lated from  the  formula  on  page  675. 


TABLE  OF  BEAMS  WHICH  GAVE  WAY  BY 

LONGITUDINAL  SHRARWG. 

Spruce. 

Yellow  Pine. 

Oak. 

White  Pine. 

No. 

Intensity  of 
Shear,  Lbs. 

No. 

IntensHvof 
Shear,  Lbs. 

Na 

Intensity  of 
Shear,  Lbs. 

No. 

Intensity  of 
Shear,  Lbs. 

per  Sq.  In. 

per  Sq.  in. 

per  Sq.  In. 

per  Sq.  In. 

99 

903 

30 

a73 

Z09 

X5« 

ia9 

XS5 

"4 

Z90 

3a 

343 

369 

379 

»34 

'2 

31 

154 

33 

153 

.... 

.... 

»33 

180 

P 

^ 

SO 
«47 

JS 

46 

»33 

90 

273 

304 

130 

3ai 

"33 

Average  198. 

Average  saa. 

Average  366. 

Average  151.       1 
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TABLE  OF  BEAMS  WHICH  DID  NOT  FAIL  BY  SHEARING. 

Spruce. 

Yellow  Pine. 

Oalc. 

White  Pine. 

Hemlock.      { 

No. 

Intensity  of 
Shear,  Lbs. 

No. 

Intensity  of 
Shear,  Lbs. 

No. 

Intensity  of 
Shear,  Lbs. 

No. 

Intensity  of 
Shear,  Lbs. 

No. 

Intensity  of 
Shear,  rhn 

per  Sq.  In. 

per  Sq.  In. 

per  Sq.  In. 

per  Sq.  In. 

per  Sq.  In. 

3 

i8x 

47 

359* 

48 

.11 

94 

lis 

'54 

zt9 

4 

30X 

53 

«79 

5' 

95 

989 

'55 

"5 

% 

»74 
830 

S 

"3 
Z85 

II 

SOS 

9XX 

96 
97 

X76 

X56 

'Jl 

I 

308 

57 

z8a 

XXO 

zSa 

98 

?s 

8 

X70 

g 

»33 

iia 

'37 

99 

Z9X 

'59 

9 

'*J 

«37 

"3 

'45 

xoo 

11 X 

x6o 

9'S 

10 

zoo 

«3 

9ZX 

ZIS 

'23 

zoa 

XX9 

J^ 

'S 

It 

ao6 

f* 

x6z 

X16 

903 

103 

'5' 

za 

xa6 

{5 

183 

117 

'65 

X04 

"J 

:g 

50 

14 

>oS 

g 

196 

X18 

za6 

XXX 

i: 

»§ 

3<H 

978 

X19 

'93 

X38 

X36 

x8x 

x6 

T 

69 

»»5 

199 

f 

'30 

199 

x8a 

'74 

«7 

46s 

7' 

997 

"3 

'3' 

'S 

'83 

309 

x8 

aoa 

74 

X75 

X25 

z6z 

X3a 

164 

'63 

19 

JiS 

75 

"33 

'49 

'45 

'33 

X36 

III 

6x 

ao 

76 

233 

'50 

1 

'li 

'49 

ao9 

ai 

*3Z 

F 

551 

'52 

'47 

as 

108 

i^ 

168 

189 

245 

X90 

*§ 

«a3 

8z 

169 

zso 

947 

X06 

a6 

'1! 

89 

t 

«7' 

'SO 

.48 

"7 

IS 

X67 

5* 

'72 

"5 

979 

X40 

134 

fs 

37Z 

173 

'43 

980 

"7 

99 

xa9 

?7 

'75 

'74 

;?? 

98Z 

191 

37 

Z69 

88 

z6z 

'75 

a83 

•        '35 

45 

«33 

91 

989 

X76 

245 

283 

1X9 

8 

^ 

99 
>44 

397 
'45 

:§ 

'84 

985 

87 

XOO 

66 

930 

'Ji 

19X 

968 

z8a 

986 

x8a 

70 

ao6 

2^6 

264 

az6 

987 

X97 

'! 

«77 

9X8 

344 

965 

394 

988 

X78 

196 

153 

az9 

944 

989 

X. 

197 

zao 

aao 

a 

.... 

..•• 

996 

X98 

170 

aaz 

'99 

Z71 

aaa 

aoo 

101 

923 

9za 

aot 

X 

994 

9(S4 

aoa 

aas 

285 

ao3 

% 

aa6 

253 

ao4 

95a 

'77 

905 

za8 

^54 

"97 

97 

"55 

«99 

333 

257 

afo 

300 

a98 

258 

301 

»95 

96Z 

968 

305 

»5a 

307 

156 

308 

179 

309 

141 

3" 

xa9 

3x4 

zoa 

3«5 

laz 

316 

184 

317 

«75 

318 

Z9X 

3x9 

aoi 

320 

85 

3aa 

MS 

Ayenifl^  x8a.    | 

Average  031.      | 

Average  Z76.    | 

Average  134.      | 

Average  193. 
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One  would  naturally  expect  to  find  the  intensity  of  the 
shearing-stress  at  fracture  less  in  the  case  of  the  beams  that 
did  not  fail  by  shearing  than  in  the  case  of  those  that  did  ;  and 
this  is  seen  to  be  generally  true  (making  allowance  for  different 
qualities)  both  in  the  case  of  spruce  and  hard  pine. 

The  notable  exceptions  seem  to  be,  in  the  case  of  spruce, 
beams  Nos.  4,  7,  15,  16,  17,  60,  all  of  which  have  this  intensity 
very  large.  If  these  be  omitted  from  the  list,  the  average  for 
those  that  did  not  give  way  by  shearing  would  be  163  pounds 
per  square  inch. 

In  the  case  of  yellow  pine,  the  notable  exceptions  are  beams 
Nos.  47,  JT^  and  92 ;  and,  if  these  be  omitted,  the  average  for 
those  yellow-pine  beams  that  did  not  fail  by  shearing  would  be 
219  pounds. 

Moreover,  it  is  to  be  observed,  that,  in  the  case  of  the  spruce, 
Nos.  4,  7,  15,  16,  and  17  were  all  of  smaller  dimensions  than 
those  used  in  practice. 

For  breaking  shearing-strength  per  square  inch,  in  the  case 
of  each  wood,  it  seems  to  the  author  that  it  would  be  proper 
to  use  a  value  somewhere  near  the  lowest  of  those  given  in 
the  table  of  beams  which  gave  way  by  longitudinal  shearing. 

It  will  also  be  observed  that  these  shearing-forces  are  less 
than  those  obtained  from  the  experiments  on  direct  shearing 
along  the  grain,  made  at  the  Watertown  Arsenal ;  and  this  is 
naturally  to  be  expected,  for  the  shearing  in  their  case  took 
place  along  a  section  that  was  perfectly  sound,  while  in  these 
cases  it  took  place  at  the  weakest  point. 

6°.  Framing-yoints.  —  Another  matter  intimately  connected 
with  the  strength  of  timber  beams  is  the  strength  of  the  beam 
after  it  has  been  cut  in  some  of  the  various  ways  commonly 
employed  in  framing.  We  are  often  told  that  a  notch  cut  on 
top  of  a  beam,  or  at  the  middle  of  its  depth,  or  near  the  sup- 
port, does  but  little  injury ;  but  the  tests  made,  show  the  injury 
to  be  very  large,  amounting  to  a  reduction  of  the  strength  of 
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Fig.  243. 


Fig.  944. 


the  beam  to  one-fourth  or  one-fifth  of  its  original  strength, 
with  some  of  the  most  approved  framing.  The  fact  is,  that, 
with  a  material  where  the  shearing-strength  along  the  grain  is 
so  small  as  it  is  in  the  case  of  timber,  almost  any  cutting  does 
a  great  deal  of  injury;  and  it  is  much  better  to  avoid  framing 
whenever  it  is  possible,  and  use  stirrup  irons  instead.  In  these 
tests,  only  two  of  the  most  approved  framing-joints  have  been 
tested ;  viz.,  the  joint  known  as  the  "  tusk-and-tenon,"  shown 
in  Fig.  243,  and  used  for  framing  the  tail-beams  of  a  floor  into 
the  headers,  and  the  "double 
tenon  and  joint  bolt,"  shown  in 
Fig.  244,  ,and  used  for  framing 
the  headers  into  the  trim- 
mers. 

The  arrangement  is  shown  in  plan  in  Fig.  245,  where  i  and 
2  are  the  trimmers,  3  is  the  header,  and  4,  5,, and  6  are  the 
tail-beams;  the  latter  being  supported  at 
one  end  on  the  header,  and  at  the  other 
on  the  wall,  the  header  being  supported 
by  the  trimmers,  and  the  trimmers  being 
supported  on  the  walls  at  both  ends. 

It  is  sometimes  the  practice  to  hang 
the  header  in  stirrup  irons,  and  this  is  an 
improvement ;  but  it  is  v^y  seldom  that 
the  tail-beams  are  hung  in  stirrup  irons, 
and  these  tests  have  shown  the  weakening 
already  referred  to,  from  the  mortises  cut 
in  the  header  to  admit  the  tail-beams. 

A   spruce   floor   was    first   built   and 
tested,  the  following  being  a  partial  ac- 
count of  the  test :  — 
No.  52.  —  Section  of  a  floor  between  the  trimmers.    Spruce : 
three  tail-beams,  2  inches  by  12  inches  each,  framed  into  a  31- 
inch  by  iif*inch  header;  header  in  turn  framed  into  sections 
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of  the  trimmers  by  double  tenon  and  joint-bolt,  cross-bridged  in 
two  places ;  tail-beams  framed  by  tusk-and-tenon  joint,  pinned, 
floored  over  and  furred  below ;  load  at  centre,  distributed  be- 
tween the  three  tail-beams  by  bridgfing. 

Span  =  i6  feet;  weight  of  joist,  flooring,  etc.,  =  331  lbs. 

1 1238  lbs.  =  breaking-load. 

Joist  on  east  side  broke  by  splitting  off  at  the  tenon,  bore 
7988  lbs.  after.  The  load  was  then  increased.  Centre  tail-beam 
broke  by  tension  at  9988  lbs.,  on  account  of  cross-grain  in  the 
lower  fibres.  A  split  also  started  at  the  lower  tenon  of  the 
header,  which  at  the  time  of  breaking  was  rapidly  increasing. 

Average  modulus  of  rupture  of  the  tail-beams,  including 
their  own  weight,  etc.,  =  3801  lbs.  per  square  inch. 

Average  modulus  of  elasticity  of  tail-beams  =  1399141  lbs. 
per  square  inch. 

It  is  to  be  noticed,  that  the  header  already  began  to  crack 
when  the  tail-beams  broke,  and  hence  that  the  floor  could  have 
borne  but  little  more,  even  if  the  load  had  been  uniformly  dis- 
tributed :  hence  that,  in  this  case,  the  breaking-strength  of  the 
floor  would  be  determined  by  calculating  the  loads  at  the  centre 
of  the  tail-beams,  instead  of  accounting  it  as  distributed;  in 
other  words,  the  breaking-weight  would  be  about  one-half  what 
we  should  get  by  considering  the  load  as  distributed  on  the 
tail-beams. 

YELLOW-PINE  HEADERS. 

Six  tests  of  yellow-pine  headers  have  been  made  at  the 
Massachusetts  Institute  of  Technology,  and  the  results  will  be 
given  here. 

It  will  be  seen  from  these  tests,  that  the  first  of  these  head- 
ers had  for  its  breaking-weight  10916  lbs.,  and  the  second 
1 3 163,  or  in  each  case  one-half  the  load  on  the  floor.  To 
institute  a  comparison,  we  may  observe  that,  if  a  6-inch  by 
12-inch  yellow-pine  header  6  feet  8  inches  loi^,  with  four  tail- 
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beams  18  feet  long,  were  to  support  a  floor,  the  floor  surface 
would  be  96  square  feet,  giving  48  square  feet  to  be  supported 
by  the  header.  This,  if  the  floor  were  loaded  with  100  lbs.  per 
square  foot,  would  bring  upon  the  header  4800  lbs.,  or  about 
one-half  the  breaking-weight  of  a  header  only  S  feet  4  inches 
long ;  whereas,  it  would  commonly  be  supposed,  that,  with  such 
a  construction  for  100  lbs.  per  square  foot  of  floor,  we  should 
have  provided  an  unnecessarily  large  margin  of  safety. 

As  to  the  fact  that  the  header  supported  in  stirrup  irons 
bore  less  than  that  which  was  framed,  this  must  be  due  to  a 
difference  in  the  quality  of  the  timber ;  and  it  would  be  unfair 
to  conclude  from  only  two  tests  that  the  second  was  a  stronger 
mode  of  construction  than  the  first,  even  as  far  as  the  header 
itself  is  concerned. 

The  fact,  also,  that  a  6-inch  by  12-inch  yellow-pine  beam  5 
feet  4  inches  long  bore  48000  lbs.  centre  load,  equivalent  to 
96000  distributed,  without  breaking,  while  the  header  broke  at 
1 0916,  shows  what  an  enormous  weakening  is  caused  by  cutting 
mortises,  and  how  much  strength  would  be  gained  by  avoiding 
all  framing,  and  using  stirrup  irons  to  support  the  tail-beams  in 
all  cases  where  they  cannot  be  supported  on  top  of  the  header 
bearing  the  latter. 

No.  83.  —  Test  of  yellow-pine  headers. 


Fte.  246. 


The  headers^  6  inches  by  12  inches,  span  5  feet  4  inches, 
were  hung  at  either  end  in  iron  stirrups,  from  trimmers  6 
inches  by  12  inches  by  20  inches,  which  in   turn  were  sup- 
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ported  on  jack-screws.  The  headers  were  mortised  in  three 
places  (i6  inches  on  centres)  for  three  3-inch  by  12-inch  yellow, 
pine  tail-beams  10  feet  in  length. 

The  load  was  applied  at  the  centre  of  the  tail-beams,  and 
divided  equally  among  the  three  by  iron  bridging. 

The  tail-beams  were  cross-bridged  in  two  places,  6  feet 
apart,  by  2-inch  by  3-inch  spruce  bridging,  and  also  floored  over 
with  yellow-pine  flooring  i  inch  thick. 

The  weight  of  the  tail-beams,  bridging,  flooring,  etc.,  which 
was  supported  by  header,  was  833  lbs. 

Weight  of  north  header,  106  lbs. 

Weight  of  south  header,  122  lbs. 

The  headers  were  heart  pieces,  coarse  grain,  and  sappy. 
The  north  one  had  a  few  season  cracks  extending  from  mortise 
to  mortise  on  the  outside.  The  tail-beams  were  of  medium 
quality,  two  of  them  having  sapwood  on  the  edges ;  the  third 
was  much  coarser,  but  contained  more  pitch,  being  heavy. 
Weight  of  yoke  and  iron  bridging,  366  lbs. 

Details  of  the  Test, 
15366  lbs.     Cracks  heard  in  north  header. 
19866   "      Loud  cracks ;  season  cracks  opening  in  north  header. 
21366   "      North  header  giving  way,  load  dropped  500  lbs.;  cracks 

f  inch  wide. 
26366   "      South  header  began  to  show  cracks. 
26366   "      Centre  tail-beam  broke  off  below  tenon  at  south  end;  load 

dropped  1500  lbs. 

North  header  virtually  broken  at  21833  lbs.,  so  each  header 
bore  ^if^  =  10916  lbs. 

The  tail-beam  which  did  not  break  was  heavy  and  full  of 
pitch,  and  of  a  coarser  grain  than  the  other. 

No,  86,  —  Test  of  yellow-pine  headers  by  means  of  tail-beams 
and  floor. 

The  headers,  6  inches  by  12  inches,  span  5  feet  4  inches, 
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were  mortised  at  each  end  into  the  trimmers  with  a  double 
tenon  and  joint-bolt.  The  trimmers  were  supported  on  jack- 
screws,  as  before.  Three  tail-beams,  3  inches  by  12  inches, 
span  10  feet,  were  mortised  into  the  headers  with  tusk  and 
tenon,  and  pinned. 

The  load  was  applied  at  the  centre  of  tail-beams,  and  dis- 
tributed equally  over  the  three  by  means  of  bridging.  (See 
No.  83.)  Tail-beams  cross-bridged  in  two  places  with  2-inch  by 
3-inch  spruce,  and  floored  over  with  i-inch  yellow-pine  flooring. 

Weight  of  tail-beams,  bridging,  flooring,  etc.,  which  was 
supported  by  headers  =  763  lbs. 

No  deflections  taken. 

Weight  of  yoke  and  iron  bridging,  366  lbs. 

Details  of  the  Test. 
X4366  lbs.     North  header  heard  to  crack  internally. 
24366   "      Two  tail-pieces  began  to  crack  under  lower  tenon  (north 

end). 
24866   "      A  few  minutes  later  one  of  them  broke  under  tenon  (north 

end).    The  headers,  as  far  as  could  be  seen,  were 

uninjured. 

No,  8g.  —  Test  of  headers  in  floor  (yellow  pine).  The 
headers  and  trimmers  were  the  ones  used  in  No.  86,  and  were 
framed  in  the  same  way.  Three  tail-beams,  3  inches  by  12 
inches,  6  feet  6  inches  span  (inside  measurement),  were  framed 
into  headers  with  a  tusk-and-tenon  joint,  and  then  pinned. 

The  experiment  was  precisely  the  same  as  No.  86,  with 
the  exception,  that,  instead  of  lo-foot  tail-beams  being  used,  the 
length  of  these  was  6  feet  6  inches. 

No  deflections  were  taken. 

Details  of  the  Test. 

•  20150  lbs.    Season  cracks  in  north  header  began  to  open  wider. 

♦  26325    "       North  header  broke  through  the  middle,  following  the 

line  of  mortises,  then  held  18825  ^^s* 
South  header  cracked  but  little. 

*  This  weight  includes  half  the  weight  of  bridging,  floor,  and  tail  beams 
(325  lbs). 
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No.  io§.  —  Tests  of  yellow-pine  header  in  floors. 

The  headers  and  tail-beams  were  framed  as  in  No.  86; 
and  the  experiment  was  exactly  the  same,  with  the  exception 
that  the  tail-beams  used  were  6  feet  long. 

Details  of  the  Test, 
20762  lbs.     Season  crack  in  both  headers  opened. 
23262   "      North  header  failed,  after  three  minutes,  through  the  line  of 
mortises ;  while  south  header  was  but  little  cracked. 
No.  106,  —  Test  of  yellow-pine  header. 
In  this  experiment  the  headers  were  hung  in  stirrup  irons, 
exactly  as  in  No.  83. 

Details  of  the  Test. 

24262  lbs.     Slight  cracking. 

26662   "      East  tail-beam  split  below  line  of  tenon. 
30262   "      Held  for  five  minutes,  when  west  stirrup  on  north  tail-beam 
broke.    The  header  was  virtually  broken. 

No.  107,  — Test  of  yellow-pine  header. 

The  unbroken  headers  of  Nos.  105  and  106  were  used. 

Details  of  the  Test. 

33262  lbs.    Crack  in  north  header. 

25162   "      North  header  (framed)  suddenly  failed. 
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TESTS   OF   SPRUCE   HEADERS. 

The  general  dimensions  of  the  floors  tested  are  shown  in 
the  figure.  In  all  these  tests  the  tail- 
beams  are  joined  to  the  headers  by  tusk 
and  tenon  joints.  The  load  was  dis- 
tributed equally  at  the  centres  of  the 
three  tail-beams. 

No.  141.    Spruce  floor  4"Xi2"  headers 


*=d 


joined  to  trimmers  by  double  tenon  and  joint  '\  ^f 
bolt.     Header  good  quality,  cracked  along      ^ 


t« 


m   ^ 


< 


1 


centre. 


6839  lbs.,  cracks  begin  to  open  in  S  header. 
1 1429    "    tall-beam  No.  i  split  at  ^header,  load  fell  to 
"      •*     No.  2        *'     N      **  '*        " 

"      "      No.  2        **      5*      ** 
'*      "     No.  3        **    N      *'         "        " 


10839 
13239 
13239 
13039 
14139 
18039 


10339  lbs. 

10539   " 
13029   ** 

13039   " 


5  header  split, 11039  " 

tail-beam  No.  3  split  further  at  A^  header,  load  fell  to  13439  " 
lower  half  of  south  header  broke  by  tension. 


No.  142.  Spruce  floor,  headers  hung  in  stirrups.    Both  headers 
are  straight-grained,  with  cracks  along  centre. 

10739  lbs.,  tail-beam  No.  2,  cracked  at  N  header,  load  fell  to  10439  ^^s. 

14239    **      *'      •'     Nos.  I,  2,  3,  **      S      "  *•        **  12729    *• 

17139    "      "      *'     No.  I,  "    N      "  "        "  16139    ** 

20339    '*      "      "      No,  3  broke  by  crushing  and  tension,  "        "  16439    " 

No  perceptible  injury  to  headers. 

Trial  No.  2  resulted  in  failure  of  tail-beams,Vith  no  perceptible 
injury  to  header. 

Trial  No,    3.   Yellow-pine   tail-beams.      Same   dimensions   as 
before. 

17839  lbs.,  S  header  cracked  between  tail-beams  No.  I'and  trimmer. 
19839    "     S     "       split  along  middle,  load  fell  to  14639  lbs. 

No,  143.  The  headers  are  the  successful  ones  of  the  two  pre- 
ceding tests.     The  S  header  is  joined  to  the  trimmer  by  double 
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tenon  and  joint  bolt,  and  is  somewhat  injured  by  previous  test.    N 
header  is  hung  in  stirrups. 

16839  lbs.,  S  header  begins  to  crack. 

18829    "    S      "       broke  by  splitting,  load  fell  to  1839. 

No.  170.  Spruce  floor,  yellow-pine  tail-beams;  headers  3}  X  12 
cross-section.     Good  quality  spruce,  season  cracks  along  centres. 

No.  ijoa.  Headers  joined  to  trimmers  with  doable  tenon  and 
joint  bolt.  12833  lbs.,  crack  opened  in  N  header :  13833  lbs., 
S  header  split  along  neutral  axis. 

No.  170^.  Same  as  a,  with  header  hung  in  stirrups,  substituted 
for  broken  one. 

7733  lbs.,  crack  opening  in  S  header. 
14833    "    S  header  split  along  centre. 

No.  I'joc.  Same  as  ^,  with  header  hung  in  stirrups,  substituted 
for  broken  one. 

9033  lbs.,  crack  beginning  to  open  in  S  header, 
19833    "    N  header  split  along  centre,  giving  way  completely. 
No.  217.  Dimensions  of  floor  altered  as   indicated  in  figure. 
„     Spruce  headers,  yellow-pine  tail-beam. 

2itA.  Headers  joined  to  trimmers  bydou- 
J  ble  tenon  and  joint  bolts.     Headers  4"Xi2" 
spruce,  clear  lumber,  straight-grained. 
V  14700  lbs.,  S  header  began  to  crack. 

T  20000    "     S      "       split  along  centre,  giving 

'  way  completely. 

217-5.  Headers  hung  in  stirrup  irons,  4"x  12"  spruce,  clear 
lumber,  straight-grained. 

27500  lbs.,  centre  tail-beam  split  at  ^S"  header,  load  fell  to  25500  Ibs^ 
31700    '*     S  header  split  along  centre,  giving  way  completely. 

21 7C  Unbroken  header  of  217^  replacing  broken  header  of 
217-5.  S  header  joined  to  trimmers  by  double  tenoa  and  joint 
bolt,  N  header  hung  in  stirrups. 

20900  lbs.,  5  header  split  along  centre,  giving  way  completely. 


"is 


nr 


Digitized  by 


Google 


TRANSVERSE  STRENGTH  OF  TIMBER. 


707 


bauschinger's  tests. 

In  the  ninth  Heft  of  the  Mittheilungen  are  given  the  results 
of  an  experimental  study  which  Bauschinger  made  of  the 
strength  of  certain  pine  and  spruce  woods,  in  connection  with 
their  other  properties,  as  specific-gravity,  ag^,  time  of  felling, 
etc. ;  but  special  attention  is  given  to  the  variation  of  strength 
and  specific  gravity,  with  the  percentage  of  moisture  which  they 
contain,  i.e.,  their  condition  of  dryness.  While  he  did  a  con- 
siderable amount  of  work  upon  the  variation  of  the  tensile 
strength  with  the  percentage  of  moisture,  the  results  are  rather 
variable,  and  none  of  this  work  will  be  quoted  here  for  the 
reasons  given  on  page646, under  Tension  of  Timber.  He  him- 
self came  to  the  conclusion  that  more  satisfactory  results  could 
be  reached  by  experimenting  upon  compressive  strength. 

The  following  tables  give  summaries  of  the  tests  which  he 
made  and  reported  in  this  ninth  Heft  upon  compressive  and 
transverse  strength : 

COMPRESSIVE  TESTS. 
Tbst-Pibcbs  about  3t  X  3i  Inchbs  AMD  6  Inches  Long. 


Timber. 

Place. 

Summer  Felled. 

Winter  Felled. 

Percent- 
afire  of 
Moisture. 

Compressive 

StrenfiTth. 

Mean  Values. 

Lbs.  per  Sq.  In. 

Percent- 
age of 
MoistUM. 

Compressive 

Sireneth. 
Mean  Values. 
Lbs.  perSq.  In. 

Pine   .     . 
Spruce    . 
Spruce    . 
Spruce    . 

Lichtenhof   . 
Frankenhofen 
Regenhatte  . 
Schliersee    . 

9 
20 

27 
20 

3^7 
3449 
3328 
2304 

26 

17 
20 

'9 

4537 
4452 
3997 
3200 
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Per- 

Modulus  of 

Modulus  of 

Timber. 

Place. 

Breadth  aad 
Depth. 
Inches. 

oeotage 
of  Mois- 
ture. 

Elasticity. 
Lbs.  per 
Sq.  In. 

Rupture. 
Lbs.  per 
Sq.  To. 

I.  Summer  Telled.    Span, 

8  ft.  2.43 

ins. 

Pine    .     . 

Lichtenhof  .    . 

6.70X  6.81 

24 

1422300 

6002 

«( 

•    • 

7.I9X  7.17 

23 

1536084 

6685 

<i 

it 

6.66X  6.72 

19 

1536084 

6742 

•     • 

u 

7.06X  7.17 

25 

1664091 

7453 

Spruce     . 

Frankenhofen  . 

6.72X  6.76 

29 

1706760 

6372 

«i 

« 

7.32X  7.25 

35 

1649S68 

6344 

<< 

« 

7.77X  7.80 

25 

1464969 

5703 

f< 

tt 

8.I0X  8.10 

26 

1436523 

5405 

tt 

Regenhtltte.    . 

7.52X  7.64 

39 

1578753 

6016 

•< 

<< 

8.01X  8.07 

34 

1592976 

5476 

« 

•t 

7.88X  7.83 

30 

1635645 

6173 

«< 

t* 

8.36X  8.36 

32 

1720983 

6016 

if 

Schliersee    .    . 

10.17X10. 24 

25 

IO16945 

4025 

« 

t( 

10.25x10.34 

24 

960052 

3840 

*t 

«< 

10.47X10.47 

21 

1109394 

4281 

t< 

(« 

10. 73X10. 67 

24 

1080948 

4281 

II.  Winter  Felled.     Span, 

8  ft.  2.43 

ins. 

Pine    .    . 

Lichtenhof  .     . 

6.58X  6.71 

33 

1422300 

6813 

f* 

•< 

6.23X  6.30 

33 

1664091 

7609 

II 

<i 

7.19X  7.34 

31 

1308516 

5348 

« 

t€ 

8.30X  8.17 

34 

1479192 

5903 

Spruce     . 

Frankenhofen  . 

7.07X  6.94 

31 

1479192 

5959 

<< 

« 

7.19X  7.29 

28 

1436523 

5903 

<< 

it 

6.65X  6.69 

24 

1863213 

6969 

« 

« 

6.64X  6.67 

24 

1820544 

6813 

f  < 

Regenhtltte .    . 

6.38X  6.39 

27 

1479192 

6230 

<( 

tt 

7.02X  7.08 

29 

1536084 

6329 

•< 

tt 

6.66X  6.79 

30 

1635645 

6443 

i< 

tt 

7.65X  7.66 

38 

1635645 

6358 

•( 

Schliersee 

10. 98X12. 66 

26 

1024056 

3641 

<< 

tt 

10.83X13. 18 

25 

981387 

3755 

c< 

tt 

II. 19X11. 23 

28 

967164 

3670 

l< 

tt 

ii.iiXii.io 

25 

981387 

3570 
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In  Heft  16  of  the  Mittheilungen,  Bauschinger  gives  an 
account  of  a  series  of  tests  of  the  crushing  and  transverse 
strength  of  the  more  important  coniferous  woods  from  the  dif- 
ferent districts  of  Bavaria. 

In  the  case  of  the  transverse  tests  the  percentage  of  moisture 
was  determined  by  experiment,  and  is  recorded  in  the  tables. 
Then  sections  were  cut  from  the  same  pieces  from  which  the 
beams  were  taken,  and  tested  for  crushing,  one  of  them  being 
rather  wet;  one  had  somewhere  near  15  per  cent  of  moisture, 
which  Bauschinger  considers  to  be  about  the  average  dryness 
of  the  air,  and  one  was  somewhat  drier ;  and  in  each  case  the 
percentage  of  moisture  is  determined  and  recorded. 

The  results  of  the  crushing  tests  are  then  plotted,  and  a 
curve  drawn,  from  which  he  determines  the  crushing-strength 
with  1 5  per  cent  of  moisture.  A  similar  proceeding  is  adopted 
in  regard  to  the  specific-gravity. 

The  45  sections  were  each  cut  into  five  specimens  about  3 
or  4  inches  square,  one  of  them  containing  the  heart. 

These  (which  contain  the  heart)  he  omits  from  his  curves 
and  calculations)  and  plots  only  the  results  of  the  others. 

His  results  are  given  in  the  following  table,  a  perusal  of 
which  will  show  that  the  moduli  of  rupture,  and  also  the  crush- 
ing-strengths, run  somewhat  higher  than  they  do  for  woods  of 
the  same  name  in  the  tests  made  at  the  Massachusetts  Institute 
of  Technology.  This,  of  course,  may  be  due  to  the  woods  that 
Bauschinger  tested  being  stronger  than  American  woods  of  the 
same  name,  but  it  is  more  probably  due  to  the  facts  that,  1°,  the 
specimens  he  used  were  rather  smaller,  and,  2°,  they  were,  on 
the  whole,  drier  than  the  American  woods  tested  at  the  Mas- 
sachusetts Institute  of  Technology. 
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Mean  Compressive 
StreaRth  of 

TnnsverM  Test. 

s 

Pieces 

not  con- 

Span,  8  ft.  a.43  ins. 

1 

II 

I0 

tainio^  Heart, 

NAcoe. 

Place  of 
Growth. 

reduced  to 

Same 
percent 

Moisture 

Modu. 

lusof 

Modo- 
lus  of 
R-p- 
ture. 
Lbs. 
per 
Sq.In. 

1 

■3 

Moisture. 
Lbs.  per 
Sq.  Ifl. 

as  in 

Trans- 
verse 
Test. 

n 

EUs- 
ticity. 
Lbs.i>er 
Sq.  fnT 

i 

(/} 

Lbs.  per 
Sq.  In. 

2^ 

1 

t 

Larch  .    . 

SLZ^qq    .    . 

0,6a 

68.7 

6756 
6784 

5.78 

6.97 

15.5  '  •or656c^ 

1038. 

9'L4fC}l 

*'           ^    . 

0.67 

7353 

I'Jl 

6.99 

17. a 

x69a54o 

10596 

3lPine 

'^           .    > 

0.53 

6045 
4978 

6400 

5-74 

«3-5 

1834770 

974» 

4,SpruM 

*'                , 

0.43 

455* 

7-78 

7.61 

x6.6 

X479190 

7183 

vFioe 

*'           .    , 

0.5a 

5363 

5iao 

7.75 

770 

15  8 

1649888 

7325 

6  Spnice 

'*               , 

0.45 

5405 

5334 

7.69 

9.ai 

154 

1635650 

6756 

r     !' 

\      '"'           ■    • 

0.48 

5547 

5831 

5.80 

6.85 

M.3 

1592980 

7965 

8|       '^ 

'*            ^    . 

0.51 

5974 

5689 

6.87 

6.8a 

16. 1 

1578750 

7751 

S'UM'ctl 

**           .    . 

0.50 

6685 
61 16 

4978 

6.10 

6.91 

x6.o  1  1706760 

9245 

*'           ^    . 

0.58 

5974 

585 

6.91 

15. S  1  152x860 

9743 

ii'Lvcb 

ICjulfiteiD  I   . 

0.41 
0.61 

3aoo 
7965 

3371 
775a 

5.86 
585 

7.16 

XS.8      2097898 

5191 
95»9 

13,  Spruce 

t* 

0.54 

5974 

m 

6.79 

7.78 

17-4  1   1592980 

7<>65 

14  Pine 

|i 

0.54 

5974 

5-65 

6.93 

14.4      X905880 

10027, 

'5  Spruce 

H 

0.46 

5405 

5»9i 

6.78 

7.80 

16.3      X777880 

8107 

i6  r-iich 

ii 

0.68 

79^5 

7325 

7.61 

9-34 

17.9      2039670 

8605* 

17 

Spruce 

** 

0.54 

6969 

6898 

rs 

tU 

15. X   1  3026780 
18.^      1578750 

9387; 

iS 

i> 

*i 

0.49 

6045 

5476 

6542 

rq 

It 

*i 

0.52 

6187 

6045 

583 

6.87 

X5.6      i69a540 

8036 

w 

Pme 

**           *     . 

0.5a 

583' 

5903 
6358 
61I7 

5.77 

7  P 

«4  9      1550307 
X7.6      1905880 

7«23 

ai.Urch 

** 

o.6i 

7040 

5.81 

6.93 

10241 

»^ 

Spruce 

»* 

0  51 

6471 

5.76 

7.77 

«5-8      1564530 

8x07 

aj 

11 

It 

0.39 

4267 

4054 

7-72 

9-3> 

15.9      1208960 

W^ 

34 

Lareb  . 

rreuJOK    ;    ! 

0.61 

78a3 

7538 

5-75 

694 

X5  9      3060340 

IS 

" 

'» 

0.70 

8249 

7538 
5831 

5  84 

6.91 

16.9  ^  3176x30 

98x4 

16 

Spruce. 

^i         *    1 

0.59 

6969 

6.87 

7.7a 

x8.4  '  X977000 

^ 

37 

** 

**         i    • 

0.44 

6x87 

5191 

6.96 

76a 

15.6      1479190 
184      x5503ro 

6665 

aft 

Pine     . 

**         *    • 

0.5a 

5476 

6.88 

7.75 

6858 

1^ 

^* 

'*         .    , 

0.6a 

7894 

l^ 

6.86 

7.64 

16.9      3063340 

98M 

1° 

Spruce. 

a 

0.48 

5974 

6.91 

7-74 

16.7      1607900 

88x8 

1^ 
3' 

Piue     ! 

M 

0.47 
O.S3 

5618 
6116 

r^ 

6.93 
5.83 

7.80 
6.86 

x8  6      X 763650 
x6.8  1  1848990 

:ys 

*' 

*'                    ■        • 

0.49 

4907 

455» 

5.83 

6.91 

17.0 

1333x80 

5974 

14 

Spruce . 

4* 

0.59 
0.48 

56?? 

6400 

fi.8a 

7-74 

.6.7 

194*550 

9103 

55 

'* 

'*                    ,         , 

5334 

6.96 

7.70 

X6.4 

1678310 

6471 

36 

^* 

11 

0.44 

§331 

5«9« 

6.96 

7'V 

15.8 

1806340 

7^5 

17 

It 

H 

0.49 

6258 

5974 

7.00 

7.8a 

X6.4 

7467 

33 

urcb ; 

tf 

0.58 

73*5 

7na 

5-77 

6.91 

X5.S 
18. a 

2743330 

9387 

50 

** 

**                   ,         , 

0.65 

5903 

5263 

7.00 

6.96 

J550310 

7752 

40  Pine      . 

1* 

0.49 

r^ 

4a67 

in 

7-8. 

17.7 

X(n8a8o 

3**| 

41  Spruce. 

'^*                   *         . 

0.46 

5547 

7.80 

X7.0 

1380070 

56x8 

4= 

UiiterEiezlieiin 

0.4a 

4iao 

4>a5 

6.85 

7-7« 

30.7 
x8.8 

1464970 

6144 

4} 

t^ 

0.39 

4907 

4551 

6.95 

7.80 

i35x6ao 

5191 

4^  WbitePioe 

li 

0.33 

3414 

3058 

6.99 

^'i^ 

18. 1 

8X073X 

4"5 

45       "          '^ 

ti 

0.3a 

3«x> 

a63i 

7.00 

7  84 

ax. 4 

795370 

3556 
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AVERAGE  COMPRESSIVE  STRENGTH   OF  WHOLE   SECTION   OF  LOG. 

Pounds  pbr  Squaks  Inch. 

f 

Time  of 

Felling. 

Pine  from 
Lichteahof. 

Spruce  from 
Frankenhofen. 

Spruce  from 
RegenhUtte. 

Spruce  from 

Schliersce. 

X 

3 

z 

a 

z 

a 

z 

a 

Sommer 
Winter 

7183 
6343 

5344 
6784 

6416 
6756 

4807 

5618 

6287 
6343 

5319 
5348 

4570 
4779 

3i43 
4238 

I.  Tested  5  years  after  felling. 


2.  Tested  3  months  after  felling. 


§240.  Shearing  of  Timber  along  the  Grain.  —  The  shear- 
ing of  timber  always  takes  place  along,  and  not  across,  the 
grain  ;  for  it  can  be  shown,  that,  wherever  we  have  a  tendency 
to  shear  on  a  certain  plane,  there  is  an  equal  tendency  to  shear 
on  a  plane  at  right  angles  to  it.  Hence  if  there  is,  at  any  point 
in  a  piece  of  wood,  a  tendency  to  shear  it  across  the  grain,  there 
must  necessarily  accompany  it  an  equal  tendency  to  shear  it 
along  the  grain ;  and,  the  resistance  to  the  latter  being  very 
slight,  the  timber  will  give  way  in  this  manner,  instead  of  across 
the  grain. 

As  to  the  shearing-strength  per  square  inch,  some  values 
have  been  given  in  Rankine's  table ;  and  the  following  table 
contains  results  obtained  at  the  Watertown  Arsenal,  and  re- 
corded in  Executive  Document  No.  12,  47th  Congress,  first 
session. 
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Sheuing- 

Shearing- 

Kind  of  Wood. 

Arsenal 

Strength 

Kind  of  Wood. 

Anenal 

Straisdi 

No. 

per  Square 
Inch. 

No. 

perSqoan 
Inch. 

Ash 

620 

600 

Oak  (white)     .    . 

63' 

752 

621 

592 

Pine  (white)    .    . 

752 

324 

622 

458 

753 

267 

623 

700 

754 

352 

Birch  (yellow)     . 

623 

563 

755 

366 

633 

81S 

Pine  (yellow)  .    . 

607 

399 

634 

672 

608 

317 

635 

612 

, 

614 

409 

Maple  (white) .    . 

636 

647 

61S 

415 

^Zl 

537 

616 

409 

638 

367 

617 

364 

639 

431 

618 

286 

Oak  (red)    .    .    . 

624 

775 

619 

330 

62s 

743 

Spruce   •    •    •    • 

748 

253 

626 

999 

749 

374 

627 

726 

750 

347 

Oak  (white)    .    . 

628 

966 

751 

316 

629 

803 

Whitewood     .    . 

609 

406 

630 

846 

610 

382 

§  241.  General  Remarks.  —  A  perusal  of  the  tests  on 
columns  and  on  beams  will  show  that  one  of  the  principal 
sources  of  weakness  in  timber  is  the  presence  of'  knots,  and  it 
will  be  noticed  that  the  position  of  the  fracture  is  in  most 
cases  determined  by  the  knots. 

Sap-wood,  season  cracks,  and  decay  are  doubtless  other 
sources  of  weakness.  The  tests,  however,  do  not  present  such 
striking  evidence  of  the  deleterious  effects  of  the  first  two  as 
is  the  case  with  knots.  In  general,  it  may  be  said,  however, 
that  timber  used  in  construction  should  be  free,  or  nearly  free, 
from  sap-wood ;  as  an  excessive  amount  of  sap-wood  renders  it 
weak. 
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It  will  often  be  found  to  be  a  common  opinion  among  lum- 
ber-dealers, that  a  piece  of  timber  which  contains  the  heart  is 
not  as  good  as  one  which  is  cut  from  the  wood  on  one  side  of 
the  heart.  This  is  very  often  true ;  as  the  timber  which  is  sold 
in  the  market  is  very  liable  to  have  cracks  at  the  heart,  and 
also,  if  the  tree  has  passed  maturity,  the  heart  is  the  place 
where  decay  is  likely  to  begin.  ^Nevertheless,  the  tests  of 
beams  would  not,  it  seems  to  the  author,  bear  out  the  conclu- 
sion that  such  pieces  as  contain  the  heart  are  always  weaker 
than  those  that  do  not. 

Another  matter  that  claims  serious  consideration  is  the 
effect  of  seasoning  upon  the  strength  of  timber.  This  question 
can  only  be  decided  by  tests  on  full-size  pieces,  as  the  small 
pieces  season  much  more  rapidly  and  uniformly  than  full-size 
pieces. 

In  this  regard,  the  observation  should  be  made,  that  prac- 
tically our  buildings  and  other  constructions  are  built  with 
green  lumber;  Le.,  lumber  which  has  been  cut  from  three 
months  to  a  year.  Unless  it  can  be  shown  that  the  seasoning 
which  the  lumber  receives  while  in  use  imparts  to  it  a  greater 
strength,  it  will  only  be  proper  to  consider  its  strength  the  same 
as  that  of  green  lumber.  Not  very  much  evidence  has  thus  far 
been  obtained  upon  this  point;  but,  such  as  it  is,  it  will  be 
noted  here. 

I**.  We  have,  on  p.  505,  the  results  of  the  tests  of  a  lot  of 
old  mill  columns ;  and,  while  some  of  them  did  exhibit  a  greater 
strength  than  green  ones,  a  perusal  of  this  set  of  tests  will 
convince  the  reader  that  it  would  not  be  safe  to  rely  upon  any 
greater  strength  in  these  columns  than  in  green  ones.  More- 
over, these  columns  had  been  in  a  building  heated  by  steam  for 
a  number  of  years,  and  during  the  seasoning  process  they  had 
been  subjected  to  the  load  they  had  to  support.  The  writer 
has  also  observed  some  evidence  of  the  same  kind  in  con- 
nection with  one  of  his  time  tests. 
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2**.  In  the  case  o£  beams,  we  have,  in  Nos.  60  and  66, 
examples  of  beams  which  had  been  seasoning,  unloaded^  in  a 
building  heated  by  steam  ;  and  in  these  cases  there  was  a  great 
gain  in  strength.  Some  yellow-pine  beams  exhibited  a  similar 
action.  On  the  other  hand,  beams  Nos.  18  and  19  had  been 
seasoning  on  the  wharf,  in  the  open  air,  for  about  one  year ; 
and  while  some  yellow-pine  beams  which  had  seasoned  without 
load,  in  the  building,  showed  great  strength,  in  other  cases  the 
increase  was  not  so  marked. 

In  view  of  the  fact  that  the  above  is  practically  all  the  evi- 
dence we  have  in  the  matter,  it  would  seem  to  the  writer^ 
unless  future  experiments  shall  prove  the  contrary  to  be  true, 
that  we  ca|inot  rely,  in  our  constructions,  upon  having  any 
greater  strength  than  that  of  the  green  lumber,  and  that  the 
figures  to  be  used  should  be  those  obtained  by  testing  green 
lumber. 

§  242.  Building-Stones. — The  three  most  important  factors 
about  a  building-stone  besides  its  beauty,  are  its  durability,  its 
strength,  and  the  ease  with  which  it  can  be  quarried  and 
worked.  In  order  to  be  durable  it  must  be  able  to  withstand 
the  deleterious  influences  of  rain,  wind,  frost,  tire,  and  of  the 
acids  that  are  found  in  the  air  especially  in  large  cities,  where 
the  most  common  are  carbonic  acid  and  sulphur  acids. 

The  durability  of  a  stone  is  probably  its  most  important 
feature,  and  is,  perhaps,  the  most  difficult  to  test  thoroughly. 
As  a  rule,  the  greater  its  hardness  and  the  less  its  absorptive 
power  for  moisture,  the  more  durable  Mrill  it  be. 

Tests  of  hardness  are  easily  and  frequently  made.  Tests  of 
absorptive  power  for  moisture  are  very  often  made.  While 
the  methods  pursued  by  different  people  differ,  they  consist 
essentially  of  weighing  the  specimen  dry,  and  then  soaking  it 
in  either  hot  or  cold  water  until  it  has  absorbed  all  that  it  will, 
and  weighing  it  again. 

There  are  a  number  of  methods  pursued  in  order  to  de* 
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termine  its  power  of  withstanding  the  action  of  frost,  and  the 
results  differ,  of  course,  according  to  the  method  pursued, 
Bauschinger's  method  consists  in — 

1°.  Determining  the  compressive  strength  of  the  stone  in 
a  dry  and  in  a  saturated  condition,  and  comparing  the  two. 

2°.  Determining  the  compressive  strength  after  twenty- 
five  freezings  and  thawings. 

3**.  Determining  the  loss  of  weight  after  these  twenty-five 
freezings. 

4°.  Examining  the  specimen  with  a  microscope  for  cracks 
after  the  twenty-five  freezings. 

Stones  will  not  withstand  the  heat  of  a  large  conflagration, 
brick  being  better  than  any  building-stone. 

As  to  how  well  a  stone  will  stand  the  gases  in  the  air  of  a 
large  city,  a  great  many  tests  have  been  proposed  and  used,  but 
none  of  them  are  entirely  satisfactory.  Of  course  we  can  get 
indications  from  a  study  of  the  chemical  composition,  or  better 
from  a  microscopical  examination,  which  shows  also  the 
arrangement  of  the  different  components,  this  being,  of  course, 
the  part  of  the  geologist  or  mineralogist. 

After  the  question  of  durability,  the  strength  comes  in  as 
the  factor  of  next  importance,  and  although  the  loads  usually 
put  upon  stones  in  construction  are  very  much  smaller  than 
the  breaking-strength  of  the  stone  as  shown  by  small  speci- 
mens tested  in  the  testing-machine,  nevertheless  the  mortar 
or  cement  joints,  the  bonding,  and  the  necessary  unevenness 
render  the  real  factor  of  safety  very  much  less  than  would  be 
at  first  imagined. 

Building-stones  are  more  often  called  upon  to  bear  a 
compressive  load  than  any  other,  though  they  are  sometimes 
called  upon  to  bear  a  transverse  load,  as  in  the  case  of  window- 
lintels. 

The  results  are  very  variable,  partly  because  the  stone 
varies  very  much  in  quality,  and  partly  because  it  is  only  of 
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late  years  that  it  has  been  recognized  that  in  order  to  obtain 
correct  results  in  compression  tests  the  pressure  must  be  evenly 
distributed  over  the  surfaces  of  the  specimen  pressed  upon, 
and  that  in  order  to  accomplish  this  even  distribution  it  is 
necessary  that  the  faces  which  come  in  contact  with  the  plat- 
forms of  the  testing-machine  shall  be  accurate  planes,  and  that 
unless  the  compression  platforms  are  adjustable,  the  two  faces 
pressed  upon  shall  be  parallel — provided,  of  course,  the  plat- 
forms are  parallel,  as  they  should  be.  Formerly  it  was  thought 
that  the  desired  result  could  be  obtained  by  interposing  be- 
tween the  surface  of  the  specimen  and  the  platform  some 
soft  substance,  as  a  cushion  of  wood  or  of  lead,  whereas  it  is  a 
fact  that  any  such  cushions  only  render  the  results  smaller 
and  more  variable  than  the  real  crushing-strength  of  the  speci- 
mens. Hence  it  is  that  a  great  many  of  the  tests  that  have 
been  made  are  of  no  value,  because  this  matter  was  not 
attended  to.  In  a  rough  way  we  may  divide  the  most  com- 
mon building-stones  as  follows  :  i°.  Granites  and  allied  stones; 
2^  Limestones,  including  marbles ;  3^.  Sandstones ;  4^  Slates. 

The  most  systematic  set  of  tests  was  made  by  Bauschinger, 
and  is  reported  in  the  Mittheilungen,  Hefte  i,  4,  5,  6,  10, 11, 
18,  and  19. 

Besides  this  we  may  n  ote  the  following  references : 

1°.  Report  on  Compressive  Strength,  etc.,  of  the  Building-Stones  in 

the  United  States,  1876.     Gillmore. 
2°.  Compressive  Resistance   of   Freestone,  Brick  Piers,  Hydraulic 

Cements,  Mortars,  and  Concretes,  1888.     Gillmore. 
3°.  Masonry  Construction,  1889.     Baker. 
4°.  Testing  Materials  of  Construction,  1888.     Unwin. 
5°.  History  of  the  St.  Louis  Bridge,  1881.     Woodward. 
6°.  Exec.  Doc.  12,  47th  Congress,  ist  session.     Senate. 
7°.  Exec.  Doc.  35,  49th  Congress,  ist  session.     Senate. 

Some  tables  of  results  will  now  be  given. 
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The  following  is  taken  from  Woodward's  "  History  of  the 
St.  Louis  Bridge  :'* 


t 
Material. 

L«gth, 

in 
inches. 

Diameter  of 

Cross-section, 

in  inches. 

Modulus  of 

Elasticity, 

pounds  per 

square  inch. 

Brealdnif- 
Weight,  per 
square  inch. 

Grafton  Magnesian  Limestone. 
««               «(               (f 

«(               <(               If 

«*                            (1                             u 

"     (5  specimens) 

<<                              it 

Portland  Granite 

6.46 

5.87 
5.96 

5.99 
3.00 
8.00 
13.00 
5.88 
5.98 
5.97 
6.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
4.88 
3.06 

1. 14 
1.06 
1.06 
1.07 

3X3 
2.38 

1. 13 

2.36 

2.36 

2.38 

2.30 
3  X3 
3X3 
3X3 
3X3 
3X3 
3X3 
3X3 
4.88  X  4.88 
3.06  X  3.06 

10500000 
8400000 
8500000 
6000000 

7200 
8500 
2000 
6000 
av.  15400 

lOIOO 

10800 

16000 

18500 

17000 

16400 

13700 

12700 

13000 

12700 

13600 

15000 

5330 

5500 

3400 

12000000 
5000000 
5500000 
6400000 
5000000 

13500000 

<<               ft 
«               ff 

Richmond  Granite 

Portland  Granite 

Missouri  Red  Granite 

«                    ff 

If                    <f 
Brown  Ochre  Marble 

Sandstone,  St.  Genevieve,  Mo. 

€«                                                 it 

In  Heft  4  of  the  Mittheilungen,  Bauschinger  gives  a  long 
table  of  results  of  testing  granites,  limestones,  and  sandstones, 
from  which  the  following  examples  are  selected : 
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Kind  of  Stone. 


Place. 


Tesu  bf  Compres- 
sioo. 


Cnishiojf 

Strengtfi, 

pounds 

peraq.in. 


DIfBctlon 
of  the 


with  re- 
spect to 
the  bed. 


Modulus 
f  f  Rup- 
ture, 
pounds 
persq.in. 


Tnasvosc  Tcftik 


Directioa 
of  Break- 
ing Sec- 

tioawith 
respect  to 
the  bed. 


GraniU9, 
Yellow,  very  soft,  exoeptionnl  quality 


Gray,  coarse-grained 

Very  li^t-colored,  tol«ibly  ooarse- 

graioed       

Very  hard,  coarse-grained    .    .    . 


Selb  in  Ober- 
franken. 


Waldstein 
St.  Gotthard 


Very  hard,  striped 

White,  very  hard,  tolerably  fine- 
grained, only  good  for  paving . 

Syenite,  blacic,  with  a  good  deal  of 
gray. 


White  marble  .... 


Muschelkalk. 


Yellowish  white,  soft  limestone  of  the 
white  Frankenjura 

Best  quality 

Poorest  quality.    ....... 

Granitic  marble    ....... 


Dclomit: 
From  the  white  Frankenjura. 


Sandstone, 
Bunteijsandstone,  gray,  with  yellow 

andbrown  streaks 

Bunter  sandstone,  red,  very  rich  in 

2uartz,  fine*grained.    .    . 
lo.  do.  do. 

Bunter    sandstone,  dark    red,  fine- 
grained 


do. 


do. 


Keuper  sandstone,  red,  fine-grained. 

Do.  do.  do. 

Keuper  sandstone,  white,  with  red- 
dish bed  stripes,  coarse-grained. 

Keuper  sandstone,  white,  tolerably 
nne-grained , 

Keuper  sandstone,  brown     .    .    , 

Green  sandstone,  yellow,  with  brown 
layers,  fine-grained 

Green  sandstone,  dirty  green,  tolera- 
bly fine-grained 

Green  sandstone,  greenish,  fine- 
grained   , 


Cham 

Bbendaher 

Schlanders  in 

Tyrol 

Wurzbufg 

Kronach 

II 

Kelheim 


Rosenheim 

Poppenhein 
Herzbruch 

Kronach 
Unterfranken 

u 

Carlsruhe 
Wurtemburg 

Ansbach 

14 

Nuremberg 

Regensberg 

I* 

Kelheim 


7750 
1x300 
1 1790 

14790 
11740 
x966o 
15650 
13930 

S9190 

19900 


tsSoo 
6960 
S9760 
11390 

6900 

8390 
35«o 
10600 

90340 
17980 

X8490 
16780 
19590 
11940 

4836 

r^TO 
90550 

11950 
8too 
8690 
9390 
654c 


9490 
4340 

5480 

9680 

44x0 
3630 


1 
1 
U 

1 
1 
II 

1 

u 


X 

II 

ii 

II 

1 

1 
1 


aT.i94o 
1309 

8773 


X99« 


oblique 


XSS9 

939 


9560 


Digitized  by 


Google 


BUILDING^STONES.  719 

In  Heft  5  of  the  Mittheilungen  is  to  be  found  a  study  of 
the  modulus  of  elasticity  of  building-stones.  Bauschinger 
found  that  in  this  case  the  departure  from  Hooke's  law  is 
greater  with  small  than  with  large  loads.  Heft  6  contains  an 
experimental  study  of  the  laws  of  compression.  Heft  10  con- 
tains an  experimental  investigation  of  the  principal  Bavarian 
building-stones.  Hefte  11  and  18  contain  a  study  of  the  com- 
pressive strength  and  wearing  qualities  of  paving-stones.  Heft 
19  contains  a  study  of  the  power  of  stones  to  resist  frost.  For 
all  these  the  student  is  referred  to  the  Mittheilungen. 

In  Exec.  Doc.  35,  49th  Congress,  ist  session,  Senate,  are  to 
be  found  the  results  of  a  set  of  tests  of  the  compressive  strength 
of  Haverstraw  freestone  cubes.  The  following  accotint  of 
the  tests  is  compiled  from  the  document  referred  to : — 

"  These  specimens  were  taken  from  a  quarr}'^  at  Haver- 
straw, N.  Y.  The  quarry  had  not  been  worked  for  some  time, 
but  was  reopened  for  the  purpose  of  obtaining  these  blocks, 
this  stone  being  selected  from  its  supposed  uniformity  in 
strength  and  low  ultimate  resistance,  on  account  of  which  the 
series  could  be  carried  out  in  larger  blocks  and  not  exceed  the 
capacity  of  the  testing-machine.  The  series  includes  cubes 
from  I  inch  to  12  inches,  advancing  by  inches,  and  the  follow- 
ing prisms : 

i"  X  i"  X  2",  4"  X  4"  X  i",  4"  X  4"  X  2",  4"  X  ^"  X  3", 

8"  X  8"  X  2",  X  3'',  X  4",  X  s'/  X  6",  X7". 
The  bed  surfaces  were  faced  with  plaster  of  Paris,  and  tested 
between  steel  cushions.** 

The  weight  per  cubic  foot,  of  the  different  samples,  varied 
from  129.2  lbs.  to  140.7  lbs.  The  results  are  given  in  the  fol- 
lowing tables : 
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COMPRESSIVE   STRENGTH   OF  CUBES  OF   HAVERSTRAW   FREESTONE. 


Number 
of  Cubes. 

Nominal 
Dimensiona 
in  Inches. 

Average  Ulti. 

mate  Strength 

in  lbs.  per 

Sq.In. 

Remarks. 

a 

I 

7033 

4 

a 

6004 

4 

3 

6245 

4 

4 

5961 

4 

5 

6468 

4 

6 

7355 

4 

7 

6156 

4 

8 

6266 

4 

9 

6535 

3 

10 

6100 

The  fourth  specimen  stood 
8032  lbs.  per  sq.  in. 
without  breaking. 

4 

xz 

6428 

I 

12 

5323 

The  other  three  stood  on 
the  average  S585  lbs.  per 
sq.  in.  without  breaking. 

COMPRESSIVE   STRENGTH   OF   PRISMS   OF   HAVERSTRAW   FREESTONE- 


Nominal 

Average  Ulti- 

Number 

Dimensions 

mate  Strength 

Remarks. 

of  Prisms. 

of  Prisms 

in  lbs.  per 

in  Inches. 

Sq.In. 

2 

4X4X1 

16428 

2 

4X4X2 

8029 

2 

4X4X3 

6679 

2 

8X8X2 

"455 

Prisms  did  not  fracture; 
sides  flaked  off. 

2 

8X8X3 

9537 

2 

8  X-8  X  4 

8550 

2 

8X8X5 

7764 

2 

8X8X6 

6535 

2 

8X8X7 

6613 

I 

IXIX2 

4213 

. 
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These  tests  are  also  published  in  Gillmore's  book  of  1888, 
and  they  disprove  the  position  he  took  in  1876,  that  the  com- 
pressive strength  per.  square  inch  increases  with  the  size  of  the 
specimen. 

In  the  same  Exec.  Doc.  is  given  a  set  of  tests  of  three  two- 
inch  cubes  of  Kanawha  freestone,  the  average  crushing- 
strength  being  9154  lbs.  per  square  inch,  and  the  average 
weight  per  cubic  foot  151.9  lbs. 

The  following  table  is  taken  from  the  Trans.  Am.  Soc.  Civ. 
Eng.  for  Oct.  1886,  where  it  is  quoted  from  "  Mechanical  tests 
of  building  materials,  made  at  the  Watertown  Arsenal,  by  the 
United  States  Ordnance  Dept.,  at  the  request  of  the  Commis- 
sioners for  the  erection  of  the  Philadelphia  Public  Buildings  :** 


"o  ^ 

Total 

Crushing 

II 

Locality. 

Color. 

Load 

applied, 

lbs. 

Strength 
per  sq.  in. 
applied, 

III 

Remarks. 

\A 

s 

lbs. 

Lee,  Maas 

Blue. 

End. 

715000 

29504 

34.87 

Burst  in  fragments. 

**       '*       .... 

White. 

Bed. 

22370 

35-16 

Slight  flaking. 

>(       «» 

W.  &B. 

End. 

800000 

22860 

34.99 

No  apparent  injury. 

**       ** 

White. 

** 

800000 

22820 

35.05 

tt        It              ti 

^ 

»•       »» 

Blue. 

Bed. 

23900 

34-93 

Flaked,  one  edge. 

s. 

**       ** 

W.&B. 

*' 

767000 

21700 

35-34 

Crushed  suddenly. 

1 

Montffomery  Co.,  Pa. 

Blue. 

it 

466300 

1 1470 

40  64 

Failed  suddenly. 

tt                   ti 

** 

End. 

400000 

Z0420 

38.40 

Ultimate  strength. 

((                    tt 

tt 

Bed. 

543000 

X3700 

39- 63 

it              ii 

(«                                    u 

** 

End. 

398000 

X0X20 

39.33 

it              ii 

tl                        (( 

tt 

'* 

347500 

9590 

36.24 

tt             ti 

U                                          l« 

tt 

Bed. 

434000 

10940 

39.67 

tt             ti 

^ 

End. 

494000 

Z409O 

35.05 

Ultimate  strength. 

tt               t» 

Bed. 

566000 
377000 

16340 
8530 

34-63 
44.22 

it             it 

1 

Indiana 

End. 

tt             it 

3 

tt 

ti 

390500 

7190 

44.56 

t.      ^       it 

tt 

Bed. 

32x000 

7776 

41.38 

tt             tt 

t* 

** 

438300 

10620 

41.28 

it             tl 

li 

Vermont \ 

Dove-     j. 
colored  » 

Bed. 

53xaoo 

X340O 

39  65 

Ultimate  strength. 

End. 

379800 

9870 

38.48 

tl             tl 
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Locality. 


Hummelatown,  Psa. 
Ohio 


Color. 


BufiF. 


Blue. 


II 


Total 

Load 

applied, 

Ibt. 


Bed. 
End. 
Bed. 
Bod. 
Bed. 
End. 
\% 

Bed. 
Bod. 
Bed. 
End. 
Bed. 


598700 
570300 
256000 
199300 
389500 
160000 
305000 
435400 
391800 
35«ooo 
673100 
493500 


Crushing 
Strength 

per  ftq.'in. 

applied, 

Ibe. 


nSxo 
13610 
6510 
4860 
7090 
3940 
.  7680 
X0400 
9795 
87x0 
16980 
X9430 


1  -<=■ 


Remarks. 


Ultiosate  strength. 


41.98 
41.92 

39-3a 
4X.02 
41.25; 

40 .  06  Bearings  imperfect. 
39 .  68 ;  Ultimate  strength. 
41.90 

40.00         "  " 

40.30 

4X.98  Fractured  suddenly. 
39.74  Ultimate  strength. 
I 


Bauschinger,  in  Heft  12  of  the  Mittheilungen,  gives  an  ac- 
count of  fifteen  tests  on  the  effect  of  heat,  and  sprinkling  with 
water,  on  the  following  kinds  of  posts : 

1°.  One  gray  coarse-grained  granite. 

2°.  One  red  marble. 

3°.  One  tuflfa. 

4°.  One  dolomite. 

5°.  One  granitic  marble. 

6°.  Three  Bunter  sandstone. 

7°.  Two  green  sandstone. 

8°.  Two  Keuper  sandstone. 

9*^.  One  concrete. 

10°.  Two  brick. 

The  results  of  these  tests  showed  that  the  concrete  and  the 
brick  posts  stood  the  fire  and  sprinkling  quite  well ;  but  none 
of  the  stone  posts  were  able  to  resist  such  treatment. 

§  243.  Hydraulic  Cements  and  Brick  Piers.— When  a 
pure  or  nearly  pure  limestone  is  calcined,  so  as  to  drive  off  the 
carbonic  acid,  we  have,  as  a  result,  an  oxide  of  lime,  commonly 
called  quick-lime,  which  has  a  great  avidity  for  water,  and 
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which,  on  the  addition  of  water,  slakes,  with  the  development  of 
a  considerable  quantity  of  heat ;  and  the  result  is  the  formation 
of  a  hydrate,  in  the  form  of  a  fine  powder,  which  by  the  addi- 
tion of  more  water  is  reduced  to  a  paste,  which  slowly  hardens 
upon  exposure  to  the  air.  It  is  this  paste,  mixed  with  sand, 
which  forms  the  mortar  so  extensively  used  in  ordinary  cheap 
buildings.  It  is  very  weak,  and  hardens  very  slowly,  even  in 
the  air. 

On  the  other  hand,  a  hydraulic  lime  or  a  hydraulic  cement 
contains  a  certain  amount  of  impurities,  of  which  silica  forms 
the  principal  portion,  though  we  usually  find  also  alumina,  pro- 
toxide of  iron,  and  magnesia ;  and  these  impurities  are  contained 
in  so  large  a  proportion  that  the  slaking  entirely  or  nearly  dis- 
appears, and  instead,  the  addition  of  water  after  calcination 
causes  the  formation  of  hydrated  silicates,  etc.,  which  harden 
as  well,  or  better,  under  water  as  in  the  air. 

While  we  cannot  draw  a  sharp  line  of  demarcation  between 
hydraulic  lime  and  hydraulic  cement,  nevertheless  the  essen- 
tial difference  is  that  the  first  contains  pure  lime  in  sufficient 
proportions  to  slake,  but  at  the  same  time  contains  enough 
clay,  silica,  etc.,  to  enable  it  to  set  under  water;  whereas 
hydraulic  cement  contains  less  pure  lime,  and  hardly  slakes  at 
all,  but  sets  more  rapidly  than  hydraulic  lime. 

Hydraulic  cements  are  known  as,  1°,  Portland  ;  2°,  Rosen- 
dale  ;  3°,  Roman  cement.  The  last  is  an  Italian  cement,  which 
is  but  little  used.  Hence  the  two  kinds  in  use  in  this  country 
are  Portland  and  Rosendale. 

The  latter  is  a  natural  cement,  and  is  so  called  because, 
while  it  is  now  found  at  a  number  of  places,  it  was  first  found 
at  Rosendale,  Ulster  County,  N.  Y.  It  is  slower  setting  and 
weaker  than  Portland  cement,  and  is  also  cheaper.  Hence 
it  would  naturally  be  used,  on  account  of  its  cheapness,  wher- 
ever great  strength  or  quick  setting  were  not  specially 
required.    On  the  other  hand,  Portland  cement,  which  is  manu- 
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factured  largely  in  Germany  and  in  France,  and  to  some  extent 
in  the  United  States,  is  made  by  calcining  a  number  of  differ- 
ent  mixtures  of  rocks,  but  such  as  will  give  somewhere  in  the 
neighborhood  of  75  per  cent  of  chalk  and  25  per  cent  of  day. 
Unwin  gives  the  composition  of  Portland  cement  as  lying 
generally  between  the  limits — 

Silica 20  to  26 

Alumina 5    ''  10 

Oxide  of  iron 2    "     6 

Lime 67**58 

Magnesia o*5  *'     3 

TESTS  OF  THE   STRENGTH  OF  CEMENTS. 

While  a  good  many  tests  have  been  made  on  the  compres- 
sive strength  of  cement,  and  a  few  also  on  transverse  or  shear- 
ing  strength,  nevertheless  the  test  most  commonly  used  in 
order  to  determine  its  quality  is  the  test  of  its  tensile  strength. 
The  specimen  used  for  this  purpose  is  called  a  briquette,  and 

8  the  cut  shows  one  of  its  common  forms,  the  smallest 
section  being  generally  one  square  inch.  The  real 
reason  for  using  the  tensile  instead  of  the  compres- 
sive strength  for  a  test  is,  in  the  opinion  of  the 
author,  that  inasmuch  as  the  tensile  strength  of 
cement  is  very  much  less  than  its  compressive 
strength,  it  follows  that  the  machines  for  testing  the 
tensile  strength  are  cheaper,  and  the  work  of  testing  tensile 
strength  is  less  than  is  the  case  in  testing  its  compressive 
strength,  although  there  are  some  who  give  other  reasons 
which  have  some  appearance  of  plausibility. 

In  order  to  discuss  this  matter  intelligently,  however,  we 
should  bear  in  mind  — 

1°.  Either  the  tensile  or  the  compressive  test  is  compara- 
tive, and  serves  merely  to  determine  the  quality,  and  also 
to  compare  different  lots  of  cement,  but  neither  of  them  fur- 
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nish  us  any  figures  which  would  be  suitable  to  use  in  computing 
the  allowable  load  on  any  structure  which  depended  upoa 
cement  for  its  strength. 

2®.  It  has  been  pretty  well  settled  by  experiment  that  the 
ratio  of  the  compressive  to  the  tensile  strength  of  the  same 
cement  is  about  eight  or  ten. 

From  these  two  facts  we  might  conclude  that,  as  far  as  the 
objects  that  can  be  attained  by  testing  cement  are  concerned, 
either  test  would  answer  the  purpose  equally  well ;  but  inas- 
much as  it  is  also  a  fact  that,  with  the  best  appliances  thus  far 
provided  for  the  purposes,  it  is  possible  to  obtain  greater 
accuracy  in  the  compressive  than  in  the  tensile  test,  therefore 
it  seems  to  the  author  that  the  compressive  and  not  the  tensile 
is  the  test  that  should  be  used  in  making  cement  tests.  Never- 
theless, inasmuch  as  the  tensile  strength  is  most  used,  a  brief 
account  will  be  given  here,  showing  what  has  been  done,  what 
we  can  reasonably  expect  from  good  cements,  and  a  few  pre- 
cautions  will  be  mentioned,  which  it  is  necessary  to  use  in 
making  the  tests,  in  order  to  insure  correct  results. 

The  following  list  of  references  to  the  literature  of  cement 
testing  will  be  given  here : 

I**.  Q.  A.  Gillmore:  Practical  Treatise  on  Limes,  Hydraulic  Cements, 
and  Mortars. 

2°.  John  Grant:  Articles  in  the  Proceedings  of  the  British  Institu- 
tion of  Civil  Engineers,  vols,  xxv.,  xxxii.,  and  xli. 

3°.  Charles  Colson:  Experiments  on  the  Portland  Cement  used  in 
the  Portsmouth  Dockyard  Extension.  Proc.  Brit.  Inst.  Civ. 
Engrs.,  vol.  xli. 

4**.  Isaac  John  Mann:  The  Testing  of  Portland  Cement.  Proc.  Brit. 
Inst.  Civ.  Engrs.,  vol.  xlvii. 

5®.  Wm.  V.  Maclay:  Notes  and  Experiments  on  the  Use  and  Testing 
of  Portland  Cement.    Trans.  Am.  Soc.  Civ.  Engrs.,  Dec.  1877. 

6*"    Eliot  C.  Clarke:  Record  of  Tests  of  Cement  made  for  the  Bos- 
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ton  Main  Drainage  Works,  1878-1884.  Trans.  Am.  Soc.  Civ. 
Engrs.,  April,  1885. 

7°.  Q.  A.  Gillmore:  Notes  on  the  Compressive  Resistance  of  Free- 
stone, Brick  Piers,  Hydraulic  Cements,  Mortars,  and  Con- 
cretes. 

8^.  J.  Sondericker:  How  to  Test  the  Strength  of  Cements.  Am. 
Soc.  Mech.  Engrs.  for  1888. 

9^.  Bauschinger:  Mittheilungen  aus  dem  Mechanisch-Technischen 
Laboratorium,  Hefte  i.,  vii.,  and  viii. 

10°.  Exec.  Doc.  12,  47th  Congress,  ist  session,  House:  Compres- 
sive Tests  of  Seven  Cubes  of  Concrete. 

11°.  Exec.  Doc.  5,  48th  Congress,  ist  session.  Senate:  Shearing 
Test  of  One  Concrete  Cube. 

12**.  Exec.  Doc.  35,  49th  Congress,  ist  session.  Senate:  Tests  of 
Neat  Cement  and  Cement  Mortars. 

13"*.  Preliminary  Report  of  the  Committee  on  a  Uniform  System  for 
Tests  of  Cement.    Trans.  Am.  Soc.  Civ.  Engrs.,  January,  1884. 

14°.  Final  Report  of  the  Committee  on  a  Uniform  System  for  Tests 
of  Cement.     Trans.  Am.  Soc.  Civ.  Engrs.,  January,  1885. 

15*^.  Behavior  of  Cement  Mortars  under  various  Contingencies  of 
Use.  F.  Collingwood:  Trans.  Am.  Soc.  Civ.  Engrs.,  Nov. 
1885. 

16°.  RepoFt  of  Progress  by  the  Committee  on  the  Compressive 
Strength  of  Cements,  etc.  Trans.  Am.  Soc.  Civ.  Engrs.,  July, 
1886. 

17°.  Another  Report  of  the  Committee.  Trans.  Am.  Soc.  Civ. 
Engrs.,  June,  1888. 

Of  the  above,  probably  the  one  best  suited  to  give  the 
student  a  fair  idea  of  what  he  may  reasonably  expect  of 
Portland  and  of  Rosendale  cement  is  the  article  ol  Eliot  C. 
Ctarke,  inasmuch  as  it  gives  an  account  of  the  results  of  the 
tests  made  to  determine  the  quality  of  the  cement  used  in  the 
construction  of  about  seventeen  miles  of  large  sewers,  a  pump- 
ing-station,  and  a  reservoir,  in  the  building  of  which  there  were 
used  about  i8o,(X)0  barrels  of  cement 
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A  brief  summary  of  some  portions  of  the  article  will  be 
given  here. 

The  object  of  the  tests  was  to  determine — 

"  1°.  The  relative  strength  and  value  of  any  cement,  as  com- 
pared with  the  average  strength  and  value  of  the  best  quality 
of  similar  kinds  of  cement." 

"  2^.  The  absolute  and  comparative  strength  and  value  of 
mortars  of  different  kinds  made  from  the  same  cement." 

"3®.  The  effect  produced  on  cement  mortar  by  different 
conditions  and  methods  of  treatment.*' 

Clarke  says  that  while  the  absolute  color  indicates  but  little, 
nevertheless  with  Rosendale  cement  a  light  color  generally 
indicates  an  underburned  rock,  and  with  Portland,  underburned 
material  is  indicated  by  a  yellowish  shade,  and  by  a  marked 
difference  between  the  color  of  the  hard-burned,  unground 
particles  retained  by  a  fine  sieve  and  the  finer  cement  which 
passes  through  the  sieve. 

He  gives  the  following  as  weights  per  cubic  foot,  the  pack- 
ing being  accomplished  in  each  case  by  allowing  the  cement  to 
fall  through  a  height  of  three  feet : 

Rosendale 49  to  56  lbs. 

Lime  of  Teil 50        " 

Roman 54        " 

A  fine  ground  French  Portland    ....  69        *' 

English  and  German  Portlands    ....  77.5  to  87    ** 

An  American  Portland 95        ** 

"  While  color  and  weight  by  themselves  indicate  little,  yet 
considered  together  and  also  in  connection  with  fineness,  they 
enabled  the  inspector  to  guess  at  the  character  of  the  cement, 
and  suggested  reasons  for  high  or  low  breaking.  Thus  a 
cement  which  was  light  in  color  and  weight,  and  also  coarse- 
ground,  would  be  viewed  with  suspicion.'* 

Clarke  also  calls  especial  attention  to  the  value  of  fine 
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grinding,  and  recommends  that  a  No.  120  sieve,  in  which  the 
meshes  are  about  one  two-hundredth  of  an  inch  square,  be 
taken  as  a  standard  ;  and  claims  that  if  we  sift  a  sample  from  a 
barrel  of  cement  by  the  use  of  such  a  sieve,  and  thus  determine 
what  proportion  of  the  barrel  would  pass  through  it,  that  we 
may  fairly  consider  that  the  barrel  contains  that  proportion 
of  cement,  the  rest  being  about  the  same  as  so  much  sand. 

Hence  by  the  use  of  such  a  sieve  we  could  determine — 

I®.  Which  was  really  cheaper  of  two  barrels  which  differed 
only  in  fineness  and  in  price. 

2^.  How  much  sand  must  be  added  in  order  to  obtain  a 
given  proposed  mixture  of  cement  and  sand.  Thus  suppose 
^  of  the  barrel  of  cement  would  pass  the  standard  sieve,  then 
if  we  require  a  mixture  of  one  cement  to  two  sand,  we  should 
add  to  each  barrel  of  cement  only  1.7  barrels  of  sand. 

3°.  Whether  it  is  cheaper  to  pay  for  regrinding  the  cement 
or  to  use  it  with  a  smaller  proportion  of  sand. 

Fine  cement  produced  by  supplying  the  mill  with  compara- 
tively soft  underburned  rock  is  of  course  of  inferior  quality. 

The  strength  of  the  briquettes  after  any  given  length  of 
time  depends,  among  other  things,  upon  the  amount  of  water 
with  which  they  are  gauged.  In  the  (tensile)  tests  made  by 
Clarke,  sufficient  water  was  usually  added  to  make  a  plastic 
mortar,  somewhat  stiffer  than  that  commonly  used  by  masons, 
different  cements  requiring  different  amounts  of  water  to  pro- 
duce this  result.  The  amount  required  approximated  25  per 
cent  for  Portland  and  33  per  cent  for  Rosendale. 

The  following  table,  taken  from  Clarke's  article,  gives  re- 
sults compiled  from  about  25000  breakings,  of  twenty  different 
brands  of  Rosendale  and  of  imported  Portland  cement,  and 
this  table  fairly  represents  the  average  strength  of  ordinary 
good  cements : 
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Neat  Cement. 

Cement,  i ;  Sand,  x. 

Cement,  x  ;  Sand,  x.5. 

1 

M 

1 

M 

i 

1 

s 

1 

i 

« 

i 
a 

M 

H 

0       s 
2     I 

i 

s 

ROSENDALE  CbMENT. 


71 


92 


145 


282 


290 


56 


116 


190 


256 


41 


95 


155 


230 


Portland  Cement. 


102 

303 

412 

468 

494 

160 

225 

347 

387 

- 

- 

- 

- 

Cement,  x  ;  Sand,  9. 

Cement,  x 

;  Sand,  3. 

Cement, 

x;Sand.s. 

M 

1' 

M 

« 

i 

s 

% 

§ 

M 

\ 

1 

1 

M 

1 

« 

ROSENDALE  CeMENT. 


24 


126 


60 

X25 

180 

14 

35 

80 


121 


Portland  Cement. 


163 


279 


323 


95 


140 


Z98 


257 


55 


16 


88 


136 


80 


15s 


The  following  are  Clarke's  conclusions  from  this  table : 
**  It  shows  that  Portland  cement  acquires  its  strength  more 
quickly  than  Rosendale ;  that  both  cements  (but  especially  Ro- 
sendale)  harden  more  and  more  slowly  as  the  proportion  of  sand 
mixed  with  them  is  increased  ;  that  whereas  neat  cements  and 
rich  mortars  attain  nearly  their  ultimate  strength  in  six  months 
or  less,  weak  mortars  continue  to  harden  for  a  year  or  more. 
The  table  shows  the  advantage  of  waiting  as  long  as  possible 
before  loading  masonry  structures,  and  the  possibility  of  saving 
cost  by  using  less  cement  when  it  can  have  ample  time  to 


Digitized  by 


Google 


730 


APPLIED  MECHANICS, 


harden.     It  also  shows  that  Portland  cement  is  especially  use- 
ful when  heavy  strains  must  be  withstood  within  a  week." 

The  next  table,  also  from  Clarke,  gives  the  result  of  about 
SCO  breakings  of  one  single  brand  of  cement,  to  show  the  effect 
of  age,  and  also  of  larger  proportions  of  sand. 


,, 

— 

T, 

— T. 

^ 

M 

»• 

»• 

M 

»« 

H 

Age  when 
broken. 

el 
51 

SI 

1  »d 

u  9i 

e'  »' 

^2 

a  " 

11 

One  week, 
One  month. 
Six  months, 
Two  years, 


Portland  Cement  Mortar. 


295 

166 

89 

50 

33 

23 

341 

243 

132 

88 

67 

50 

374 

343 

213 

149 

98 

76 

472 

389 

326 

159 

98 

49 

17 
41 
51 
31 


ROSBNDALE   CEMBNT 

Mortar, 

One  week, 

24 

■    7 

5    f 

One  month, 

83 

32 

17 

8 

5 

Six  months, 

172 

93 

62 

50 

33 

21 

Two  years, 

211 

90 

56 

33 

22 

20 

He  made  some  experiments  to  determine  the  relation  exist- 
ing between  the  stiffness  of  cement  mortar  when  first  mixed 
and  its  subsequent  strength.  '*  The  stiffness  depends,  of  course, 
upon  the  amount  of  water  used,  and  varies  somewhat  with  dif- 
ferent cements."  "  The  time  of  setting  is  greatly  retarded  by 
the  addition  of  water."  He  concludes  that  "  the  curves  show 
that  from  20  to  25  per  cent  of  water  gives  the  best  results  with 
Portland  cement,  and  from  30  to  35  per  cent  with  Rosendale; 
that  the  differences  in  strength  due  to  the  amount  of  water  are 
considerable  at  first,  but  diminish  greatly  with  age ;  that  the 
soft  mortars,  even  when  semi-fluid  like  grout,  attain  consider- 
able strength  in  time." 

Another  matter  in  regard  to  which  Clarke  made  a  number 
of  experiments,  is  the  fact  that  fine-ground  cements  are  less 
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Strong  when  tested  neat,  and  stronger  when  mixed  with  sand, 
than  are  coarse  cements. 

One  other  set  of  tests  made  by  Clarke  will  be  quoted  here, 
as  follows : 

''  Having  occasion  to  build  with  concrete  a  large  monolithic 
structure  in  which  a  flat  wall  would  be  subjected  to  a  transverse 
stress,  it  was  considered  necessary  to  make  experiments  to  find 
the  comparative  resistance  to  such  stress  of  concrete  made 
with  different  cements,  and  with  different  proportions  of  sand 
and  stone. 

"  The  cements  used  in  the  tests  were  an  English  Portland 
and  a  Rosendale,  both  good  of  their  respective  kinds.  Medium 
coarse  pit  sand  was  used,  and  screened  pebbles.  The  beams 
were  10  inches  square,  and  six  feet  long  or  less.  They  were 
made  in  plank  moulds  resting  on  the  bottom  of  a  gravel-pit 
about  four  feet  deep.  After  the  concrete  had  hardened  suffi- 
ciently, the  moulds  were  removed,  and  the  undisturbed  beams 
buried  in  the  pit,  and  left  for  six  jnonths  exposed  to  the 
weather.  They  were  then  dug  out,  and  broken  with  the  results 
given  in  the  table.  The  total  breaking-loads  are  given,  includ- 
ing one-half  the  weight  of  the  beams,  which  averaged  about 
150  pounds  per  cubic  foot. 


Proportion  of  Materials. 

Average  Centre  Breaking- 
weighu  in  Pounds. 

Average  Mod- 

Cement* 

Sand. 

Stone. 

DisUnce  be- 
tween Supports 
•'4*". 

DisUnce  be- 
tween Sup- 
ports 5'. 

ulus  Rupture 
in  Pounds. 

Rosendale,  i 
I 

Portland,  i 
I 

1 

a 

3 

2 

4 
6 

5 
7 
7 
9 
II 

1782 
Beams 
3926 
3648 
2822 

690 
broke  in 
1995 

1190 

67 

haodling. 
176 
146 

113 
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"  When  transverse  stress  is  to  be  opposed,  it  is  very  impor- 
tant to  g^ve  ample  time  for  the  concrete  to  harden." 

A  few  results  of  compressive  tests  will  next  be  given.  In 
Exec.  Doc.  35,  49th  Congress,  ist  session,  Senate,  is  given  a  set 
of  tests  of  cubes  and  prisms  of  Dyckerhoff* s  Portland  cement, 
Newark  Company's  Rosendale  cement,  Norton's  cement,  and 
National  Portland  cement.  The  Dyckerhoff  Portland  cement 
came  from  Am5neburg,  on  the  Rhine,  Germany,  the  age  of  the 
cement  when  tested  being  about  twenty-two  months. 

The  average  resistance  per  square  inch  of  the  different 
specimens  is  given  in  the  following  table : 


Cubes. 


Prisms. 


No.  of 

Nominal 

Ult  Strength^ 

SampleB. 

Dimeosions. 

lbs.  per 
sq.  in. 

6 

i-in.  cube. 

5895 

6 

2   "      " 

7053 

6 

3   "      " 

5892 

6 

4  «'      " 

4859 

6 

5   "      •' 

4611 

6 

6   "      " 

4272 

6 

7   "      " 

4987 

6 

8   "      " 

4865 

6 

9   "      " 

4745 

6 

10   "      " 

4761 

6 

II    "      " 

5381 

6 

12    "      •• 

5435 

No.  of 
Samples. 

Nominal 

Dimensions. 

Inches. 

Ult.  Strength, 
lbs.  per 
sq.in. 

3 
3 
3 

a 

3 
3 
3 
3 

4X4X1 
4X4X2 

4X4X3 

8X8X2 

8X8X3 
8X8X4 
8X8X5 
8X8X6 

16460 
6370 
6005 

10664 
6168 
595a 

6oao 
5771 

The  following  are  tests  of  mortar  and  concrete  cubes  made 
of  Norton's  cement,  the  numbers  gfiven  for  strength  being  in 
each  case  the  average  of  two  tests.  The  cubes  were  46  months 
old  when  tested. 
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Mortar.  « 

Ultimate  ttreogth,  lbs.  per  sq.  in. 


Concrete. 
Ultimate  fttreogtb,  lbs.  per  sq.  in. 


NomiDal 

z  Cement; 

X  Cement ; 

Dimensions. 

1.5  Sand. 

3  Sand. 

4-in.  cube. 

2048 

1325 

6   "      •• 

I341 

750 

8   "      " 

1746 

790 

12    "       " 

1346 

688 

i6   "      " 

1247 

718 

z  Cement: 

I  Cement; 

Nominal 

1.5  Sand; 

3  Sand; 

Dimensions. 

6  Broken 

6  Broken 

Stone. 

Stone. 

4-ia.  cube. 

2322 

1635 

6   "      " 

963 

1000 

8    "      " 

1433 

862 

X2   •'      •' 

1560 

766 

16   "      " 

1448 

843 

The  tests  of  the  cubes  made  of  Newark  Company's  cement 
will  not  be  quoted,  because  pine  cushions  were  used  for  the 
mortar,  and  also  for  a  part  of  the  concrete. 

The  tests  of  cubes  made  from  National  Portland  cement 
are  given  in  the  following  tables.  These  were  also  46  months 
old,  and  they  are  each  averages  of  two  tests. 


Mortar. 
Ultimate  strength,  lbs.  per  sq.  in. 


Concrete. 
Ultimate  strength,  lbs.  per  sq.  in. 


Nominal 

X  Cement; 

Dimensions. 

3  Sand. 

4  in.  cube. 

3450 

6  "     " 

3155 

8   "     '* 

2478 

12   "     " 

2434 

16  "     " 

2520 

Nominal 
Dimensions. 

X  Cement: 

3  Sand- 

6  Broken  Stone, 

4  in.  cube. 

4014 

6   "      " 

2627 

8   *'     *• 

3027 

12    "      " 

2690 

i6   "      " 

2979 

All  the  above-stated  compression  tests  were  made  on  the 
government  testing-machine  at  Watertown  Arsenal, 

Bauschinger  has  also  made  a  large  number  of  compression 
tests,  accounts  of  which  may  be  found  in  Hefte  i,  7,  and  8  of 
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the  Mittheilungen,  but  for  these  the  student  is  referred  to  the 
Mittheilungen. 

PRECAUTIONS   TO   BE   OBSERVED   IN   TESTING   CEMENTS. 

The  results  obtained  by  testing  different  samples  of  the 
same  cement  will  vary  with — 

1°.  The  percentage  of  water  used  in  mixing. 

2®.  The  length  of  time  the  sample  has  been  kept  under 
water,  and  also  the  length  of  time  it  has  been  kept  in  the  air 
before  testing. 

3°.  The  temperature  of  the  water  with  which  it  was  mixed, 
and  also  of  that  in  which  it  was  kept ;  also  the  temperature  of 
the  air  in  which  it  was  kept. 

4®.  The  rapidity  of  breaking. 

Hence,  in  order  that  our  results  may  be  of  value,  we  must 
take  pains  to  regulate  all  these  matters. 

But  another  and  all-important  matter  that  has  not  re- 
ceived the  necessary  amount  of  attention  is,  that  some  means 
should  be  adopted  for  distributing  the  pull,  in  the  case  of  a 
tension  test,  evenly  over  the  section  of  the  briquette,  and  in 
the  case  of  a  compression  test  for  distributing  the  thrust  evenly 
over  the  surface  of  the  specimen.  In  the  ordinary  cement-test- 
ing machines  to  be  found  in  the  market  there  is  generally  no 
adequate  provision  for  this  purpose,  and  this  is  the  reason  why 
so  great  a  variation  exists  in  the  results  obtained  with  the 
same  cement,  by  so  many  experimenters.  For  a  fuller  account 
of  this  matter  see  Trans.  Am.  Soc.  Mech.  Engrs.  for  1882,  page 
172. 

BRICKS   AND   BRICK   PIERS. 

The  following  is  a  list  of  references  to  the  tests  of  the 
compressive  strength  of  bricks  and  brick  piers  made  on  the 
government  testing-machine  at  Watertown  Arsenal : 
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1^  Exec.  Doc.  5,  48th  Congress,  ist  session,  Senate,  page  221: 

Bricks  for  Pension  Building. 
3°.  Exec.  Doc.  35,  49th  Congress,   ist  session,  Senate,  page  69: 

Series  of  33  Brick  Piers,  together  with  Bricks  and  Mortar 

used  in  building  them:  page  236,  Six  Brick  Piers. 
3°,  Exec.  Doc.  36,49th  Congress,  ist  session.  Senate,  page  1138: 

Common,  Hard  Burned,  and  Face  Brick,  such  as  are  used  in 

the  next  series  of  piers. 
4^.  Exec.  Doc.  31,  49th  Congress,  2d  session,  House,  page  1689: 

Another  series  of  53  Brick  Piers. 

It  will  be  sufficient  to  give  here  the  two  series  of  brick 
piers,  together  with  the  tests  of  brick  and  of  mortar  used  in 
their  construction. 

In  building  the  first  series  of  33  piers  three  kinds  of  brick 
were  employed,  viz.,  hard-burned  face-brick,  hard-burned 
common  brick,  and  medium-burned  Bay  State  brick,  all  of 
them  being  made  in  Cambridge,  Mass.  In  testing  all  of  these 
bricks,  the  direction  of  the  pressure  was  at  right  angles  to  the 
largest  face  of  the  brick.     The  following  are  the  results : 


Kind 

of 
Bricks. 

Dimeauona. 

Compressive 
Area, 
Sq.  In. 

Ultimate  Strength. 

Length, 
Inches. 

Width, 
Inches. 

Thick- 
ness, 
Inches. 

Toul, 
lbs. 

Per  Sq.  In. 
lbs. 

C 

7.75 

3.70 

2.10 

28.68 

317100 

1 1050 

Face.     .      < 

7.75 

3.76 

2.07 

29.14 

407500 

13984 

t 

7-52 

3.57 

2.05 

26.85 

449300 

16734 

( 

8.12 

3.50 

2.07 

28.42 

562300 

19785 

Common.  < 

7.90 

3.56 

«.I5 

28.12 

628500 

22351 

( 

8.10 

3.62 

2.12 

29.32 

381000 

12995 

( 

7.90 

3.57 

2.00 

28.20 

313600 

1 1 120 

Bay  Sute.  < 

7.78 

3.70 

2.02 

28.79 

365900 

12709 

( 

7.70 

3.50 

2. II 

26.95 

280000 

10390 
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"  Three  cubes  of  each  kind  of  mortar  were  made  at  the  time 
and  allowed  to  season  with  the  piers,  and  at  the  age  of  14^ 
months  they  were  tested.  The  age  of  the  plaster  of  Paris 
cube  was  4  months. 

"  When  lime  mortar  is  added  to  cement  in  the  proportions 
here  employed,  its  eflfect  on  the  mortar  is  found  comparatively 
more  serious  with  the  Portland  cement  than  with  the  Rosen- 


Compoution. 

Dimensioos. 

Ultimate 

Strength 

per  Sq.  In., 

Lbs. 

Lbngtb, 
Inches. 

Compressed  Surface. 

Indies. 

Inches. 

Lime,  i ;  sand  3 

Do.           do. 
Do.           do. 
Portland  cement,  i;  sand,  3  . 
Do.                     do. 
Do.                     do. 
Rosendale  cement,  i ;  sand,  2. 
Do.                     do. 
Do.                     do. 
Portland  cement,  neat  .     .     . 
Do.          do. 
Do.          do. 
Rosendale  cement,  neat    .     . 
Do.            do. 
Do.            do. 
Portland  cement,  I ;  lime  mor- 
tar, 2  (composed  of  lime,  i ; 

sand,  3) 

Do.         do.          do. 

Do.         do.         do. 

Rosendale    cement,    i;   lime 

mortar,  2 

Do.            do.            do. 

Do.           do.           do. 

Plaster  of  Paris 

6.00 
6.02 
6.00 
6.00 
6.II 
6.02 
6.04 
6.08 
6.22 
6.05 
6.02 
6.10 
6.06 

6.10 
6.10 

6.03 
6.00 
6.10 

6.00 
6.00 
6.00 
6.04 

5.90 
5.82 
5.90 
5.96 
6.00 
5.95 
5.95 
6.05 
6.00 
6.00 
6.00 
5.92 
5.98 
6.00 
6.14 

6.00 
6.00 
6.05 

5.93 
5.9a 
5.92 
6.02 

5.80 
5.95 
5.87 
6.00 

5.97 
6.02 

6.10 
6.05 
6.00 
6.02 
6.03 

5.97 
6.00 
6.05 
6.05 

6.00 
6.00 
6.14 

5.95 
5-92 
5.98 
6.01 

135 

119 

118 

560 

696 

383 

156 

186 

143 

2673 

3548 

4227 

421 

615 
526 

204 
198 
175 

194 

193 

162 

I981 
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dale  cement,  weakening  each  to  such  an  extent,  that  practically 
there  is  little  difference  in  the  resulting  mortar,  whether  as 
regards  strength  or  compressibility,  whether  Portland  or  Ros-v 
endale  cement  is  used." 

The  table  on  the  opposite  page  gives  the  compressive 
strength  of  the  mortars  used. 

The  compressions  of  these  cubes  under  smaller  loads  than 
the  ultimate  was  also  measured,  but  will  not  be  given  here. 

"The  cross-section  dimensions  of  the  piers  ranged  from 
8"  X  8"  to  i6"  X  i6",  and  the  heights  from  i6  inches  to  lo 
feet." 

"The  bricks  were  laid  on  bed,  and  joints  broken  every 
course,  with  the  exception  of  two  12"  X  12"  piers,  one  of 
which  had  joints  broken  every  sixth  course,  and  one  had  the 
bricks  laid  on  edge. 

"They  were  built  in  May,  1882,  and  seasoned  in  a  cool, 
dry  building.  Their  ages  when  tested  ranged  from  14  to  24 
months." 

"  In  examining  the  results  of  the  cement  and  mortar  tests 
superior  strength  is  found  in  the  Portland  cement ;  likewise  the 
piers  laid  in  Portland  cement  gave  the  highest  resistance,  while 
piers  of  the  same  kind  of  bricks,  but  laid  in  weaker  mortar, 
showed  lower  results,  from  which  it  appears  that  the  quality  of 
the  mortar  employed  is  a  very  important  function  in  the 
strength  of  brick-work."  "  A  material  tested  between  cushions 
weaker  than  itself,  suffers  by  the  disintegration  of  those 
cushions." 
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Dimeoaionft 

Kind  of 
BridcB. 

Coinposition  ox 

Ultimate 

Strength 

P«" 

Height. 

Cross-wction. 

Ft.     la. 

In. 

In. 

f 

Lime,  i;  sand,  3   .    . 

I     4.13 

7.55 

7.55 

2520 

Do.  1;     do.    3    .     . 

6    8.00 

7.60 

7.60 

1877 

Portland  cement,  i ; ) 
sand, s      .    .    . 

I    4.24 

7.60 

7.60 

3776 

Portland  cement,  i; 
sand,  s  .     .     .     .  ) 

6    8.00 

7.60 

7.60 

3249 

Face.    . 

Lime,  i;  sand,  3    .     . 

I  11.05 

11.50 

11.50 

1940 

Do.*i;     do.    3.     . 

I  11.04 

11.50 

11.50 

1990 

Dot  I;      do.    3  .     . 

9  11.90 

11.50 

11.50 

I51I 

Do.fi;      do.    3  .     . 

9  11.13 

11.50 

11.50 

1807 

Portland  cement,  i; 
sand,  3  .     .    .     . 

.    I  11.50 

XI. 50 

11.50 

3670 

Portland  cement,  i; 
sand, a  .     .     .     . 

9  11.30 

11.50 

XI. 50 

2253 

\ 

Lime,  i;  sand,  3   .     . 

X    4.48 

"7.80 

7.80 

2440 

•• 

Do.  i;    do.    3    .     . 

6    8.05 

7.90 

7.90 

1540 

Do.  1;     do.    3    .     . 

I  11.90 

11.75 

XX. 75 

2150 

Dcji;     do.  3    .     . 

2    0.30 

XI. 75 

11.90 

2050 

Do.  i;     do.    3    .     . 

9    9.60 

11.75 

IX.  75 

III8 

Common* 

Do.§i;    do.    3    .     . 

10    0.40 

".75 

XI.  75 

X587 

Portland  cement,  i; 
sand,  2      ... 

10    0.00 

IX. 75 

IX. 75 

2003 

Do.  i;     do»    2  .     . 

2    7.85 

16.00 

16.00 

2720 

. 

Do.  i;     do.    2  .     . 

10    I. 00 

16.00 

16.00 

1887 

Lime,  i;«  sand,  3  . 

2     O.IO 

12.10 

12.10 

X370 

Do.*  i;    do.    3  . 

6    0.50 

IS. 00 

12.00 

XI33 

Do.    1;    do.    3  . 

6     1. 00 

12.00 

12.00 

I2IO 

Do.    i;    do.   3   . 

6    0.25 

12.00 

12.00 

I33X 

Do.    i;    do.    3  . 

6     1. 00 

12.50 

12.50 

I2IX 

Do.    i;    do.    3  . 

7  10.25 

12.00 

12.00 

1 174 

Do.    i;    do.    3  . 

.      9  11.60 

12.00 

12.00 

924 

Bay  Sute  - 

Do.    i;    do.    3  . 

.    10    0.75 

8.00 

12.00 

940 

Do.    i;    do.    3  . 

.    10    0.50 

12.00 

16.00 

773 

Roscndale,  I ;  mortar,  s 

\     6    1.63 

12.00 

12.00 

1646 

Rosendale,  1;  sand,  s 

\      6    0.13 

12.00 

12.00 

1972 

Portland,  i ;  mortar,  5 

x     6     1.38 

12.00 

12.00 

141 1 

Portland,  i;  sand,  2 

6    0.60 

12.00 

12.00 

1792 

Portland  cement,  nea 

t      6    0.00 

12.00 

12.00 

2375 

•  Hollow  centre.  V'-^S  ^  V'-as- 

%      "  "  4-5  X  4.5. 

(a)  Joints  broken  every  6  courses. 


+  Hollow  centre,  4.1  x  4.1. 
9        "  "        4-75 « 4-75. 

(3)  Bricks  laid  on  edge. 
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The  following  table  gives  the  results  obtained  with  the 
bricks  for  the  second  series  of  piers ;  they  are  taken  from  Exec. 
Doc.  369  49th  Congress,  ist  session : 


Common  Bricks. 

^ 

Color 

Of 

Surface. 

Dimensiona. 

Modulus  of 

Elasticity 

Crushing 
Strength 

Compressed 

Spedmea. 

£^ 

Surface. 

p«Sg.Io.. 

^- 

Inches. 

Inches. 

r 

Dark  red  .    . 

2.08 

7.65 

3.26 

18990 

Single  brick  ^ 
on  bed 

Light  red,    . 
Medium  red  . 

a.i8 
3.18 

7.84 
7.75 

3.37 
3.33 

.  •  .  • 

12500 
14720 

Do. 

3. 12 

7.60 

3.27 

•  •  .  • 

16530 

• 

Do. 

«.i5 

7.64 

3.30 

.... 

16350 

Dark  red  .    . 

7.60 

3.35 

2.18 

3750000 

14160 

Light  red  .    . 

7.80 

3.40 

2.28 

2360000 

8970 

Do. 

7.60. 

3.36 

2.26 

2200000 

7650 

Do. 

7-2? 

3.46 

2.27 

1700000 

7180 

Single  brick 
on  end 

Do. 

7.68 

3.37 

2.27 

2700000 

7880 

Medium  red  . 

7.70 

3-33 

2.24 

2700000 

10480 

Do. 

7.58 

3.28 

2.20 

3750000 

8800 

Do. 

7.55 

3. 31 

2.20 

3750000 

12290 

Dark  red  .    . 

7.50 

3.23 

2.20 

3750000 

I3120 

Do. 

7.48 

3.18 

2.18 

5000000 

13260 

Do. 

7.5a 

3.20 

2.18 

4600000 

15770 

Pile    of    3 
bricks     . ' 

Medium  red  . 

6.45 

7.60 

3.23 

.... 

2850 

Do. 
Do. 

6.45 
6.60 

7.50 
7.53 

3.25 
3.20 

. .  •  • 

4290 
4030 

Face- Bricks. 


Single  brick] 
on  bed 


Single  brick  ^ 
on  end 


Pile  .  of     3 
bricks  .  . 


Dark  red 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 


2.10 

2.15 
2.16 
7.70 
7.70 
7.78 
7.68 
7.70 
7.70 
6.30 
6.60 
6.60 


.70 

•72 

.70 

.52 

.50 

.60 

.58 

3.58 

3.62 

7.63 

7.83 

7.70 


3.55 
3.57 
3.57 
2.16 
2.14 
2.16 
2.21 
2.10 
2.16 

3.53 
3.60 
3.50 


4070000 
3080000 
3150000 
3750000 
3300000 
2500000 


13520 
1 1960 
14580 
8130 
7970 
6970 
7140 
5700 
6000 
3830 
3790 
3650 
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This  series  comprises  53  piers,  in  the  construction  of  which 
two  kinds  of  brick  were  used,  viz.,  common  hard-burned 
bricks  and  face-bricks,  laid  on  bed,  with  joints  broken  every 
course. 

The  mortar  was  composed  of  Rosendale  cement  i,  sand  2. 
The  piers  were  21  months  old  when  tested.  In  this  series  the 
mortar  was  kept  purposely  the  same  throughout,  so  that  the 
variation  in  strength  should  be  due  to  the  variation  in  dimen- 
sions of  the  piers.  The  mortar,  however,  was  found  to  be 
much  stronger  in  some  places  than  in  others. 

The  quality  of  the  grout  in  the  grouted  piers  was  not  satis- 
factory, being  soft  and  easily  crumbled.  The  following  tables 
give  the  crushing-strength  of  the  mortar  used  in  building  the 
piers : 


Shape. 

DimeoBiont. 

Ultimate 
Strettgth 

per 
Sq.  loch. 

Height. 

CompretMd  Surface. 

Cubes    . 
Prisms  .    . 

in. 

6.II 

6.17 

6.2a 

17.97 

17.98 

18.03 

io. 

5.95 
5.98 
5.90 
5.95 
5.95 
5.97 

In. 
5.90 
591 
5.93 
5.96 
5.96 
5.96 

lbs. 

157 
158 
166 
147 
153 
149 

The  following  tables  give  the  results  obtained  by  testing  the 
piers  themselves :  — 
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Face-Brick  Piers. 


Wdffht 

Actual  Dimeosions. 

Ultimate  Strength.           | 

CuSc 

Sectional 
Area. 

Per 

Per 
Sq.  Ft. 

Foot, 

Hei«rht 

Crom-section. 

ToUl. 

Sq.In. 

lbs. 

ft. 

in. 

in. 

in. 

sq.in. 

Iba. 

lbs. 

tons. 

132.7 

3 

0. 

7.63 

7.61 

58.06 

141000 

2428 

174.81 

134.4 

2 

0.27 

7.64 

7.63 

58.29 

123400 

2117 

152.42 

130.2 

3 

".95 

7.75 

7.68 

59f; 

122016 

2050 

147.60 

129.7 

4 

0. 

7.75 

7.70 

59.68 

I16000 

1944 

139.97 

127.6 

6 

0.37 

7.75 

7.75 

60.06 

I17117 

1950 

140.4 

129.6 

6 

0.26 

7.85 

7.75 

60.84 

106470 

1750 

126.0 

125.2 

8 

0.56 

7.78 

7.75 

60.30 

102000 

1691 

121.75 

.... 

9 

11.27 

7.80 

7.70 

60.06 

100749 

1677 

120.77 

126.8 

10 

0.37 

7.82 

7.80 

61.00 

I 10500 

1811 

130.39 

126.4 

*5 

11.68 

11.60 

11.60 

134-56 

257300 

1912 

137.66 

129.0 

5 

11.27 

11.55 

i".55 

4.20 

11.50 
11.50  ) 
4.10 

132.82 

258100 

1943 

139.89 

130.3 

5 

II. 

115. 61 

219659 

1900 

136.8 

129.5 

5 

10.09 

15.45 

15.40 

237.93 

499653 

2100 

151. 2 

126.0 

5 

II. 81 

15.45 

15.35 

237.16 

468700 

1976 

142.27 

Common-Brick  Piers. 


120.8 

I 

10.87 

7.65 

7.52 

57.53 

161000 

2798 

201.45 

123.3 

I 

II.  13 

7.65 

7.60 

58.14 

157800 

2714 

195.40 

125.4 

4 

0.37 

7.60 

7-55 

57.38 

I11891 

1950 

140.40 

124.6 

3 

11.62 

7.68 

7.58 

58.21 

101867 

1750 

126.00 

121. 5 

6 

1.62 

7.65 

7.60 

58.14 

144300 

2481 

178.63 

123.3 

6 

1. 18 

7.60 

7.58 

57.61 

132503 

2300 

165.60 

121. 4 

8 

1.50 

7.65 

7.63 

58.37 

90474 

1550 

III. 60 

121. 4 

7 

11.98 

7.60 

7.55 

57.38 

90800 

1582 

113.90 

121. 0 

10 

0.93 

7.60 

7.55 

57.38 

86070 

1500 

108.00 

123. 1 

10 

1.31 

7.60 

7.55 

57.38 

104200 

1815 

130.68 

123.5 

I 

11.06 

11.60 

11.40 

132.24 

307800 

2327 

167.54 

125.8 

I 

10.75 

11.38 

".35 

129.16 

318500 

2466 

177.55 

124.9 

3 

11.58 

"55 

11.50 

132.83 

224100 

1687 

121.46 

125. 1 

3 

H.81 

11.40 

11.30 

128.82 

25"99 

1950 

140.40 

123.2 

6 

0.75 

".45 

11.45 

131. 10 

222870 

1700 

122.40 

121. 7 

6 

0.75 

11.48 

"45 

131.45 

216200 

1644 

118.36 

121. 6 

8 

1.37 

11.45 

11.40 

130.53 

190700 

1461 

105.19 

120.8 

8 

0.75 

11.50 

11.40 

131. 10 

211100 

1610 

115.92 

"9-5 

10 

1. 00 

"55 

".45 

132.25 

178200 

1347 

96.98 

*  Core  built  of  common  brick. 


Digitized  by 


Google 


742 


APPLIED  UECffAyiCS. 


Common-Brick  Picks— Gw/miiA/. 


Weiffbt 

CuSc 
Foot. 

Actual  Dimeasions. 

SectjooAl 

Uitimnte  Strengtb. 

Hei^^ht. 

CroM-wction. 

Area. 

Total. 

Per 
Sq.ln. 

Pel 
Sq^Fl. 

lbs. 

ft. 

in. 

in. 

in. 

sq.  in. 

lbs. 

Ibt. 

torn. 

126.2 

I 

11.00 

11.40 
4.55 

IZ.40 
4.50 

109.48 

271500 

3480 

178.56 

127.7 

2 

1. 12 

11.45 
4.90 

11.40 

4.55 

108.23 

265400 

2452 

176.54 

127.3 

4 

0.18 

.    "-35 
4.70 

"35 
4.70 

106.73 

198100 

1856 

133-63 

127.7 

3 

11.98 

"■45 
4.80 

11.40 
4.70 

107.97 

315200 

»993 

143.49 

1x8. 8 

6 

0.75 

J  "35 
4.90 

"35 
4.60 

106.28 

162 100 

1525 

iro.52 

124.3 

8 

3.18 

11.50 
4.90 

11.50 
4.80 

108.73 

18484I 

1700 

IS3.40 

125. 1 

123. 0 
121. 8 
123.7 

120. 1 

10 

6 
6 
9 
9 

2.27 
1. 18 

1-37 
11.00 
11.98 

11.50 
■     4.80 
15.50 
15.70 
15.50 
15.70 

ZI.40 
4.80 

15.45 
15.65 
15.40 
15.60 

108.06 

239  48 
245.71 
238.70 
244.92 

157500 

358200 
356600 
230200 
247400 

1457 

M95 

1451 

964 

lOIO 

104.90 

107.64 

104.49 

69.41 

72.72 

124.3 

6 

0.68 

15.45 
8.60 

15.45 
8.30 

^ 
' 

167.32 

270100 

1614 

116. 31 

125.6 

6 

0.68 

15.50 
8.70 

15.45 
8.60 

' 

164.66 

260200 

1580 

113.76 

123.4 

9 

11.35 

15.40 
8.40 

15.40 
8.30 

" 

167.44 

212100 

1267 

91.23 

128.9 

9 

10.56 

.   15.45 
8.70 

1540 
8.60 

163. II 

3O30OO 

1258 

89.14 

122.3 
125.0 
117. 1 
124.0 

♦la 

tl2 

6.5 

6.5 

0. 

11.25 

11.60 

"55 

7.90 

8.00 

11.60 

11.40 

7.90 

8.00 

134.56 

131.67 

62.41 

64.00 

3I7300 

193300 

72300 

105800 

1622 
1468 
1158 
1654 

116.78 
105.69 

83.37 
119.09 

124.5 

86 

I.I 

.   ".55 
4.20 

".55) 
4.20  f 

115.76 

60800 

525 

37.80 

*  Laid  whb  bond  stoats  4  feet  apart. 
f  Commoo-brick  pier  grouted. 
$  Face-brick  pier  grouted. 
I  Face-brick  pier,  laid  witbout  i 
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CHAPTER  VIII. 
CONTINUOUS  GIRDERS. 

§  244.  Fundamental  Principles.  —  A  continuous  girder  is 
one  that  is  continuous  over  one  or  more  supports ;  i.e.,  one  that 
has  at  least  one  support  in  addition  to  those  at  the  ends.  The 
principle  of  continuity  is,  that  the  neutral  line  is  throughout  a 
continuous  curve  over  the  supports,  the  tangent  to  one  branch 
of  the  curve  at  the  support  being  a  prolongation  of  the  tangent 
to  the  other  branch. 

Whereas,  in  the  girder  supported  at  the  ends,  the  bending- 
moment  at  the  support  is  zero,  in  the  continuous  girder  there 
is  a  bending-moment  at  the  support,  where  the  girder  is  con- 
tinuous. There  is  also  a  shearing-force  at  each  side  of  the 
support,  the  sum  of  the  shearing-forces  on  the  two  sides  of 
any  one  support  forming  the  supporting-force. 

In  this  chapter  will  be  given  the  general  methods  of  deter- 
mining the  bending-moments,  slopes,  and  deflections  of  con- 
tinuous girders. 

I**.  When  the  loads  are  distributed. 

2®.  When  the  loads  are  all  concentrated. 

3°.  When  there  are  both  distributed  and  concentrated  loads. 

It  is  believed  that  the  reader  will  thus  have  the  means  of 
solving  all  cases  of  continuous  girders,  and  that,  whenever  it 
is  desirable  to  have  a  set  of  simplified  formulae  for  a  small  but 
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definite  number  of  spans,  or  for  some  special  proportions  or 
distribution  of  the  load,  he  will  be  able  to  deduce  such  simpli- 
fied formulae  from  the  more  general  ones. 

§  245.  Distributed  Loads.  —  In  this  case  we  assume  that 
all  the  loads  are  distributed,  whether  they  are  uniformly  dis- 
tributed or  not.  The  first  step  to  be  taken  is,  to  find  the  bend- 
ing-moment  over  each  support :  this  is  done  by  using  what  is 
known  as  the  **  three-moment  equation^'*  which  we  shall  now 
proceed  to  deduce ;  and,  in  the  course  of  the  reasoning  by  which 
we  deduce  it,  wtf  shall  derive  a  number  of  useful  equations,  ex- 
pressing bending-moment,  shearing-force,  slope,  deflection,  etc, 
at  various  points. 

Ox  c 


r~n 


For  the  purpose  in  view,  let  us  assume  our  origin  at  0 
(Fig.  247),  and  let 

M^  =  bending-moment  at  B. 

M^  =  bending-moment  at  O. 

M^  =  bending-moment  at  A. 

A     =  OA. 

/_.   =  OB. 

Fo    =  shearing-force  just  to  the  right  of  O. 

F_o  =  shearing-force  justt  to  the  left  of  O. 

Ft    =  shearing-force  at  distance  x  to  the  right  of  origin. 

F_t  =  shearing-force  at  distance  x  to  the  left  of  origin. 

Shear  is  taken  as  positive  when  the  tendency  is  to  slide  tb& 
part  remote  from  the  origin  downwards. 

If  So  =  supporting-force  at  O, 

So  =  Fo  +  /Lo. 
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Beginning,  now,  by  taking  O  as  origin,  and  x  positive  to  the 
right,  — 

Let  OC  =  X. 

CD  =  z/  =  deflection  at  distance  x  from  origin. 
w    =  load  per  unit  of  length  (either  constant,  or  vari- 
able with  x). 
We  shall  then  have,  from  the  principles  of  the  common 
theory  of  beams. 


•?;  ^Fo-^' wdx:  (i) 


i.e.,  the  shearing-force  at  a  distance  x  to  the  right  of   O  is 
found  by  subtracting  from  the  shearing-force  just  to  the  right 
of  O  the  sum  of  the  loads  between  the  section  at  x  and  the    • 
support ;  and  this  sum  is 


X' 


wdx. 


In  a  similar  manner,  if  we  were  to  take  origin  at  0^  and  x 
positive  to  the  left,  we  should  have 


^.I  =  ^.o 


-  /     wdx.  (2) 


In  §  204  we  found  the  equation 
dM  _  j^ 


dx  Jo 


Hence,  integrating  between  ;r  =  o  and  ;r  =  ;r,  and  observing, 
that,  when  x  :=  o,  M  =•  M„  we  have 


M-  M^  ^  F^ 


-  /      I      wd:x^^ 

t/o     t/o 


Digitized  by 


Google 


746  APPLIED  MECHANICS. 

which  reduces  to 

-«f=  Afa  +  Z;^-  f 'T'w^;  (3) 

or,  in  words,  — 

The  bending-moment  at  a  distance  x  to  the  right  of  0  is 
equal  to  the  bending-moment  over  the  support  at  the  origin^ 
plus  the  product  of  the  shearing-force  just  to  the  right  of  the 
origin  by  the  distance  of  the  section  from  the  origin,  minus 
the  sum  of  the  moments  of  the  loads  between  the  section  and 
the  support  about  the  section. 

Observe  that  this  sum  of  the  moments  of  the  loads  between 
the  section  and  the  support  about  the  section  has,  for  its  math- 
ematical equivalent,  the  expression 


«/o    «/o 


wdx^l 


and,  as  a  particular  instance,  it  may  be  noted,  that  when  the 
load  is  uniformly  distributed,  and  hence  w  is  constant^  this  will 
reduce  to 

=  (wx)  -, 

2  2 

wx  being  the  load  between  the  section  and  the  support,  and  ^ 

being  the  leverage  of  its  resultant. 
Now  write,  for  brevity. 


t/o    t/o 


t/o    t/o 

then 

M^  M^  +  F^  ^  m.  (4) 

Now,  from  §  194,  we  have 

dx"^  Ef 
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Let  a.     =  slope  at  distance  x  to  the  right  of  the  origin. 
a_,  =  slope  at  distance  x  to  the  left  of  the  origin, 
oo    =  value  ot  a,  when  :r  =  o. 
a.o  =  value  of  a_,  when  x  =  o. 
Then 

where  r  is  an  arbiftary  constant,  to  be  determined  from  the 
conditions  of  the  problem. 

If,  now,  we  substitute  for  M  its  value  M^  +  F^x  —  w,  we 
shall  have 

To  determine  c,  observe,  that,  when  jr  =  o,  a,  =  a© ; 

••.    c  as  tanoo 

.-.    tana,  »^«tanoo-f  ifa  r  ^ 

Integrate  again,  and  observe,  that,  when  x  =:  o,  v  =  o,  and  we 
obtain 
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Now  write,  for  the  sake  of  brevity, 
/«  =    /      /    wtb^^    «,  =s    I      /    wds^^     «.,  as    /         I    wda^^ 

«/o    «/o  «/o     t/o  «/o  «/o 

'-rx'^-  --rx^  ---rxi' 

Jo    Jo    ^^'         '    "Jo     Jo    'eT'       '^-    -   J,  J,    -EI' 

the  last  four  being  derived  by  taking  x  positive  to  the  left 
We  shall  have 

V  =  ^tanoo  +  M^n  +  F^  —  V;  (7) 

and,  if  v,  =  deflection  at  -4  =  vertical  height  of  A  above  C7,  we 
shall  have,  by  substituting  l^  for  x  in  (7), 

Now,  if  we  assume  any  horizontal  datum  line  entirely  below  all 
the  points  of  support,  and  let  the  height  of  B  above  this  line  be 
yin  that  of  At  y^  and  that  of  O,  y^  etc.,  we  shall  have 

^'a  -  J'o  =  /i tanoo  +  M^n^  +  F^^  -  V^.  (8) 

And,  if  we  put  ;r  =  A  in  (4),  we  shall  have 

.-.    /;=^»-f  •^'"':  (9) 

and,  if  we  substitute  this  value  of  Fo  in  (8),  we  obtain,  by  redu- 
cing. 


Digitized  by 


Google 


DISTRIBUTED  LOADS.  749 

and,  solving  for  tan  a„  we  obtain 

This  expression  gives  us  the  tangent  of  the  slope  at  O  in  span 
OA;  and  equation  (9)  gives  us  the  shearing-force  just  to  the  right 
of  O  in  span  OA,  in  terms  of  M^,  M^,  and  known  quantities. 

If  we  were  to  take  the  origin  at  O,  as  before,  and  x  positive 
to  the  left  instead  of  the  right,  we  should  have,  in  place  of  (4), 

M^  M^^  F_oX  —  m;  (ii) 

in  place  of  (9), 


and  in  place  of  (10), 


F.o  =   J^^ >  (I2) 


,^_,        m^^g. 


-  ^'TIT' -  "TT"  +  717'  ('3> 


But,  since  the  girder  is  continuous,  we  must  have  the  tangent  at 
O  to  the  left-hand  part,  a  prolongation  of  the  tangent  at  O  to 
the  right-hand  part,  as  shown  in  Fig.  248. 
Hence  we  must  have 

5 o      r A 

•*.    tana.o  +  tanoo  =  o. 

Hence,  adding  (10)  and  (13),  we      -^  via  us 

have 

and  this  is  the  "  three-moment  equation  "  for  the  case  of  a  dis- 
tributed load,  whether  it  be  uniformly  distributed  or  otherwise. 
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CASE   WHEN    SUPPORTS    ARE    ON  THE   SAME    LEVEL 

When  the  supports  are  all  on  the  same  level,  then  y^  =/* 
:  ^o»  and  the  three-moment  equation  becomes 


JuSfl       !!Ij_^-'        *-'l       ^3^'       -^«^- 


MANNER  OF  USING  THE  THREE-MOMENT  EQUATION. 

When  the  dimensions  and  load  of  the  girder  are  known,  all 
the  quantities  in  the  three-moment  equation,  whether  we  use 
(14)  or  (15),  are  known,  except  the  three  bending-moments,  M„ 
M2,  and  My 

Suppose,  now,  the  girder  to  have  any  number  of  (say.  seven) 
points  of  support ;  then,  by  taking  the  origin  at  B  (Fig.  247), 
we  obtain  one  equation  between  the  bending-moments  at  E,  B, 
and  O,  the  first  of  which,  if  E  is  an  end  support,  is  zero.  Next 
take  the  origin  at  O,  and  we  obtain  one  equation  between  the 
three  bending-moments  at  B,  O,  and  A;  and  so,  continuing,  we 
obtain  five  equations  between  five  unknown  quantities. 

Solving  these,  we  obtain  the  bending-moments  over  the 
supports ;  and  from  these  bending-moments,  after  they  are 
found,  we  can  obtain  the  shearing-forces,  bending-moments, 
slopes,  and  deflections,  by  using  the  equations  deduced  in  the 
course  of  the  reasoning  for  the  three-moment  equation,  as  equa- 
tions (4),  (S),  (7),  (9),  and  (10). 

SPECIAL  CASE, 

when,  the  supports  being  all  on  the  same  level,  the  load  on  any 
one  span  is  uniformly  distributed  over  that  span,  and  when  the 
girder  is  of  uniform  section  throughout 
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Let  Wt  =  load  per  unit  of  length  on  span  OAy  origin  at  O. 
ze/_,  =  load  per  unit  of  length  on  span  OB^  origin  at  O. 
I     =  the  constant  moment  of  inertia  of  the  section 

Then 

2  2 

24^/  24^/ 

With  these  substitutions,  the  three-moment  equation,  either 
(14)  or  (15),  becomes 

M,U  +  2i!/,(/-i  +  ^x)  +  ^3^1  +  l(a/,A3  +  a/_,^,3)  =  o.  (16). 

This  is  a  simpler  form  of  the  three-moment  equation,  applicable 
to  this  particular  case  only. 

Example   I.  —  Suppose  we  have  a  continuous  girder  of 
uniform  section,  uni- 
formly  loaded,   and    >^  "^  "^  ^ 
of  three  equal  spans, 

to  find  M^  and  M^y  also  the  supporting-forces,  shearing-forces, 
bending-moments,  slopes,  and  deflections  throughout. 

Solution,  — Take  the  origin  at  B,  and  we  have 

M,  =  0,  M^^  M^^  M^^  Mci 

since 

/.  =  L^  =  /, 

equation  (16)  gives 

wl* 
$MJ  +  iw/^  s=  o  •%    Mb^  Mc^ . 
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Next,  to  find  the  shearing-forces,  we  have,  from  (9), 

„        „  10        10         2        wl 

/  2 

equals  shearing-force  just  to  the  right  of  B  or  left  of  C. 
Shearing-force  just  to  the  right  of  Cor  left  oi  B  =z 

'^,    ~'¥^ 

Hence  supporting-forces  are 

^  =  5c  =  (f  +  \)wl  =  «w/, 

5^  =  5o  =  i(3«'/  -  ««;/)  =  M. 

Bending-moment  in  span  AB  at  distance  ;r  from  A^  or  in 
span  CD  at  distance  jt  from  Z7, 

2 

Bending-moment  in  middle  span  at  a  distance  x  from  B  or 
from  Cf 

j^ wl*  Wlx  ^  W3^ 

10  2  2    * 

Shearing-force  in  span  AB  or  CD  at  a  distance  ;ir  from  A 
OT  D, 

F  =  ^wl  —  wx. 

Shearing-force  in  middle  span  at  distance  x  from  B  or  C^ 

F  = wx. 

2 

Maximum  bending-moment  in  span  BC  (when  x  =  -), 

2 

j^ w/*       wl^  ^  w/^  _  wP^ 

10  4  8  40' 
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Maximum  bending-moment  in  span  AB  or  CD^ 

*  =  K  '-1 

25  SO  *S 

Hence  the  greatest  bending-moment  to  which  the  girder  is 

subjected  is  that  at  B  or  C,  and  its  amount  is  ?^ 

10 

Slope  at  B  in  middle  span,  from  equation  (10), 
tanoB  =» -A —^^ \T^A ^.-^ 


\EI)        io\6£/)       12 


10  \     3^7/        io\6EI)       12EI      2^EI 

Wi^(  I.I  I  \  wl^ 

EI\ 


^30      60       24/      120E/' 


which  denotes  an  upward  slope  at  B  towards  the  right.  In  the 
same  way,  the  girder  slopes  upwards  at  C  towards  the  left. 
The  slopes  at  B  and  C  in  the  end  spans  are,  of  course,  down- 
wards. 

Slope  in  the  middle  span  at  a  distance  x  from  B, 

tan  a  =  —  =  —-{ X  H — }  4-  c* 

dx      El\      10  4  6   J 

When  ;r  =  o, 

tan  a  =  H =rT  •'•    ^  •■ 


# 


120EI  120EI 


w  i  l^        l^x   ^   Ix"      x^\ 
£I{i20       10        4         6  ) 


a/ 


.(/3  —  I2/»a:  +  30&»  —  20JC*) 


120^/ 

Deflection  =  tr  «=  — ^r/J^  -  6/*:ip*  +  10&3  -  5^). 
120EI 
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In  order  to  make  plain  all  methods  of  proceeding,  the  slope 
in  the  end  spans  will  be  found  in  two  different  ways,  as 
follows :  — 

For  bending-moment,  slope,  and  deflection  in  left-hand  span 
at  a  distance  x  from  B  (or  in  the  right-hand  span  at  distance  x 
from  C),  we  have 

lO  5  2 

tan  a  ss  —  as  — .  ^ h  ^ —I  +  ^. 

dx       EI\        lO  lO  6    ) 

When  x  =  Oy 

tana  =  — 


i2oEI  120EI 


dv        w  {       i^        l^x   .    3  ,^       x^\ 
dx      EI\     120       10        10  o  ) 


=  — ^r-/3  -  I2/*JF  +  36/«»  -  aouc3) 
.%    Deflection  «  fr  = --(— /3jp  -.  6/V  +  laZr^  —  gjc*). 

We  may,  on  the  other  hand,  accomplish  the  same  object  by 
finding  the  slope  and  deflection  in  left-hand  span  at  distance 
X  from  -^,  or  in  right-hand  span  at  distance  x  from  D,  as 
follows :  — 

tana  =  ^  =  ^Sl'^wlx -  ^\dx  =  1^!^  -  t!+  ^• 
dx       EIJ    (5  2    J  ^/(  5         6) 

When  ;i:  =  /, 

tana 


120EI 


Wl^  af/3  ^  ttf/3 


i2oi?/      30-£/  40^/ 
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••.     tan  a  =  —  s=  -=rA 1 -t\ 

dx       EI\      40         5  6  J 

- 1  —  3/3  +  2^  —  20^3 1 


\2oEI\ 


The  figure  shows  the  mode  of  bending  of  the  girder. 


To  find  the  greatest  deflection  in  cither  span,  put  the  ex- 
pression for  the  slope  equal  to  zero,  and  find  x  by  the  ordinary 
methods  for  solving  an  equation  of  the  third  degree,  and  then 
substitute  this  value  in  the  expression  for  the  deflection. 

Example  II.  —  Continuous  girder  of  two  equal  spans,  sec- 
tion uniform,  and  load  uniformly  dis- . 

.,  ,  A B p 

tnbuted.  '^  ^  ^ 

Solution,  — Take  origin  at  B, 

therefore,  from  equation  (16), 

^M^  -h  W  «  o         ...     Jf,  «  -  !^*. 

o 

Shearing-force  either  side  oi  B  •=. 

/•b  =  /".B  -  .  «  for/. 


Supporting-force  at  ^  =  \wL 
Supporting-force  at  A  and  C  =  \wl. 
Shear  at  distance  x  from  A  or  C, 


—  wx. 
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Bending-moment  at  distance  x  from  A  or  C, 
M^  \wlx  -  ?!^. 

8  2 

Maximum  bending-moment  occurs  when  ;ir  =  {^ 

64  128  128 

Hence  greatest  bending-moment  to  which  the  girder  is  sub- 
jected is  that  at  B,  and  its  magnitude  is  ^^. 

o 

Slope  at  B^  from  equation  (6), 
tana. -tana  ,  ^  ^"Uti^  JJ\  ^  J!!t^  j^  JSt, 

^/(24       12       24)         ' 
as  was  to  be  expected. 

Slope  at  distance  x  from  A  in  span  AB^ 

£I\i6  6  J 

When  jr  =  /,     a  =  o ; 


48^/ 

.-.    tana  =  ^  =  i?:- UiJt»  -  2?  -  ^l 
<&       ^/(i6  6       48) 


Deflection, 


-2!-  (a&«  _  &^  -  /3). 


For  maximum  deflection,  we  have 
16  6       48 

/.      X  ss  0.44/. 
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Maximum  deflection  =  "fW>|  ~^  +  3(^-44)*  ""  2(044)' [  (o-44) 

=  -o-oo54^- 

Example  III.  —  In  order  to  solve  a  case  where  no  simplifi- 
cations enter,  on  account  of  symmetry  or  otherwise,  we  will 
take  a  continuous  girder  of  five  spans  (as  shown  in  the  figure), 
the  spans  varying  in  length  from  3/  to  7/;  the  loads  being 
uniformly  distributed,  and  varying  in  intensity  from  yw  on  the 
longest  span  to  ^w  on  the  shortest ;  the  beam  being  of  uniform 
section. 

A        «        B  41  C  51  D 61 B W F 

A         W        A  6»  "k  5v  A  is  A  Iw  A 

Fig.  95a. 

For  this  case  we  can  use  equation  (i6). 
Origin  at  B, 

o  +  \^^^  +  A^Mc  +  l[7«'(a7^)  +  6w(64^)]  -  o, 
or 

Origin  at  C, 

4Ulf^  +  iSlAfc  +  slMj,  +  ia;^[6(64)  +  S("5)]  -  o, 
or 

i6Mn  +  72Jlfc  +  2oMji  =  —  loopw/*. 

Origin  at  A 

SlMc  +  22lM^  +  eiM^  +  l[5(i25)  +  4(216) >;i  «  o, 
or 

2oMc  +  88il/i,  +  24  J/«  =  —  1489W/*. 

Origin  at  Ey 

61A£^  +  26/^.  +  —[4(216)  +  3(343)]  =  o, 
4 
or 

24J/P  +  lo^M^  =  —1893a//'. 
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,  J ._ 

The  four  equations  are : 

16Mb  +  72-^c  +  20Jlfo  =  —1009a//*.        (2) 

2oMc  +  SSMo  +    24Aft.  =  —i^Sgw/*.      (3) 
24^/^0  +  104^/.  =  —  1893W/".      (4) 

Eliminate  M^  between  (3)  and  (4),  and  we  obtain 

i^oMc  -f  536-^0  ^  -eSigwfi.  (5) 

Eliminate  Mj,  between  (2)  and  (5),  and  we  obtain 

2144^8  +  8998^0  —  —  xoioiiw/*.  (6) 

Eliminate  Mc  between  (i)  and  (6),  and  we  obtain 

234792^*/;  =  —i'j6gS^gw/*,  (7) 

-^a  «  -  7-S379^^^» 

.".    from  (i),  ilfc  =  —  942990'^, 

from  (5),  Mo  =  —  i04722tt//», 

from  (4),  if/i  =  —15.78530/^. 

Shearing-force  just  to  the  right  of 

^  ^  -o  -  7-5379  +  31-5^;  ,    ^.^g^^^. 

^  «  -9-4»99  +^7-5379  +  48^^  ^  „  ..^^^^ 
C  =  -io-47»»  +  9-4^99  +  6».5^^^  ^^  ^^^^^^ 
^  ^  -15-7853  +IOA122  +  12^^  ^  ^^^^^^^^ 
^^      15-7853^+  73-5^^  -».755o«'i: 
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Shearing-force  to  the  left  of 

B^      7-5379  -H  3--S^^  -  x3.o»6«./, 

3  ^ 

g^  -7-5379  +  9-4^99  +  48^^      «  ia.473oa.« 
4 

^  ^  -9.4.99  +  io-47»  +  62.5^^  ^  ^^^^^^^ 
^  .  -io.47»  +^x5-7853  +  1-^^  .  „  gSsS*'/, 

—  15.7853  +  735    ,  o  7 

7 
Supporting-force  at 

A  s=    7.9874W/,  C  =  24.7645a//,  ^  =3  25.6405«/4 

^  8=  24.5396W/,  D  =  23.8229«f/y  F  s=    8.2450ze//. 

Shearing-force  at  distance  x  to  the  right  of 

A  in  section  -<4-5  =  7.98740//  —  7«/jp, 

i?  in  section  BC  =^  11.5270W/  —  6a/jp, 

C  in  section  C7?  =  12.2915a//  —  50/^1?, 

/>  in  section  DE  =  ii.ii45Z£//  —  ^wx^ 

E  in  section  EF  =  12.7550W/  —  3ze'jp. 

Bending-moment  at  distance  x  from 

A  in  section  /i-ff  =  +    7.987422/^ 

6wr* 
.^  in  section  .^C  =  —  7«S379«'/'  -f-  11.52700//^  — 


Cin  section  CD  =  —  9.4299zc//'  -f  I2.29i52t//r  — 
jDin  section  DE  =  —10.4722a//*  +  ii.ii45«/^  ^ 


2 
5a/jic* 


2 
4a/jp* 


3Z2/X* 
.S  in  section  EF  =  —15.7853a//*  +  i2.755oa//r 
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For  the  sections  of  maximum  bending-moments  (put  shear- 
ing-force =  o),  — 

In  AB^  X  =  1.1410// 
In  BCy  X  =  1.9211// 
In  CD,  X  =  2.4583// 
In  DE,  X  ==  2.7786// 
In  EF,  X  =  4.2517/. 

Hence  the  maximum   bending-moments  are  respectively, 
in  — 

Section  AB^ 


w. 


Sectionr  BC, 

—  7S379tt'^  +  a;j:(i  1.5270/-  50:)  s=    3-5347«'^- 
Section  CDy 

—  9.42990//^  +  wx(i2.2gi$/  —  fjp)  =    S.6781W/*. 
Section  DE, 

—  10.4722a//*  +  w:c(ii.ii45/ —  2^)  =    4.g6g^w/*. 
Section  EF, 

—  15.7853a//*  +  ^^^(12.7550  —  fr)  =  ii.3297«f/». 

Values  of  tan  a©  =  slope  in  every  case  in  the  span,  towards 
the  right 

Slope  at  B, 

w/^/2        \  /2\a//5 

tana,  =  -7.5379—^-  -  2^  +  9.4299(^3 j;g7  - 


f2\w/^       32a//3       i6g//^ 
~Er        EI 


0.3371^. 


Digitized  by  VjOOQIC 


DISTRIBUTED  LOADS. 


761 


Slope  at  C, 
tanoc  =  -94299^' 


/S      S\  /sV 


/5\w/3       625  y^'/s 


Slope  at  /?, 


w/3 


tana„  «  -10.4722^77(1  -  3)  +  I5-78S3-ET  - 


625  a/3f3  te//5 

a//3       72W/3       36W/5 


Slope  at  -£■, 


•-ff/ 


w/3/ 


^/ 


EI 


^    EI 
=  0.7297 


1029  W/5         343  Zt'/J 


Er 


tana.  =  -i5.7853;e7^6  -y--ir:£7  +  -8-Z7=  -6°426^^ 

The  manner  of  bending,  very  much  exaggerated,  is  shown  in 
the  accompanying  figure. 

!?-- == h f 

Fig.  as3. 

Slope  at  -^  =  —4.096^,     slope  at  .F  =  +23.4578^. 


Er 

For  the  deduction,  see  what  follows. 
Slopes  in  General. 

Span  ABy  origin  at  A^ 


EI 


tana  =  -^  {39937^  -  l-^'j  + 


When  X  =  3/,  tan  a  =  0.3371^  ; 

ill 


wl^  /  V    .  wl^ 

•••    ^(35-9433  -  3I-S)  +^  =  °-^^'^^£/ 

^wl^ 
.-.    e  =  -4.106— 

w  (  7  ) 

/.    tana  =  ;gy 1 3-9937^  ""  6^  ""  4-io6/3J. 
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Span  BC,  origin  at  B^ 

tana  =  0.3371^  -  7-5379^^  +  5-7635^^  -  -^- 
Span  CD,  origin  at  C^ 

tana  =  -gT^  j  -i-Spsy^  —  94299^*  +  6.1458^*  —  ^x^r 
Span  Z>£,  origin  at  A 

tana  =;  ^ 1 0.7297/3  —  10.4722/^^  +  5.55725^  —  -*4- 

Span  EF,  origin  at  E, 

tana  =  ^1  -6.0426/5  -  15-7553^*  +  6-3775^  -  — |- 
When  X  =  7/, 
tana  «  ^(-6.0426  -  110.4971  +  3"-497S  —  1725) 

Deflections.  "  -r«3-4578^- 

Span  AB^ 

w  i  7  ) 

V  =  ^|i.33"^  -  ;2^  -  4.io6/3^>- 

Span  BC^ 

V  =  ^|o.337i/3:c  —  3.7689/»x*  +  1.9211/rS 1. 

Span  CDy 

V  =  ^1-1.59^3^'^  -  4.7149^*^  +  2.0486i&F3  ""^**r 
Span  DE^ 

v^  ^|o.7297/3jp-5.236i/»:ip»  + 1.8524 +  i&:»  -  ^|- 

Span  EF, 

V  =  ^1  -6.0426/**  -  7.8927/»;if»  +  2.i2s8Zr3  -  jl. 
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The  maximum  deflections  can  be  obtained  by  putting  the 
slopes  equal  to  zero,  as  before, 

§  246.  Continuous  Girder  with  Concentrated  Loads.  — 
For  our  next  general  case,  we  will 

take  that  where  there  are  no  dis-    — ,( ^ 35 if ^ 

tributed  loads,  but  where  all  the     **^ 

loads  are  concentrated  at  single 

points,   and  the   section    uniform  ^""Vra  2      ^* 

throughout ;  and  we  will  begin  by 

assuming  only  one  concentrated  load  on  each  span. 

Let  the  support  marked  «  —  i  be  the  (»  —  i)***  support,  and 
the  length  of  the  (n  —  i)***  span  be  /«_,;  let  the  load  on  this 
span  be  Jr«_„  and  likewise  for  the  other  spans.  Assume  the 
origin  at  «,  and  let 

Fn     =  shearing-force  just  to  the  right  of  n, 

F_n  =  shearing-force  just  to  the  left  of  n. 

F^      =  shearing-force  at  distance  x  to  the  right  of  n. 

F_  X  =  shearing-force  at  distance  x  to  the  left  of  n. 

Shear  is  taken  as  positive  when  the  tendency  is  to  slide  the 
part  remote  from  the  origin  downwards. 

If  Sn  =  supporting-force  at  n, 

Sn^Fn-\-F.n.  (l) 

Let,  also,  Xn  =  distance  from  origin  to  point  of  application 
of  load  Wm  and  let  ;r«_,  =  distance  from  origin  to  point  of 
application  of  load  W^^^. 

Take  x  positive  to  the  right.     Then,  for 

X<Xny      Fi  =  Fn'i  \  y    \ 

X>Xn,      F.^Fn-Wn.)  ^^ 


Moreover,  we  have 


dx       ^"' 
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hence,  by  integration,  for 

Jm^  Jo 

the  value  of  c  being  determined  from  the  condition,  that,  when 
X  ^=>  Xn  the  two  results  miist  be  identical.     Hence  we  have,  for 


X<Xn,      M  ^  Mn-^-  F^; 

X>Xnf       M  \ 


■^M,+F^^  lV,{x  -  xn).  S  ^ 

Make  4r  =  /«  in  the  last  equation,  and  we  have 

Mn^r  ^Afn  +  FJn  -    %(4  -  X^.  (4) 


Now  let  /,  —  ;r,  =  «„  and  (4) 

becomes 

Mn^,^Mn->rFJn-    W^', 

(S) 

hence 

/;  =  '*'•*• 

4 

(6) 

Moreover,  we  have,  as  before, 

dx'      EI 

.     EI^  = 

K 

/  being  a  constant. 
Let,  as  before,  — 

a,    =  slope  at  distance  x  to  the  right  of  origin. 
o_,  =  slope  at  distance  x  to  the  left  of  origin, 
a^    =  value  of  a,  when  ;r  =  o. 
a_^  =  value  of  a_,  when  ;r  =  a 
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Then  by  integration,  determining  the  constant  in  the  same 
way  as  in  (3),  we  have,  for 


(7) 


3^ 
X  <  ar„,    j&/(tanax  —  tanoM)  =  M^^  +  Fit—'i 

2 

x>x„    £/{taiLa,  -  tana,)  =  M^  +  fJ^  -  ^"(^  "  ■*«)'. 

2  2 

Hence 

X < xn,    El4-  =  ^/tano^  +  M^  +  F^\ 
ax  2 

X>Xn,      EI^  =  EIXBXia^  +M^-h  Fn-  -    ^"^"^  ^  ^"^'. 
/»(:  2  2 

integrate  again,  and  determine  constants  in  the  same  way, 
and  for 

X  <  Xn,      EIv  =  -ffZr  tano^  +  Mn—  +  En—i 

2  0 


^  >  jc«,      EIv  =  ^/r  tan  o»  -|-  Mn-  +  /o,- ^^^—7 ^^. 

26  6 


(8) 


Make  4:  =  /,  in  the  last  equation,  and  denote  the  heights 
of  the  supports  above  the  datum  line  in  the  same  way  as  in 
§  245,  and  we  have 

■S/(  J-,  +  ,->)=  Elln  tan  a, 

.^mJ^  +  fJ^-^'^''-^'^.   (9) 
26  6 

Substitute  for  4  —  ^m  <^m  and  for  F^  its  value  from  (6),  and  we 

have 

Eli^yn-^x  —  >)  =  Elln  tana^ 

+  ilf.^  j^MnJ^^  -^(4'  -  ^«0-  (lo) 
3  6  6 

Hence 

ElXZHOn  +  2^(2ilf;+  iW;  +  0  +  -^(4»  -  an-) 
0  6/|g 


Ei^y^tiJiJLsi.  (ii) 
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Now,  if  we  take  origin  at  n  and  x  positive  to  the  left,  we 
should  obtain,  instead  of  (ii), 

o 


12) 


Now  add  (ii)  and  (12),  and  observe,  that,  since  the  girder  is 
continuous, 

tan  om  +  tan  CL^  ss  Oy 

and  we  obtain 

^(4  +  4-0  +  ^— x%-'  +  ^^%^ 
3  00 

04  o/«  .  , 


=  ^/j^-^'^--^"  ■i--^''-^^  ^"};    (13) 


and  this  is  the  "three-moment  equation"  for  the  case  of  a 
single  concentrated  load  on  each  span,  and  a  uniform  section. 
When  the  supports  are  all  on  the  same  level,  this  becomes 

^(4  +  4-0  +  MnJ^  +  i^fi^  +  -^(4'  -  ^.0 

o/«_. 

Either  of  these  equations  can  be  used  (when  it  is  appli- 
cable) just  as  the  three-moment  equation  was  used  in  the  case 
of  distributed  loads. 
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CASE  OF  MORE  THAN  ONE  LOAD  ON   EACH  SPAN. 

When  there  is  more  than  one  load  on  each  span,  the  three- 
moment  equation  becomes  as  follows :  — 

3  00 

0/»  tin  -  I 


^jSyn^.-yn   ^yn.r-yn\^      ^^^^ 


In  using  these  equations  for  concentrated  loads,  we  can 
determine  the  moments  over  the  supports ;  but  we  must  observe, 
that,  in  getting  slopes  and  deflections,  bending-moments,  etc., 
the  algebraic  expressions  that  represent  them  are  different  on 
the  two  sides  of  any  one  load,  and  hence  we  must  deduce  new 
values  whenever  we  pass  a  load,  determining  the  constants  for 
our  integration  to  correspond. 

Example.  —  Given  a  continuous  girder  of  three  spans,  the 
middle  span  =  20  feet,  each  end  span  =  15  feet;  supports  on 
same  level.  The  only  loads  on  the  girder  are  two ;  viz.,  a  load 
of  5000  lbs.  at  5  feet  from  the  left-hand  end,  and  one  of  4000 
lbs.  5  feet  from  the  right-hand  end.  The  supports  are  lettered 
from  left  to  right,  A^  B,  C,  D,  respectively.  Find  the  greatest 
bending-moment  and  greatest  deflection. 

Solution,  —  Origin  at  B, 

^•(,0  +  IS)  +  f  («o)  +  §|^(«S  -  «S)  -  a    (I) 


Origin  at  Q 

3  "'        6  ^     '    '     6  X  15 


^'=(20  +  is)+^(2o)+4??^(aa5-25)=o.     (a) 
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These  reduce  to 


lOOOOOO 


M^  ss  —4000  foot-lbs. 
Mq  ss  —2667  foot-lbs. 


Suppoffting-focces. 

Slopes  at  supports. 

Ss,  =  3067- 

tan  aA     =         ^^^^• 
"                El 

S^  =:    2000. 

«...  =+Mli 

5c  «  1444. 

3III' 
tanoc    =  — 

^=  2489. 

48889 

20^B  +  70ilfc  H =  o 


Shearing-foroes. 

Fk     -  30^7,     -^-c  =  -67. 

^-B=    1933.       -^C       =  IS"- 

/;  «    67,  -fLd  =  2489- 


Span  AB^  origin  at  A^ 

X  <  5,    i/"  =  3067JIP. 

X  >  5,    M^  3067JP  —  5ooo(x  —  S)  =  25000  —  1933*' 

Maximum  bending-moment  occurs  when  ;r  =  5  and  therefore 
Mo  =  15333. 

X  <  5,    ^/tan  o,  =  —59444  +  i533** ; 

JT  >  5,     ElXsn  a,  ss  25000:1?  —  967^  +  €. 

Determine  c  by  condition,  that,  when.;r  =  5,  these  two  become 
equal; 

/.      C  ss   — 121944; 

•'•    ^>  5>    -5/ tan  a,  =s  — 121944  +  25000X  —  967;c«. 

For  deflections, 

x<s,    EIv  =  —  59444*  +  5^^**  > 

x>  5,    EIv  =s  — 121944X  4-  12500^^  —  322^  +  r. 

Determine  c  from  condition,  that,  when  ;r  =  15,  z/  =  o; 
.*.    c  =  104167; 

•"•    J'f  >  5>    FIv  =s  104167  —  I2i944r  +  i250o;i;*  —  322jr*. 
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For  maximum  deflection,  equate  slope  to  zero,  and  find  x^ 
We  find  it  at  jc  s=  6.53. 
/.    EIv^  =  —249531. 

Span  BCi  origin  at  B^ 

M  as    —4000  +  67*, 

J5/tan  o,  «  35557    —  4000^  +  33^, 
EIv  =  35557^  —  20ooj:*4-  \\a?. 

For  maximum  deflection,  equate  slope  to  zero,  and  find  x. 

We  find  it  at  ^  =  9.78. 

/.    Elvo  =«  166740. 
Span  CZ?,  origin  at  C, 
X  <iOy  M  =  —2667  4-  1511*; 

x>  lOy  M  ^  —2667  +  1511:1:  —  400o(:r  —  10)  =s  37333  —  24890:; 
X  <  10,  £7  tan  a,  =c  —311 11  —  266'jx  +  7560:*; 
X  >  10,  ^/tan  o,  =  — 231111  4-  37333Jf  —  12450:*. 

For  deflections, 

X  <  10,  EJv  =  —  31111JC  —    13340:*  4"  252x3; 

X  >  10,  jEIv  =  —  231111JC  +  i8667o:«  —  415JIC3  +  c. 

When  or  =  15,  z;  =  o; 

/.    x>  10,    £Iv  =s  —37132785  —  23iiiix+i8667;c'  —  4150:3. 
For  maximum  deflection,  equate  slope  to  zero,  and  find  x. 

We  find  it  at  jc  =  8.41. 
.'.    jEIvo  =  —24506. 

Hence  greatest  bending-moment  and  greatest  deflection  are 
both  in  span  AB. 

Observe,  that,  since  we  have  used  one  foot  as  our  unit  of 
measure,  all  dimensions  must  be  taken  in  feet,  and  the  value 
of  E  is  also  144  times  that  ordinarily  given. 
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§  247.  Continuous  Girder,  with  both  Distributed  and 
Concentrated  Loads.  —  In  this  case  inre  may  either  calculate 
the  bending-mqments,  slopes,  and  deflections  due  to  each  sepa- 
rately, and  then  add  the  results  with  their  proper  signs,  or  we 
may  modify  the  solution  that  was  used  for  the  case  of  a  dis- 
tributed load,  so  as  to  extend  its  applicability  to  this  case. 

Let  W  represent  any  one  concentrated  load,  and  let  x^  rep- 
resent the  distance  of  its  point  of  application  from  the  origin. 
Then,  in  the  general  formulae  deduced  for  the  distributed  load, 
make  the  following  changes ;  viz.,  — 

i^  Instead  of 

«/o   «/o 

put 

since,  as  was  shown,  m  represents  the  sum  of  the  moments  of 
the  loads,  between  the  section  and  the  support,  about  the  sec- 
tion. 

2^  Instead  of 


put 


and  make  the  corresponding  changes  in  the  values  of  «r„  m^^ 
V^y  and  K_„  leaving  n  and  q  just  as  before  ;  then  use  the  same 
three-moment  equation  as  before,  with  these  substitutions,  Le., 

„(^i        «.    .   ^-«        «-«!        A^^i         »^^-«       m^q^       m^^^ 
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SPECIAL   CASE, 

when  the  distributed  load  is  uniformly  distributed  on  each  span, 
but  may  be  different  on  the  different  spans,  and  when  the  girder 
is  of  uniform  section. 

Let  w,    =  weight  per  unit  of  length  on  OA. 
«/_,  =  weight  per  unit  of  length  on  OB. 

Denote  by  IVj  any  concentrated  load  on  OA  at  distance  ;r, 
from  O. 

Denote  by  fT.,  any  concentrated  load  on  OB  at  distance 
x^t  from  O. 

Then  we  shall  have 

and,  as  before, 

Making  these  substitutions  in  the  three-moment  equation, 
and  clearing  fractions,  we  obtain  for  the  case,  when  the  sup» 
ports  are  all  on  the  same  level, 

#1  ... 


Digitized  by 


Google 


772 


APPLIED  MECHANICS, 


CONCENTRATED    AND    DISTRIBUTED    LOADS. 

Example.  —  Let  the  girder  be  of  uniform  section,  of  two 
equal  spans,  each  being  lo  feet ;  let  the  concentrated  loads  be 

as  shown  in  the 


B 


4<    4^     4«   y  >  figure,    the    dis- 

Z^  tributed  load  be- 

1000  i«»  .  ^    ,, 


ing    96    lbs.  per 
"^  ^'ss-  foot.      Find    the 

value  c^  EI^  so  that  the  deflection  may  nowhere  exceed  ^  of 
the  span. 

Solution,  —  Use  equation  (12) ;  and,  in  deducing  value  of 
M^  use  dimensions  in  feet ;  afterwards  use  inches. 

Originate,  j^^^m.^o, 

4oi/j,  +  ^(looo  -I-  1000) 

+  ^J  1000(64)  (6)  -f-  1000(51)  (7)  +  1000(91)  (3)f  =  0, 

40^  4-  48000  +  139800  »  o,    or    M^  =  —4695  foot-lbs., 


or 


J/b  =  —56340  inch-lbs.,    M„^  Mc^  o. 


nix 

=  177600, 

m^  =  201600, 

«i 

7200             «,        60 
""   EI'            /,  ^  EI 

7200 

««i      60 
U^EI 

^. 

288000          qr         20 
""     EI    '         l^^  EI 

288000 

^-'  ="    EJ    ' 

g-x      20 
WEI 

Vx 

175680000    K,        1464000      y^         J93536000 
-        EI       '   h           EI          '-^            EI      ' 

V ,      1612800 
iL.  ""     EI 

Shear  right  side  of  middle 

0  +  56340  +  177600 

-  1949-5, 

Shear  left  side  of  middle 

0    +    56340    +    20X600 

-ai49.S; 

Shear  left  end 

—5^340  +  153600 
120 

«    810.5, 

Shear  right  end 

-56340  +  17760^ 
120 

as   IOIO.5; 

Middle  supporting-force 

-  4099. 

Digitized  by 


Google 


SLOFES.  771 

B ending-Moments  in  Each  Span, 
Span  ABy  origin  at  A^ 

810.50:  —  4»* 
or 

810.5^  —  4JC*  —  200o(^  —  72). 

Span  BCj  origin  at  ^, 

-56340  +  1949-5^  -  ^> 

—56340  +  19495^  —  4^:*  —  iooo(^  —  36), 

—56340  +  1949.5^  —  i^  —  1000(0:  —  36)  —  1000(0:  —  84). 

To  ascertain  position  of  the  greatest  bending-moment,  dif- 
ferentiate each  one. 

810.5  —  8ji:  «  o,  *  a«  101.31 ; 

810.5  —  8;c  —  2000  =0,  o:  =  a  minus  quantity; 

1949.5  —  80:  =  o,  0:  =  243.69;     • 

1949.5  —  80:  —  1000  =0,  o:  =  118.69; 

1949.5  -.  8jt:  ^  1000  -^  1000  9  o,  X  ^  9,  minus  quantity. 

Hence,  in  span  AB^  maximum  bending  is  at  the  load,  and 
its  amount  is 

(810.5)  (72)  -  4(72)  (72)  =  37620. 

Span  BCy  maximum  is  at  right-hand  load,  and  is 
-56340  +  1949-5(84)  -  4(84)  (34)  -  1000(48)  B  31194. 

SLOPES. 

Slope  at  J?, 
^   -56340.    ^  .   (177600) (20)   1464000   165600 

T  =  -:g7-(20  -  60) ^ +  -^^^  «  -g;^- 

Slope  and  Deflection  in  Span  AB. 
First  part, 

tana  =  ^1405.25^—  -x^\  +  tanoo, 
oo  being  slope  at  A. 
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Second  part, 

tana  =  -wiXa^I-'^I^ ^**  —  looar*  +  i4400oar|  +  c^ 

When  ;r  =  72,  a  is  the  same  in  both  cases ; 

.'.    ^iiooo(72)»  -  (144000)  (73) {  +  tanoo  -  ^  «  o 

5184000 
/.    c  =  tanoo -^ — 

When  ;r  =  120,  the  second  value  of  tana  becomes     ^ ,    ; 

•'•    'E'A  (^°S-«S) (i2o)»--(i2o)»- (xooo) (120)*+ 144000(120)  I 

5184000     165600 

tanoo  =  ^{-6411600  +  5184000  +  165600}  =  -12^222, 
-      >.  —       6246000 

Hence  slope  in  first  part  (between  A  and  the  load), 

tana  =  -^1  —1062000  +  405.25jc«  —  i^\ 

Second  part  (between  B  and  the  load), 

tana  =  ^1  —6246000  +  i440oaKr  —  594.  yS-**  —  "**[' 

Deflection. 
First  part, 

V  =s  -^<  — io620oav  +  135.08^ >. 

Second  part, 

ir  BB  -i- I  — 62460OOX  +  72000«*  —  198.25*3  —  -«*|  +  ^« 
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When;ir  =  I20,  z;  =  o; 

-g^  I  (6246000)  (120)  -  (72000)  (i20)»+ (198.25)  (120)3+^— ^  I 

=  ^(1036800)  =  U^^. 

Point  of  greatest  deflection  is  found  by  putting  slope  equal 
zero.  Moreover,  it  is  plain  that  the  greatest  deflection  is  in  the 
first,  and  not  the  second,  part. 

Hence  equation  is 

|x5  —  405.2SJP*  +  1062000  =  o 

and,  substituting  this  in  the  expression  for  the  deflection,  we 
obtain 

39037720 

120  30037720 

Hence,  putting  — -  =  — -^ — ,  we  obtain 

EI—  130125733- 

If  -£  =  1400000,  /  =  92.9 ;  therefore,  if  *  =  3  inches,  h  = 
7  inches. 

Slope  and  Deflection  in  Span  BC. 
Portion  nearest  B, 

tana  =  -^1 165600  —  563401?  +  974.&«»  —  -s^X* 

When  ;r  =  36  inches,  we  obtain 

I  661507 

tana  =  -gTT (165600  —  2028240  +  1263341  —  62208)  sa  —    ^j   * 

Middle  portion, 

tana  =  -gr^l  -2034ar  +  474-75**  ""  t^'l  +  ^' 
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When  ;r  =  36  inches,  then  tan  a  =     pj — ; 

/.    —661507  as  —732240  +  615276  —  62208  +  EIc 

.     .  -     48233s 
••    ^  "  "^   £1 

/.    tana  «  _|  -482335  -  20340^  +  474-75^  ""  3**! 
When  jr  =  84  inches, 
tana=  ;;gj(— 48233s  —  1708560  +  334983^^  —  790272) 

368669 


+ 


£/ 


Portion  nearest  C 

1=^1 636601?  —  25je  —  -^'  I  +  ^. 

368669 
When  jr  =  84  inches,  then  tan  a  =      g-/     » 

/.    368669  =s  5347440  —  176400  —  790272  +  £Ic 

4012099 

,\    tana  =  ^\  —4012099  +  63660^1?  —  2$x*  —  l^'[' 

When  ;r  =  120  inches, 

I   ^  ^      963101 

tana  =  ^(—4012099  +  7639200  —  360000  —  2304000)  SB       J   « 

Deflection, 

Portion  nearest  -ff, 

«;  =  -^1  i656oar  —  28x701:*  +  324.9XS  —  -«*l. 
When  ;r  =  36  inches, 

V  =s  -^(165600  —  IOI412O  +  421070  —  15552)  (36) 

(443002)36      15948072 


EI  EI 
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Middle  portion, 

t'  =  -^1  —4^3335*  —   I0I70*»  +    158.35^3  —  ij|;4l  +  ^. 

15948072 
When  ;r  =  36  inches,  then  v= -^ —  ; 

••.    -15948072  =  (-482335  -  366120  +  20509a  —  iS55«)  +  ^^^» 

15289157 


EI 


••.  ^  —  -kjl  -"'5289157  -  482335-*  -  10170^  +  158.25^  —  ijdl. 

Greatest  deflection  occurs  in  the  middle  portion,  and  the 
jK>int  is  given  by  the  equation. 

o  ss  —48233s  —  2034ar  +  474-75^  —  |^»  =  o; 
.'.    X  c=  7I.4, 
Greatest  deflection  in  span  BQ 

FkG.  356. 


^(-15289157-34438719-51846253+57602105-8662899) 

52634923 


£1 


120       52634023  ,     . 

Hence,  putting  —  =;=      ^^  ^  we  obtain 

-^^=  175449743; 
therefore,  if  j5  =  1400000,  we  have 

/=  125.3. 
If  i  =  3  inches,  A  =  8  inches. 
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EXAMPLES  OP  CONTINUOUS  GIRDERS. 

=  uniform  moment  of  inertia  of  girder. 
w  =  load  per  unit  of  length  uniformly  distributed. 
Find  expressions  for 

1,  the  bending-moment  over  each  support, 

2,  the  supporting-forces, 

3,  the  greatest  bending-moment, 

4,  the  slopes  at  the  supports, 

5,  the  greatest  deflection, 

in  each  of  the  following  cases :  — 

(«)  Two  equal  spans,  length  /. 

ip)  Three  equal  spans,  length  /. 

{f)  Four  equal  spans,  length  /. 

(rf)  Two  spans,  lengths  /,  and  /,  respectively. 

{e)  Three  spans,  lengths  /„  /„  and  /j  respectively. 

(/)  Four  spans,  lengths  /„  /„  /,,  and  /^  respectively. 

{£)  Two  equal  spans ;  loads  per  unit  of  length  on  each  span, 
w,  and  Wa  respectively. 

ifi)  Three  equal  spans  ;  loads  per  unit  of  length  on  each  span, 
«/„  Wj,  and  w^  respectively. 

2^.  Do  the  same  in  the  case  where  each  span  is  loaded  with 
a  centre  load  W,  and  has  no  distributed  load. 

3®.  Find  greatest  bending-moment  and  greatest  deflection 
for  a  continuous  girder  of  two  spans,  uniformly  loaded  on  these 
two  spans  with  load  w  per  unit  of  lengfth,  and  which  overhang 
the  outer  supports ;  the  overhanging  parts  having  lengths  /_» 
and  4  respectively,  arid  the  same  distributed  load  per  unit  of 
length  on  the  overhanging  parts. 
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CHAPTER    IX. 


EQUILIBRIUM  CURVES,— ARCHES  AND  DOMES. 


§  248.  Loaded  Chain  or  Cord. — It  has  been  already  shown 
(§  1 26),  when  the  form  of  a  polygonal  frame  is  given,  that  the 
loads  must  be  adapted,  in  direction  and  magnitude,  to  that  form, 
or  else  the  frame  will  not  be  stable.  The  same  is  true  of  a 
loaded  chain  or  cord,  which  would  be  realized  if  the  frame  were 
inverted. 

If  a  set  of  loads  be  applied  which  are  not  consistent  with 
the  equilibrium  of  the  frame  under  that  form,  it  will  change  its 
shape  until  it  assumes  a  form  which  is  in  equilibrium  under  the 
applied  loads. 

As  to  the  manner  of  finding  (when  a  sufficient  number  of 
conditions  are  given)  the  stresses 
in  the  different  members,  etc.,  this 
was  sufficiently  explained  under  the 
head  of  "  Frames,"  and  will  not  be 
repeated  here,  as  the  figures  speak 
for  themselves. 

In  Fig.  257  the  polygon  fedcbaf 
is  the  force  polygon,  while  the  equilibrium  polygon  is  123456, 
an  open  polygon.  A  straight  line  joining  e  and  a  would  repre- 
sent the  resultant  of  the  loads. 


Fig.  957. 
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CHAIN   WITH  VERTICAL  LOADS. 

If  all  the  loads  are  vertical,  the  broken  line  edcba  becomes 

a  straight  line  and  vertical,  as 
shown  in  Fig.  258^.  Whenever  the 
loads  are  concentrated  at  single 
points,  as  2,  3,  4,  5,  the  form  of 
the  chain  is  polygonal ;  and  when 
the  load  is  distributed,  it  becomes 
a  curve,  a9  shown  in  Fig.  259. 


Fto.  S58. 


CURVED  CHAIN  WITH  A  VERTICAL  DISTRIBUTED  LOAD. 

Given  the  form  of  the  chain  AOE  supported  at  A  and  £, 
and  the  total  load 
upon  it  {pCy  Fig. 
259^),  to  find  the 
distribution  of  the 
load  graphically. 
First  lay  off  be  to 
scale,  to  represent 
the  total  load  :  this 
is  balanced  by  the  two  supporting-forces  at  A  and  E  respec- 
tively, as  shown  in  the  figure.  Hence  draw  ca  parallel  to  the 
tangent  at  E^  and  ba  parallel  to  that  at  A,  and  we  have  the 
force  polygon  abca;  the  equilibrium  curve  being  the  chain  AOE 
itself.  Moreover,  if  the  lowest  point  of  the  chain  be  O^  then 
the  load  must  be  so  distributed  that  the  portion  between  O  and 
A  shall  be  balanced  by  the  tension  at  O  and  that  at  A^  and 
hence  that  its  resultant  shall  pass  through  the  intersection  of 
the  tangents  at  O  and  A,  Its  amount  will  be  found  by  drawing 
from  a  a  horizontal  line ;  and  then  we  shall  have  ao  as  the  ten- 
sion at  ^,  ab  as  the  tension  at  A^  and  bo  as  the  load  between  A 
and  O,     Hence  the  load  between  E  and  O  will  be  oc. 
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Moreover,  the  load  between  O  and  any  point,  as  B,  will  be 
balanced  by  the  tension  at  O,  and  the  tension  at  B,  and  hence 
will  be  od^  where  ad  is  drawn  parallel  to  the  tangent  BD^  so 
that  the  load  between  B  and  E  will  be  etc;  and  in  this  way  we 
see  that  we  can  find  the  tension  at  any  point  of  the  chain  by 
simply  drawing  a  line  from  a^  parallel  to  the  tangent  at  that 
point,  till  it  meets  the  load-line  be. 

It  is  to  be  observed,  that,  if  the  tension  at  any  point  of  the 
chain  be  resolved  into  horizontal  and  vertical  components,  the 
horizontal  component  will,  when  the  loads  are  all  vertical,  be  a 
constant,  and  the  vertical  component  will  be  equal  to  the  por- 
tion of  the  load  between  the  lowest  point  and  the  point  in 
question. 

If  we  assume  our  origin  at  0,  axis  of  x  horizontal  and  axis 
of  y  vertical,  and  let  the  co-ordinates  of  -5  be  or  and  y,  and  if  w 
be  the  intensity  of  the  load  at  the  point  {x^  y\  we  shall  have,  for 
the  load  9d  between  O  and  B^ 

p^  fwdx; 

and,  since  the  angle  oad  =  angle  BDC,  we  shall  have 

dy  ^BC  ^od  ^P 
dx  ^  DC      oa  *  H 

By  differentiation,  we  shall  have 


\dx) 
H 

w 

or 

(I) 

and  this  is  the  equation  for  all  vertically  loaded  cords. 


Digitized  by 


Google 


782 


APPLIED  MECHANICS, 


From  it  we  can  find  the  form  of  the  cord  to  suit  a  given 
distribution  of  the  load. 

§  249.  Chain  with  the  Load  Uni- 
formly  Distributed  Horizontally.— 
In  this  case  zc;  is  a  constant ;  and  if 
we  assume  our  origin  at  the  lowest 
point  of  the  chain,  and  use  the  same 


Fig.  360. 


notation  as  before,  we  shall  have 

d*y  _  w_ 

dv 
Hence,  integrating,  and  observing,  that,  when  or  =  o,  -^  =  0^ 

we  have 

dy  _wx , 

dx'^  H' 

and  by  another  integration,  observing,  that,  when  x  :=•  o,y  :=iOt 

we  obtain 

to    , 

This  is  the  equation  of  a  parabola;  hence  a  chain  so  loaded 
assumes  a  parabolic  form. 

Example  I.  —  Given  the  heights  of  the  piers  for  support- 
ing a  chain  so  loaded,  above  the  lowest  point  of  the  chain,  as 
8  and  18  feet  respectively,  the  span  being  100  feet,  to  find  the 
distance  of  the  lowest  point  from  the  foot  of  each  pier,  and 
the  equation  of  the  curve  assumed  by  the  chain. 

Solution.  —  If  (with  the  lowest  point  of  the  chain  as  origin) 
we  call  (;r„  y^  the  co-ordinates  of  the  top  of  the  first  pier,  and 
{^29  y^  those  of  the  top  of  the  second  pier,  we  shall  have,  since 
^,  =  18  and^,  =  8,  and  since  we  must  have 


^  ^ 

;^' 
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.8-5^.a        and        8-5^..« 
x^      . /18       3         ^  3  ^  J.       -  S     . 

^a  ▼     o  2  2  2 

but 

^i  +  ^a  =    100         .*.      \X^  ss   100         •*•      ^9  =  40,         ^z  =s  60. 

W 


Hence,  since  i8  =  — rr(^)* 


w  _    18 i_ 

2H     3600      200' 

therefore  equation  of  the  curve  is 

Example  II.  —  Given,  the  load  on  the  above  chain  as  4000 
lbs.  per  foot  of  horizontal  length,  to  find  the  tension  at  the  low- 
est point,  also  that  at  each  end. 

Solution. 

w  I 

--y  =  — ,  w  =  4000, 

%H      200 

.'.    2H  5=  800000  /.    H  =s  400000  lbs. 

Moreover,  load  between  lowest  point  and  highest  pier  ^ 
60  X  4000  =  24cxx)0  lbs. 

Therefore  tension  at  highest  pier  = 

^(  240000) »  +  (400000)*  =3  10000^(24)*  +  (40)* 

s=  10000^2176  ss  466480  lbs. 
Tension  at  lowest  pier  = 

^(i6oooo)«  +  (40oooo)>  =  10000^256  +  1600 

=  ioooov^i856  =8  430813  lbs. 
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Example  III.  —  Given  the  span  of  the  chain  as  20  feet,  and 
its  length  as  25  feet,  the  two  points  of  support  being  on  the 
same  level,  to  find  the  position  of  the  lowest  point. 

§  250.  Catenary.  —  The  catenary  is  the  form  of  the  curve 
of  a  chain,  which,  being  of  uniform  section,  is  loaded  with  its 
own  weight  only,  i.e.,  with  a  load  uniformly  distributed  along 
the  length  of  the  chain. 

To  deduce  the  equation  of  the  catenary :  if  we  assume  the 
origin,  as  before,  at  the  lowest  point  of  the  curve,  we  shall 
have  still  the  general  equation 

but  w  in  this  case  is  not  constant 

If  we  let  w^  =  the  load  per  unit  of  length  of  chain,  we 
shall  have 


W  as 

«'.^-«'V^+(i 

!)■ 

hence 

d*y      w,  ds 

Or,  if  we  let 

W,           I 

a  constant, 

d*y  _   \  ds 
dx'~  mdx' 

(0 

which  is  the  differential  equation  of  the  catenary ;  and  we  only 
need  to  integrate  it  to  obtain  the  equation  itself. 
To  do  this,  we  have 


^'bF^ 


•V- 
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dy 
therefore,  integrating,  and  observing,  that,  when  jr  =  o,  -j^  =  o, 

dx 

we  shall  have 


But,  when  ar  =  o,^  =  o      .'.    ^  =  — ««;  hence  the  equation  is 

y^  7v"  +  ^  -;  -«,     ^  (3) 


and  this  is  the  equation  of  the  catenary 
when  the  origin  is  taken  at  Oy  the  low- 
est point  of  the  chain,  ^ 

If  it  be  transferred  to  O^y  where  00^ 
=  m,  the  equation  becomes  (by  putting 
iox  y^y  —  ni) 


o. 
no.  961. 


^ 


-X, 


ml  ^    ,      -*\ 


(4) 


This  is  the  most  common  form  of  the  equation  to  the  cate- 
nary, the  origin  being  taken,  at  a  distance  below  the  lowest 

point  of  the  curve  equal  to  f»  =  — ,  the  horizontal  tension 


w. 


divided  by  the  weight  per  unit  of  length  of  chain. 
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To  find  X  in  terms  of  y^  we  have 

ALT  2V    *  *£         2y    ^ 

Solving,  we  have 


To  find  the  length  of  the  rope :  from  the  equation  ' 
we  obtain 


,.    ^  =  i(,^  +  .-i)  (6) 

/.J     =  i  r'G^  ■*■  ^'^/^  ^—{em  —  ^-*i^.     ^  (7) 

To  find  the  area  00, A, B,  we  have 
Area  =  £ycix  =  ^J^'{e^  +  e'f)dx  =  ^(^  -  ^-S).  (8) 
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But 

arc  OB  =  ^{e^  —  ^"«y  ««  s; 

hence  area  OO^A^B  =  »/j. 

This  shows,  that,  if  the  load  should  be  distributed  in  such  a 
way  as  to  be  like  a  uniformly  thick  sheet  of  metal,  having  for 
one  side  the  catenary  and  for  the  other  the  straight  line  O^A^^ 
the  equilibrium  curve  would  be  a  catenary.    . 

It  may  be  convenient  to  have  the  development  of  e^  and 

^~*» ;  hence  they  will  be  written  here :  — 

^    =,i4.£  +  ^  +  ^  +  ^+  etc., 
m       »i*|2        w'g        w^y. 

e"^  =s  I  —  —  +  — ^  4.  -^  +  etc. 

m       w|2        w3jj        ^4^ 

Example  I.  —  Given  a  rope  90  feet  long,  spanning  a  hori- 
zontal distance  of  75  feet ;  find  the  equation  of  the  catenary, 
the  sag  of  the  rope,  and  the  inclination  of  the  rope  at  each 
support,  supposing  these  to  be  on  the  same  level. 

§251.  Transformed  Catenary.  —  We  have  just  seen  that 
the  catenary  is  the  form  of  chain  suited  to  a  load  which  may 
be  represented  by  a  uniformly  thick  sheet  of  metal,  with  a  hori- 
zontal extrados,  provided  the  distance  00^  is  equal  to  niy  a  defi- 
nite quantity.  A  more  general  case,  however,  would  be  that  of 
a  chain  loaded  with  a  load  which  might  be  represented  by  a 
uniformly  thick  sheet  of  metal,  where  the  length  00^  is  any 
given  quantity  whatever.  A  chain  so  loaded  is  called  a  trans- 
formed catenary^  and  the  catenary  itself  becomes  a  particular 
case  of  the  transformed  catenary.  / 

We  may  deduce  its  equation  as  follows  :  — 
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Let  the  chain  be  represented  by  ACBy  and  let  it  be  so 
loaded  that  the  load  on  CD  is  repre- 
sented by  w  times  area  OCDE^  so  that 
-     w  =  weight  per  unit  of  area ;  then  we 
shall  have,  for  this  load, 


FKka6a. 

Hence,  from  what  we  have  already  seen, 


V  j   ydx. 


dx      H      HJ^^ 


d*y      w 


"    dxdx*'^ 


w  if 


Hence,  integrating,  we  have 


dy 
But,  when  ^  =  o^ ^  =  a; 


-12  tf. 
H 


-  (l)"->-)- 


Or,  if  we  write,  for  brevity,  —  =  w",  we  have 

w 


\dx)  m^ 


-  a» 


-  j-i^i^ 


,'.    log(>  +  vy  -  a»)  -  -  +  ft 
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But,  when  jr  =  o,^  =  tf/ 


,-.  WW-  .-.  ^^-^^^Vl 


/.     ~  =  ^*»  +  tf"»  .%    V  «  -(^«^+  ^  *•)» 

which  is  the  equation  of  the  transformed  catenary.  This 
becomes  the  catenary  itself  whenever  a  =  m. 

Example.  —  Given  a  chain  loaded  so  that  the  load  on  CD  is 
proportional  to  the  area  OEDC.  Let  OC  =  5  feet,  BFz=:  8  feet, 
OF  =  4  feet ;  weight  per  unit  of  area  =  80  lbs.  Find  the 
equation  of  the  transformed  catenary,  also  the  tension  at  C  and 
that  at  B. 

§  252.  Linear  Arch.  —  In  all  the  preceding  cases,  the  chain 
or  cord  is  called  upon  to  resist  a  tensile  stress  arising  from  a 
load  that  is  hung  upon  it.  If,  now,  the  cord  be  inverted,  we 
have  the  proper  equilibrium  curve  for  a  load  placed  upon  it,  dis- 
tributed in  the  same  manner  as  before ;  only  in  this  latter  case 
the  cord  would  be  subjected  to  direct  compression  throughout 
its  whole  extent.  The  equilibrium  curve  is,  then,  sometimes 
called  a  linear  arch.  The  general  equation  of  the  equilibrium 
curve  remains  just  as  before, 

the  axes  being  so  chosen  that  OX  is  horizontal  and  O  Y  verti- 
cal. 

Thus,  if  it  were  required  to  find  the  form  of  the  equilibrium 
curve  or  linear  arch,  with  the  upper  boundary  of  the  loading 
horizontal,  we  should  obtain  a  transformed  catenary. 
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§  253.  Arches.  —  In  the  case  of  arches  composed  of  a  series 
of  blocks,  as  in  stone  or  brick  arches,  the  mathematical  treat- 
ment generally  used  for  determining  the  proper  form  and 
proportions  of  the  arch  has  been  quite  different  from  that  used 
for  the  determination  of  the  proper  form  and  proportions  of 
the  iron  arch,  whether  made  in  one  piece,  or  two  pieces  hinged 
together,  or  of  a  lattice. 

In  the  case  of  the  iron  arch,  the  treatment  involves  neces- 
sarily a  determination  of  the  stresses  acting  in  all  its  parts,  and 
an  adaptation  of  its  form  and  dimensions  to  the  load,  so  that  at 
no  point  shall  the  stress  exceed  the  working-strength  of  the 
material. 

In  the  case  of  the  stone  arch,  it  is  still  a  question  under 
discussion  whether  it  would  not  be  best  to  adopt  the  same 
method,  although  it  would  lead  to  a  great  deal  of  complexity,  on 
account  of  the  joints. 

Nevertheless,  the  question  usually  raised  is  one  merely  of 
stability ;  i.e.,  as  to  the  proper  form  and  dimensions  to  pre- 
vent, not  the  crushing  of  the  stone,  though  this  must  also  be 
taken  into  account  if  there  is  any  danger  of  exceeding  it,  but 
more  especially  the  overturning  about  some  of  the  joints. 

The  question  of  the  stability  of  the  stone  arch  may  present 
itself  in  either  of  the  two  following  ways  :  — 

1°.  Given  the  arch  and  its  load,  to  determine  whether  it  is 
stable  or  not. 

2°.  Given  the  distribution  of  the  load,  to  determine  the 
suitable  equilibrium  curve,  and  hence  the  form  of  arch,  suited 
to  bear  the  given  load  with  the  greatest  economy  of  material. 

§  254.  Modes  of  giving  Way  of  Stone  Arches.  —  An  arch 
may  yield,  (i*^)  by  the  crushing  of  the  stone,  (2°)  by  sliding  of 
the  joints,  (3°)  by  overturning  around  a  joint.  The  following 
figures  show  the  modes  of  giving  way  of  an  arch  by  the  last 
two  methods.  The  first  two  show  the  dislocation  of  the  arch 
by  the  slipping  of  the   voussoirs.     In  the  former  case  the 
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haunches  of  the  arch  slide  out,  and  the  crown  slips  down ;  in 
the  other  case  the  reverse  happens.  The  second  two  figures 
show  the  two  methods  by  which  an  arch  may  give  way  by 
rotation  of  the  voussoirs  around  the  joints. 


FkG.  363. 


Fig.  264. 


Fto.a65. 


Flo.  966. 


Before  proceeding  farther  with  the  problem  of  the  arch,  two 
or  three  matters  of  a  more  general  nature  will  be  treated, 
which  will  be  necessary  in  its  discussion. 

§  255.  Friction.  —  Let  AB  be  a  plane  inclined  to  the  hori- 
zon at  an  angle  B,  Let  Z>  be  a  body  resting 
on  the  plane,  of  weight  DG  =  W,  Resolve 
W  into  two  components,  DE  and  Z>/^  respec- 
tively, perpendicular  and  parallel  to  the 
plane.  The  component  DE  =  Wqo^B  is 
entirely  neutralized  by  the  re-action  of  the  plane ;  while  DF 
=  W^sin  By  on  the  other  hand,  is  the  only  force  tending  to  make 
the,  body  slide  down  the  plane.  It  is  an  experimental  fact,  that 
when  the  angle  B  is  less  than  a  certain  angle  </>,  called  the 
angle  of  repose,  the  body  does  not  slide ;  when  ^  =  </>,  the  body 
is  just  on  the  point  of  sliding ;  and  when  B  is  greater  than  </>, 
the  body  slides  down  the  plane  with  an  accelerated  motion, 
showing  that  in  this  case  an  unbalanced  force  is  acting.     This 
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angle  <^  depends  upon  the  nature  of  the  material  of  the  plane 
and  of  the  body,  and  on  the  nature  of  the  surfaces.  Hence, 
in  the  first  and  second  cases,  the  friction  actually  developed 
by  the  normal  pressure  DE  just  balances  the  tangential  com- 
ponent DF ;  whereas,  in  the  third  case,  when  the  angle  of 
inclination  of  the  plane  to  the  horizon  is  greater  than  <^  the 
tangential  component  DF  is  only  partially  balanced  by  the 
friction. 

Let  aJ)  be  the  plane  when  inclined  to  the  horizon  at  an 

d  angle  ^.     The  body  is  then  just  on  the 

^"■**^»I3^  point  of  sliding,  hence   the  component 

f\  ^^V)^^  ^     ^=  W€\n^  is   just  equal  to  the  fric- 

»— ^-y  ^^^^  developed  between  the  two  surfaces. 

RG.a68.  Moreover,   if    we    represent   by  N  the 

normal  pressure  de  =  Wco%  if>  6n  the  plane,  we  shall  have 

^  Now,  it  is  an  experimental  fact,  that  the  friction  developed 
between  two  given  surfaces  depends  only  on  the  normal  press- 
ure, i.e.,  that  the  friction  bears  a  constant  ratio  to  the  normal 
pressure ;  and  since,  in  this  case,  the  friction  just  balances  the 
tangential  component  df  =  iVtan  ^,  the  friction  due  to  the 
normal  pressure  -/Vis 

iVtan^. 

Now,  it  makes  no  difiEerence  what  be  the  position  of  the 
plane  surface :  if  a  normal  pressure  N  be  exerted,  the  friction 
that  is  capable  of  being  exerted  to  resist  any  force  F  tangential 
to  the  plane,  tending  to  make  the  bodies  slide  upon  each  other, 
is  JV  tan  <f> ;  and  if  the  force  F  is  greater  than  A^tan  <f>,  the  bodies 
will  slide,  but  if  F  is  less  than  N  tan  «^  they  will  not  slide.  The 
quantity  tan'<^  is  called  the  co-efficient  of  friction,  and  will  be 
denoted  by  /. 
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From  the  preceding  it  is  evident,  that,  if  the  resultant  press* 
ure  on  the  body  makes  with  the  normal  to  the  plane  an  angle 
less  than  the  angle  of  repose,  the  sliding  will  not  talce  place ; 
whereas,  if  the  resultant  force  makes  with  the  normal  to  that 
plane  an  angle  greater  than  the  angle  of  repose,  the  body  will 
slide. 

§  256.  Stability  of  Position. — To  determine  under  what 
conditions  the  stability  of  the  block 
DGHF  is  secure  against  turning  around 
the  edge  D:  if  the  resultant  of  the 
weight  of  the  block  and  the  pressure 
thereon  pass  outside  the  edge  Z>,  as  OR^^ 
then  the  block  will  overturn ;  the  mo* 
ment  of  the  couple  tending  to  overturn  it  1r. 

being    OR^  X  DE.     If,   on    the    other  '^^.'^ 

hand,  it  pass  within  the  edge,  as  (9i?„  the  block  will  not  over- 
turn, since  the  force  has  a  tendency  to  turn  it  the  opposite 
way  around  D,  Hence,  in  order  that  a  block  may  not  overturn 
around  an  edge  at  a  plane  joint,  the  resultant  pressure  must 
cut  the  joint  within  the  joint  itself. 

In  any  structure  composed  of  blocks  united  at  plane  joints, 
we  must  have  both  stability  of  position  ond  stability  of  friction 
at  each  joint,  in  order  that  the  structure  may  not  give  way. 

§  257.  Stability  of  a  Buttress  about  a  Plane  Joint.  — 
Let  DCEF  be  a  vertical  section  of  a  buttress,  against  which 
a  strut  rib  or  piece  of  framework  abuts,  exerting  a  thrust 
P  =  ZX  =  OR,  In  order  that  the  buttress  may  not  give 
way,  it  must  fulfil  the  conditions  of  stability  at  each  joint.  Let 
AB  be  a  joint.  Should  several  pressures  act  against  the  but- 
tress, the  force  P  in  the  line  ZO  may  be  taken  to  represent 
the  resultant  of  all  the  thrusts  which  act  on  the  buttress  above 
the  joint  AB.  Let  G  be  the  centre  of  gravity  of  the  part 
ABEF,  and  let  W  =  OL  h^  the  weight  of  that  part  of  the 
buttress.     Let  O  be  the  point  of  intersection  of  the  line  of 
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direction  of  the  thrust,  and  of  the  weight  W.  Draw  the  paral- 
lelogram ORNL.  Then  will  ON  be  the  resultant  pressure  on 
the  joint  AB :  and  the  conditions  of  stability  require  that  the 
resultant  pressure  should  cut  the  joint 
AB  at  some  point  between  A  and  B,  and 
that  its  line  of  direction  should  make 
with  the  normal  to  AB  an  angle  less 
than  the  angle  of  repose,  ^;  and,  in 
order  that  the  buttress  may  not  give  way, 
these  conditions  must  be  fulfilled  at  each 
and  every  joint, 
r  ^v.  Another  way  of  expressing  this  con- 

Jf  dition  is  as  follows :   The  force  tending 

to  overturn  the  upper  part  of  the  but- 
tress around  A  is  the  force  /^=  OR: 
and  its  moment  around  A  is  F(Ai)  =  ff 
if  we  let  Ap  =  /,  whereas  the  moment  of  the  weight  which 
resists  this  is  W{AS)  =  Wq  if  we  let  AS  =  q.  Now,  when 
ON  passes  through  A^  we  have  Fp  =  Wq ;  when  O.V  passes 
inside  of  A^  we  have  Wq  >  Fp  ;  when  ON  passes  outside  of  A, 
we  have  Wq  <  Fp,  Hence  the  conditions  of  stability  require 
that 

Wq>Fp        or        Fp  <.  Wq. 

Example.  —  Given  a  rectangular  buttress 
8  feet  high,  i  foot  wide,  and  4  feet  thick ;  the 
weight  of  the  material  being  100  lbs.  per 
cubic  foot,  the  buttress  being  composed  of  8 
rectangular  blocks  1X4X1  foot.  On  this 
buttress  is  a  load  of  500  lbs.,  whose  weight 
acts  through  K,  where  OK  =  3  feet.  Find 
the  greatest  horizontal  pressure  P  that  can  be  applied  along 
the  line  OK^  consistent  with  stability,  against  overturning 
around  each  of  the  edges  a,  *,  Cy  d,  e^fygyK 
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Solution,  —  The  weight  of  each   block  •will  be  400  lbs. 
Hence  we  shall  have  the  following  equations  :  — 


Stabuity  about  a,  max  P  a= cs  2300, 


a        t  €i  1500  +  800X2 


•*    ^, 


1500  +  1200  X  2 

«     BS  =  1300. 


1500  +  1600  X  2 
"   ^,    «   = ;; =  II75- 


1500  +  2000  X  2 


u  a  X  a  1500  +  2400  X  2 

"    /,     «   =  ^ =  1050. 

1500  +  2800  X  2 
"    g,  «   e  -^ »  IOI4. 


'^    *,     «   ^^500  +  3200X2^   ^^^^ 


The  least  of  these  being  987  lbs.,  it  follows  that  the  great- 
est pressure  consistent  with  stability  is  987  lbs. 

§  258.  Line  of  Resistance  in  a  Stone  Arch.  —  In  order 
to  solve  any  problem  involving  the  stability  of  a  stone  arch,  it 
is  necessary  that  the  student  should  be  able  to  draw  a  line  of 
resistance.  To  make  plain  the  meaning  of  the  term,  the  follow- 
ing solution  of  an  example  is  given.  The  method  of  drawing 
the  line  of  resistance  employed  in  this  solution  is  given  purely 
for  purposes  of  illustration,  and  is  not  recommended  for  use  in 
practice,  as  a  suitable  method  will  be  given  later. 
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Example.  —  Given  three  blocks  of  stone  of  the  form  shown 

in  the  figure  (Fig.  272),  their 
common  thickness  (perpendic- 
ular to  the  plane  of  the  paper) 
being  such  that  the  weight 
per  square  inch  of  area  (in  the 
plane  of  the  paper)  is  just  one 
pound. 

Given   AC  -=  13    inches, 
BC  =   8    inches.      Suppose 
these  three  blocks  to  be  kept 
from  overturning   by  a  hori- 
zontal  force   applied    at    the 
middle  of  DE.    Find  the  least 
value  of  this  horizontal  force  consistent  with   stability  about 
the  inner  joints,  also  its  greatest  value  consistent  with  stabil- 
ity about  the  outer  joints. 
Solution, 

BK  s=s  16  sin  15®  as  4.14112. 
AH  =  26  sin  15®  =s  6.72932. 

"31(13)'-  (8)' 

Altitude  of  each  trapezoid  =  5  cos  15** 
Area  of  each  trapezoid  =  ^^  sin  30® 
Weight  of  each  stone 

GG2  =  8  sin  30**  —  10.7  cos  15"  sin  15*  =  1.325. 

KK^  =  8COS30*'  —  10.7  cos  15®  sin  15*  s=  4.253. 

KK^  =  10.7  cos  15®  cos  45®  —  8  cos  30**  «=  0.380, 

BN^  =s  8  —  10.7  cos  is'' sin  15**  =  5-325- 

BN^    =   8   —    10.7  cos  15®  cos  45®  as:       O.692. 

BN^  «  io,7cosM5°  -  8  «     1.983. 

Hffz  =»  13  cos  30"—  10.7  cos  15®  sin  15**      =»     8.583. 
HH^  =  13  cos  30®—  10.7  cos  15®  cos  45**     »     3.950, 


C^ 


:}- 


10.7. 

=     4.8296. 
=  26.25  ^Q-  i^ 

a    26.25  lbs. 
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AN^    c»  13  —  10.7  COS  15*311115®  a«    10.325. 

-^-^3   ■■  »3 -^  ^o-7cosi5**cos45'*  —     5-692. 

AN^  *=  13  —  10.7  cos*  15**  5=     3.017- 

G,Ar=t  10.5  —  8COS30'*  iK    3.572. 

K^M  =  10.5  —  8  sin  30*  i*    6.500. 

CM  =  10.5  M  10.500. 

H^M  ^  10.5  —  13  sin  30®  ms,    4.000. 

Let  us  represent  the  thrust  at  -Af  by  7*.  Then,  to  find  what 
is  the  thrust  required  to  produce  equilibrium  about  G^  we  take 
moments  about  G^  and  likewise  for  the  other  joints.  We  may 
proceed  as  follows :  — 

INNER  JOINTS. 

Stability  about  (7, 

T{G^M):r^  (26.25)  ((?G,) 
or 

^(3-572)  «  (26.25X1.325)  /.  r«  9.74- 

Stability  about  K, 

nK,M)  =  (26.25)  (^A;  -  KK,) 
or 

^'(6.500)  =  (26.25)  (4.253  -  0.380)  /.    r=  15.64. 

Stability  about  B^ 

T{CM)    ^  {26.2s)(BN,+BN,^BN^)     .-.    T^    10.08 

OUTER  JOINTS. 

Stability  about  I/, 

T{B,M)  =  (26.25)  (^^,  +  Hlf^)  .-.    r«  82.25. 

Stability  about  A, 

T{CM)    ^  {26.2^){AN,  +  AN,  +  AN,)     .-.    r=  47-59 

It  is  plain,  therefore,  that,  in  order  to  have  equilibrium,  the 
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thrust  at  M  must  be  between  15.49  lbs.  and  47.59  l^^s. :  for, 
if  it  is  less  than  15.49  lbs.,  the  arch  will  turn  about  an  inner 

joint ;  and  if  it  is  greater  than 
47.59  lbs.,  it  will  turn  around 
an  outer  joint 

If,  now,  we  draw  through 
M  a  horizontal  line  to  meet 
the  vertical  drawn  through  the 
centre  of  gravity  of  the  first 
stone,  and  lay  off  a^  =  15.49^ 
and  ay  =  26.25,  then  will  the 
resultant  of  this  thrust  afi  and 
the  weight  of  the  first  stone  ay 
be  a8;  this  being  the  resultant 
pressure  on  the  joint  FG^  its 
point  of  application  being  c 
Next,  prolong  this  line  ah  to 
meet  the  vertical  through  the 
centre  of  gravity  of  the  second 
stone,  and  combine  a3  with  the 
weight  of  the  second  stone, 
thus  obtaining,  as  resultant 
pressure  on  the  joint  KHy  the 
force  f»7,  whose  point  of  appli- 
cation is  at  K,  Compounding, 
now,  it\  with  the  weight  of  the 
third  stone,  we  obtain,  as  final 
resultant  pressure  on  AB^  the 
force  V  applied  at  p.  Now, 
ioining  M^Kp  by  a  broken  line,  we  have  the  Line  of  Resistance 
corresponding  to  the  thrust  15.49,  or  the  minimum  horizontal 
thrust  at  M,  If,  now,  we  construct  a  line  of  resistance  with 
47.59  lbs.,  we  obtain  the  line  M<r^^  corresponding  to  maximum 
horizontal  thrust  at  M. 
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If  the  arch  is  in  equilibrium,  and  if  the  horizontal  thrust  is 
applied  at  M^  it  is  plain  that  the  actual  thrust  would  either  be 
one  of  these  two  or  else  somewhere  between  these  two,  and 
hence,  that,  if  the  requisite- thrust  is  furnished  at  M  to  keep 
the  arch  in  equilibrium,  the  true  line  of  resistance  cannot  lie 
outside  of  these  two  ;  viz.,  the  line  corresponding  to  maximum 
and  that  corresponding  to  minimum  horizontal  thrust  at  M. 

If  the  separate  stones  supported  loads,  it  would  be  neces- 
sary to  take  into  account  these  loads,  in  addition  to  the  weights 
of  the  stones,  in  determining  the  horizontal  thrust,  and  drawing 
the  lines  of  resistance. 

§  259.  Arches  with  Symmetrical  Distribution  of  the 
Load.  —  Before  considering  the  conditions  of 
stability  of  an  arch,  we  shall  proceed  to  some 
propositions  about  lines  of  resistance  corre- 
sponding to  maximum  and  minimum  horizon- 
tal thrust  If,  in  an  arch,  we  draw  a  line  of 
resistance  AB  through  the  point  A  of  the 
crown,  and  then,  by  changing  the  horizontal 
thrust,  we  change  the  line  of  resistance  con-  ^^'  ^^' 

tinuously  till  it  touches  the  extrados  of  the  arch  at  C\  we 
shall  evidently  have,  in  the  line  ACff,  a  line  of  resistance 
which  has  the  greatest  horizontal  thrust  of  any  line  that  passes 
through  Af  and  lies  wholly  within  the  arch-ring.  If,  on  the 
other  hand,  we  decrease  gradually  the  horizontal  thrust  until 
the  line  touches  the  intrados  at  i/,  then  we  have  in  this  line 
the  line  of  minimum  horizontal  thrust  that  passes  through  A, 
By  lowering  the  point  A,  however,  and  keeping  the  point  C  the 
same,  we  should  obtain  new  lines  of  resistance  with  greater 
and  greater  horizontal  thrust ;  the  greatest  being  attained  when 
the  line  comes  to  have  one  point  in  common  with  the  intrados. 
Hence  a  line  of  maximum  horizontal  thrust  will  have  one  point 
in  common  with,  the  extrados  and  one  point  in  common  with 
the  intrados,  the  latter  being  above  the  former. 
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On  the  other  hand,  by  retaining  the  point  U  the  same,  and 
raising  the  point  A^  we  should  decrease  the  horizontal  thrust^ 
and  thus  obtain  lines  of  resistance  with  less  and  less  horizontal 
thrust;  the  least  being  attained  when  the  line  of  resistance 
comes  to  have  a  point  in  common  with  the  extrados.  Hence 
the  minimum  line  of  resistance  has  a  point  in  common  with  the 
extrados  and  one  in  common  with  the  intrados,  the  latter  being 
below  the  former. 

These  cases  are  exhibited  in  the  following  figures :  — 

■miiilmtim 


Fie  975.  Fig.  176. 

§  260.  Conditions  of  Stability.  —  The  question  of  the  sta- 
bility of  an  arch  must  depend  upon  the  position  of  its  true 
line  of  resistance.  If  this  true  line  of  resistance  lies  within 
the  arch-ring,  the  arch  will  be  stable  provided  the  material 
of  which  it  is  made  is  incompressible.  If  this  is  not  the  case, 
the  stability  of  the  arch  will  depend  upon  how  near  the  true 
line  of  resistance  approaches  the  edge  of  the  joints ;  for  the 
nearer  it  approaches  the  edge  of  a  joint,  the  greater  the  inten- 
sity of  the  compressive  stress  at  that  joint,  and  the  greater  the 
danger  that  the  crushing-strength  of  the  stone  will  be  exceeded 
at  that  joint.  Thus,  if  the  true  line  of  resistance  cuts  any 
given  joint  at  its  centre  of  gravity,  the  stress  upon  that  joint 
will  be  uniformly  distributed  over  the  joint.  If,  however,  it 
cuts  the  joint  to  one  side  of  its  centre  of  gravity,  the  intensity 
of  the  stress  will  be  greater  on  that  side  than  on  the  opposite 
side ;  and,  if  it  is  carried  far  enough  to  one  side,  we  may  even 
have  tension  on  the  other  side. 
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§  26i.  Criterion  of  Safety  for  an  Arch.  — There  are  twa 
criteria  of  safety  for  an  arch,  that  have  been  used : — 

i^  That  the  line  of  resistance  should  cut  each  joint  within 
such  limits  that  the  crushing-strength  of  the  stone  should  not 
be  exceeded  by  the  stress  on  any  part  of  the  joint. 

2^  That,  inasmuch  as  the  joint  is  not  suited  to  bear  tension 
at  any  point,  there  should  be  no  tension  to  resist. 

The  distribution  of  the  stress  is  assumed  to  be  uniformly 
varying  from  some  line  in  the  plane  of  the  joint.  The  three 
following  figures  will,  on  this  supposition,  represent  the  three 
cases : — 

1°.  When  the  stress  is  wholly  compression. 

2°.  When  the  stress  becomes  zero  at  the  edge  B. 

3°.  When  the  stress  becomes  negative  or  tensile  at  B. 


Ri 


Fig.  378. 


In  all  three  figures,  AB  represents  the  joint  which  is  as- 
sumed to  be  rectangular  in  section,  AD  represents  the  intensity 
of  the  stress  at  A,  and  BE  that  of  the  stress  at  B ;  while  R  repre- 
sents the  point  of  application  of  the  resultant  stress,  RR^  rep- 
resenting that  resultant. 

Proposition.  —  If  the  stress  on  a  rectangular  joint  vary 
uniformly  from  a  line  parallel  to  one  edge,  the  condition  that 
there  shall  be  no  tension  on  any  part  requires  that  the  result- 
ant of  the  compressive  stress  shall  be  limited  to  the  middle 
third  of  the  joint. 

Proof.  —  Let  AB  (Fig.  278)  represent  the  projection  of 
the  joint  on  the  plane  of  the.  paper.     It  is  assumed  that  the 
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Stress  is  uniformly  varying ;  and,  if  there  is  to  be  no  tension 
anywhere,  the  intensity  at  one  edge  must  not  have  a  value  less 
than  zero,  hence  at  the  limiting  case  the  value  must  be  zero ; 
hence  this  limiting  case  is  correctly  represented  by  the  figure, 
and  the  resultant  of  the  compression  will  be  for  this  case  at  the 
centre  of  stress.  Thus,  if  AD  represent  the  greatest  intensity 
of  the  stress,  then  we  shall  have,  if  B  be  the  origin  and  BA  the 
axis  of  ;r,  if  the  axis  of  ^  be  perpendicular  to  AB  at  B,  and  if 
we  let  a  =  intensity  of  stress  at  a  unit's  distance  from  By  that 
RR^  =  ajjxdxdy,  and  {BR)  (RR,)  =  affx^dxdy; 

••    ^^  "  f/xdxdy  ""  M»  -  **' 

2 

if  *  =  breadth,  and  A  =  BA  =  height  of  rectangle. 

Hence,  if  the  resultant  of  the  compression  be  nearer  A  than 
R,  there  will  be  tension  at  B ;  and,  on  the  other  hand,  if  it  be 
nearer  B  than  JA,  there  will  be  tension  at  A.  Hence  follows 
the  proposition  as  already  stated. 

While  the  above  is  probably  the  condition  most  generally 
used  to  determine  the  stability  of  an  arch,  at  the  same  time,  if 
there  is  any  danger  that  the  intensity  of  the  stress  at  any  part 
of  any  joint  may  exceed  the  working  compressive  strength  of 
the  stone,  this  ought  to  be  examined,  and  hence  a  formula  by 
which  it  may  be  done  will  be  deduced. 

Let  AB  (Fig.  279)  be  the  joint,  and  let,  as  before,  6  be  its 
breadth,  and  A  =  AB  =  depth  ;  then,  suppose  the  pressure  to 
be  uniformly  varying,  DA  =/  =  the  working-strength  per  unit 
of  area  =  greatest  allowable  intensity  of  compression  ;  then  the 
entire  stress  on  the  joint  will  be  represented  by  the  triangle 
A  CD,  for  the  joint  is  incapable  of  resisting  tension. 
Hence 

AR  =  iAC  .-.    AC  =  3AR; 
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but 

,.>?^_f^(^«     ...  ^,=i|, 

and  this  is  the  least  distance  from  the  outer  edge  at  which  the 
resultant  should  cut  the  joint. 

We  thus  obtain,  in  terms  of  the  pressure  on  any  joint,  and 
of  the  working-strength  of  the  material,  the  limits  within  which 
the  line  of  resistance  should  pass,  in  order  that  the  working- 
strength  of  the  ston6  may  not  be  exceeded. 

§  262.  Position  of  the  True  Line  of  Resistance.  —  The 
question  of  the  most  probable  position  of  t^e  true  line  of 
resistance  involves  the  discussion  of  the  properties  of  the 
elastic  arch.  This  discussion  will  be  given  later ;  but,  for  the 
present,  the  statement  only  of  the  following  proposition,  due  to 
Dr.  Winkler,  will  be  given  :  — 

**  For  an  arch  of  constant  section^  that  line  of  resistance  il 
approximately  the  true  one  which  lies  nearest  to  the  axis  of  the 
arch-ringy  as  determined  by  the  method  of  least  squares'* 

From  this  it  will  follow :  — 

i^  That,  if  a  line  of  resistance  can  be  drawn  in  the  arch* 
ring,  then  the  true  line  of  resistance  will  lie  in  the  arch-ring ; 
dnd 

2°.  That,  if  a  line  of  resistance  can  be  drawn  within  the 
middle  third  6i  -the  arch-ring,  then  the  true  line  of  resistance 
will  lie  in  the  middle  third. 

But,  before  proving  this  proposition,  the  proposition  will  be 
used,  and  the  method  explained,  for  determining  whether  a  line 
of  resistance  can  be  drawn  within  the  arch-ring :  for,  if  it  can, 
then  the  true  line  of  resistance  must  lie  within  the  arch-ring ; 
and  if  no  line  of  resistance  can  be  drawn  within  the  arch-ring, 
then  the  true  line  of  resistance  cannot  pass  within  the  arch- 
ring,  and  the  arch  would  necessarily  be  unstable,  even  if  the 
materials  were  incompressible. 

By  following  the  same  method,  we  could  determine  whether 
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it  was  possible  to  draw  a  line  of  resistance  within  the  middle 
third  of  the  arch-ring ;  and,  if  this  is  found  to  be  possible,  we 
should  know  that  the  true  line  of  resistance  will  pass  within 
the  middle  third  of  the  arch-ring. 

Hence  our  most  usual  criterion  of  the  stability  of  a  stone 
arch  is,  whether  a  line  of  resistance  can  be  passed  within  the 
middle  third  of  the  arch-ring. 

If  the  condition  be  used,  that  the  working-strength  of  the 
stone  for  compression  be  not  exceeded,  then,  instead  of  the 
middle  third,  we  shall  have  some  other  limits. 

In  what  follows,  an  explanation  will  be  given  of  Dr.  Scheff- 
ler's  method  (that  most  commonly  employed)  of  determining 
whether  a  line  of  resistance  can  be  drawn  within  the  arch-ring, 
inasmuch  as  the  same  method  can  be  employed  to  determine 
whether  such  a  line  can  be  drawn  within  the  middle  third  or 
within  any  other  given  limits. 

§  263.  Preliminary  Proposition  referring  to  Arches  Sym- 
metrical in  Form  and  Loading.  —  An  arch  and  its  load  being 
given^  a  line  of  resistance  can  always  be  made  to  pass  through 
any  two  given  points ;  hence,  if  any  two  points  of  a  line  of 
resistance  are  given,  the  line  is  determined. 

Proof  —  Let  the  arch  be  that  shown  in  Fig.  281 ;  and  let  us 
consider  first  the  special  case  when  the  two  given  points  are  A, 
the  top  of  the  crown-joint,  and  G^,  the  foot  of  the  springing- 
joint.  In  this  case,  the  only  quantity  to  be  determined  is  the 
thrust  at  A.  Let  this  thrust  be  denoted  by  T;  let  P  be  the 
total  weight  of  the  half-arch  and  its  load ;  let  a  be  the  perpen- 
dicular distance  of  the  point  G^  from  a  vertical  line  through  the 
centre  of  gravity  of  the  entire  half-arch  and  its  load ;  let  h  be 
the  vertical  depth  of  G^  below  A,  Then,  taking  moments  about 
G^  we  must  have 
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and  the  line  of  resistance  can  then  be  drawn  with  this  thrust* 
as  has  been  done  in  the  figure.  Next  take  the  general  case, 
when  the  given  points  are  not  in  these  special  positions.  Let 
them  be  any  two  points,  as  A^  and  Gy 

In  this  case,  the  point  of  application  of  the  thrust  at  the 
crown  is  not  necessarily  Ay  but  may  be  some  other  point  of  the 
crown-joint :  hence  the  quantities  to  be  determined  are  two ; 
viz.,  the  thrust  T  at  the  crown,  and  the  distance  x  of  its  point 
of  application  below  A,  Let  the  combined  weight  of  the  first 
two  voussoirs  and  their  load  be  P^,  and  the  horizontal  distance 
of  A^  from  a  vertical  line  through  the  centre  of  gravity  of  /*,  be 

«.. 

Let  jPa  be  the  combined  weight  of  the  first  three  voussoirs 
and  their  load,  and  let  a^  be  the  horizontal  distance  of  G^  from 
a  vertical  line  through  the  centre  of  gravity  of  P^. 

Let  the  vertical  depth  of  A^  below  A  be  A„  and  that  of  G^ 
below  A  be  A,.  Then,  taking  moments  about  A^  and  G^  respec- 
tively, we  shall  have 

T(h^  -  ^)  =  Pxa^    and     7\K  -  ^)  =  P^<^^, 

two  equations  to  determine  the  two  unknown  quantities.  T  and 
Xy  which  can  easily  be  solved  in  any  special  case ;  and  the  result- 
ing line  of  resistance  can  be  drawn,  which  will  pass  through  the 
two  given  points. 

§  264.  Dr.  Scheffler's  Method  of  Determining  the  Possi- 
bility of  Passing  a  Line  of  Resistance  within  the  Arch- 
Ring.  —  In  using  Scheffler's  method  of  determining  whether  it 
is  possible  to  pass  a  line  of  resistance  within  the  arch-ring  or 
not,  we  should  proceed  as  follows ;  viz.,  — 

First  pass  a  line  of  resistance  through  i,  the  top  of  the 
crown-joint  (Fig.  280),  and  e,  the  inside  of  the  springing-joint. 
If  this  line  lies  wholly  within  the  arch-ring,  it  proves  that  a 
line  of  resistance  can  be  drawn  within  the  arch-ring. 

If  this  line  of  resistance  does  not  pass  entirely  within  the 
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arch-ring,  proceed  as  follows :  Suppose  the  line  thus  drawn  to 
be  labcde,  passing  without  the  arch-ring  on  both  sides,  as 
shown  in  the  figure.  Then  from  a^  the  point 
where  it  is  farthest  from  the  extrados  of  the  arch- 
ring,  draw  a  normal  to  the  extrados,  and  find  the 
point  where  this  normal  cuts  the  extrados  :  in  this 
case,  a  is  the  point  in  question.  In  this  way 
determine  also  the  point  7,  where  the  normal 
from  d  cuts  the  intrados ;  then  pass  a  new  line 
of  resistance  through  the  points  a  and  7,  deter- 
mining the  thrust  and  its  point  of  application.  If  this  new 
line  of  resistance  lies  within  the  arch-ring,  then  it  is  plain  that 
it  is  possible  to  draw  a  line  of  resistance  within  the  arch-ring ; 
if  not,  it  is  not  at  all  probable  that  it  is  possible  to  draw  such  a 
line. 

If  the  line  of  resistance  drawn  through  i  and  e  goes  outside 
the  arch-ring  only  beyond  the  extrados,  as  at  a,  we  should  draw 
our  second  line  of  resistance  through  a  and  e ;  if,  on  the  other 
hand,  it  goes  outside  only  below  the  intrados,  as  at  d,  we  should 
draw  our  second  line  through  i  and  7. 

In  the  construction,  we  make  use  of  a  slice  of  the  arch  in- 
cluded between  two  vertical  planes  a  unit  of  distance  apart ;  and 
we  take  for  our  unit  of  weight  the  weight  of  one  cubic  unit  of 
the  material  of  the  voussoirs,  so  that  the  number  of  units  of 
area  in  any  portion  of  the  face  of  the  arch  shall  represent  the 
weight  of  that  portion  of  the  arch. 

We  next  draw,  above  the  arch,  a  line  {DD^  in  Fig.  281), 
straight  or  curved,  such  that  the  area  included  between  any 
portion  of  it,  as  Z>,A.  the  two  verticals  at  the  ends  of  that  por- 
tion, and  the  extrados  of  the  arch-ring,  shall  represent  by  its 
area  the  load  upon  the  portion  of  the  arch  immediately  below 
it.  This  line  will  limit  the  load  itself  whenever  this  is  of  the 
same  material  as  the  voussoirs  ;  otherwise  it  will  not.  We  shall 
always  call  it,  however,  the  extrados  of  the  load. 
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The  mode  of  procedure  will  best  be  made  plain  by  the  solu* 
tion  of  examples ;  and  two  will  be  taken,  in  the  first  of  which 
only  one  trial  is  necessary  to  construct  a  line  of  resistance  that 
shall  lie  wholly  within  the  arch-ring,  and,  in  the  second,  two 
trials  are  necessary. 

Example.  —  The  half-arch  under  consideration  is  shown  in 
Fig.  281,  (rG^4  being  the  intrados,  AA^  the  extrados  of  the  arch, 


Fig.  281. 


and  DD^  the  extrados  of  the  load.     The  arcs  GG^  and  AA^  are 
concentric  circular  arcs.     The  data  are  as  follows  :  — 

Span  =  2{G^0)  =  6.00  feet, 

Rise  ^  GO         =  0.50  foot, 

Thickness  of  voussoirs  =  AG  =  A^G^      =0.75  foot, 

Height  of  extrados  of  load  above  A  =  AZ>        =  0.80  foot. 

The  position  of  the  joints  is  not  assumed  to  be  located.  We 
therefore  draw  through  A  a  horizontal  line  AB,  and  divide  this 
into  lengths  nearly  equal,  unless,  as  is  usual  near  the  springing, 
there  is  special  reason  to  the  contrary.  Thus,  we  make  the  first 
three  lengths  each  equal  to  i  foot,  and  thus  reach  a  vertical 
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through  G^ ;  and  then  the  last  division  has  a  length  of  0^4  foot. 
We  have  thus  divided  the  half-arch  and  its  load  into  four  parts; 
viz.,  GDD,H,,  H.D^DJi^,  H^DJ^fi^,  and  G^DJD^A^  the  loads 
on  these  respective  portions  being  represented  by  their  areas 
respectively.  We  assume  the  centre  of  gravity  of  each  load  to 
lie  on  its  middle  vertical ;  and  we  then  proceed  to  determine  the 
numerical  values  of  the  several  loads,  the  distances  of  their 
centres  of  gravity  from  a  vertical  through  the  crown,  also  the 
amount  and  centre  of  gravity  of  the  first  and  second  loads 
together,  then  of  the  first,  second,  and  third,  etc. 

The  work  for  this  purpose  is  arranged  as  follows  :  — 


(1)  1  («) 

(«) 

(4) 

(6) 

(6) 

(7) 

C8) 

(») 

(10) 

Number  of 
Voussoir. 

Height. 

Area. 

Lever 

Arm. 

Moment. 

Partial  Sums. 

Area. 

Moment. 

Lever 

Aim. 

I 
2 

3 
4 

1.00 
1.00 
1.00 
0.24 

'•57 
1.68 
1,90 
1.72 

1.570 
I.6S0 
1.900 
0413 

0.50 
1.50 
2.50 
312 

0.785 
2.520 
4.750 
1.287 

I 

1  +  2 

1  +  2+3 

1+2+3+4 

1.570 

3250 
5.150 

5563 

0.785 

3-305 
8.05s 
9.342 

0.500 
1. 01 7 

1-563 
1.680 

- 

324 

- 

5-563 

- 

9.342 

- 

- 

- 

- 

Column  (i)  shows  the  number  of  the  voussoir. 

"  (2)  gives  the  horizontal  lengths  of  the  several  trape- 
zoids. 

"        (3)  gives  the  middle  heights  of  the  trapezoids. 

"  (4)  gives  the  areas  of  the  trapezoids,  and  is  obtained  by 
multiplying  together  the  numbers  in  (2)  and  (3). 

"  (S)  gives  the  distances  from  A  to  the  middle  lines  of 
the  trapezoids. 

"  (6)  gives  the  products  of  (4)  and  (5),  giving  the  moments 
of  the  respective  loads  about  an  axis  through  A 
perpendicular  to  the  plane  of  the  paper. 


Digitized  by 


Google 


/?A\  SCH£FFLER*S  METHOD, 


809 


Cohiinn  (7)  merely  indicates  the  successive  combinations  of 
voussoirs. 
"        (8)  has  for  its  numbers,  — 

I®.  The  area  representing  the  first  load. 
2°.  The  area  representing  the  first  two  loads. 
3*^.  The  area  representing  the  first  three. 
4°.  The  area  representing  the  first  four. 
"        (9)  has  for  its  numbers,  — 

1°.  The  moment  of  the  first  load  about  A, 
2°.  The  moment  of  the  first  and  second  loads 

about  A. 
3*^.  The  moment  of  the  first,  second,  and  third 

loads  about  A, 
4**.  The  moment  of  the  first,  second,  third,  and 
fourth  loads  about  A. 
"        (10)  is  obtained  by  dividing  column  (9)  by  column  (8) ; 
the   quotients    being    respectively   the   distance 
from  A  to  the  centres  of  gravity  of  the  first,  of 
the  first   and   second,  of  the  first,  second,  and 
third,  and  of  the  first,  second,  third,  and  fourth 
loads. 
The  calculation  thus  far  is  purely  mathematical,  and  merely 
furnishes  us  with  the  loads  and  their  points  of  application ;  in 
other  words,  furnishes   us   the   data  with  which  to  begin  our 
calculation  of  the  thrust.     Before  passing  to  this,  it  should  be 
said,  however,  that  we  now  assume  the  joints   to  be  drawn 
through  the  points  A^,  A^,  A^  and  A^,  and  generally  normal  to 
the  extrados  of  the  arch. 

In  this  proceeding,  we,  of  course,  make  an  error  which  is 
very  small  near  the  crown  and  increases  near  the  springing  of 
the  arch  ;  this  error,  in  the  case  of  voussoir  A^A^G^G^,  amounts 
to  the  difference  of  the  two  triangles  A^GJI^  and  A^G^H^.  A 
manner  of  making  a  correction  by  moving  the  joint  will  be 
explained  later ;  but  now  we  will  complete  our  example,  as  the 
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errors  are  not  serious  in  this  example.  We  now  pass  a  line  of 
resistance  through  A^  the  upper  point  of  the  crown-joint,  and 
G^4,  the  lower  point  of  the  springing.  For  this  purpose  take 
moments  about  G^ ;  and  we  shall  have,  if  Z  =  thrust  at  the 
crown 

1.25^=  (5.563X3-  1.68), 


since  5.563  is  the  whole  weight,  and  3  —  1.68  is  its  leverage 
ut  G^ 
Hence 


about  G^  J 


1.252"=  (5.563)  (1.32)  =  7.343 
.-.     r^s.Sy. 

Hence  we  proceed  to  draw  a  line  of  resistance  through  Ay 
assuming,  as  the  horizontal  thrust,  5.87.  To  do  this  we  proceed 
as  follows :  From  a^  the  point  of  intersection  of  AD  with  the 
vertical  through  the  centre  of  gravity  of  the  first  trapezoid,  we 
lay  off  ab  to  scale  equal  to  5.87,  and  then  lay  off  bC  vertically 
to  scale  equal  to  1.57,  the  first  load ;  then  will  Ca  be  the  result- 
ant pressure  on  joint  -^,(7,,  and  its  point  of  application  will  be 
Py  which  gives  us  one  point  in  the  line  of  resistance.  To 
obtain  the  point  P,,  we  lay  off  Aa^  =  1.017,  the  lever  arm  of 
the  first  two  loads  ;  then  lay  off  ajb^  =  5.87,  the  thrust ;  then 
lay  off  ^,C,  equal  to  3.25,  the  weight  of  the  first  two  loads. 
Then  will  C^a^  be  the  pressure  on  the  second  joint ;  and  the 
point  /*„  or  its  point  of  application,  is  at  the  intersection  of 
Cxtf,  with  A^G^. 

Then  lay  off  Aa^  =  1563,  ajb^  =  5.87,  b^C^  =  5.150;  and 
/'a,  the  next  point  of  the  line  of  resistance,  is  the  intersection 
of  C^^  with  Afiy  Then  lay  off  Aa^  =  1.680,  aj>^  =  5.87, 
b^C^  =  5.563;  and  C^a^  is  the  pressure  on  the  springing,  and 
this  will  intersect  Afi^  at  G^  unless  some  mistake  has  been 
made  in  the  work.  Then  is  APP^P^G^  the  line  of  resistance 
through  A  and  G^  and  this  lies  entirely  within  the  arch-ring. 


Digitized  by 


Google 


SCHEFFLER'S  MODE   OF  CORRECTING    THE  JOINTS,     8ll 


Hence  we  conclude  that  it  is  possible  to  draw  a  line  of  resist- 
ance within  the  arch-ring  without  having  recourse  to  another 
trial 

§  265.  Sche£3er's  Mode  of  Correcting  the  Joints.  —  The 
following  is  the  approximate  construction  given 
by  Scheffler  for  correcting  the  joint :  Let  DCG 
be  the  side  of  the  trapezoid,  and  CH  the  uncor- 
rected joint.  From  by  the  middle  point  of  GH, 
draw  Db;  then  draw  Gc  parallel  to  bD,  and  ch 
parallel  to  CH,     Then  will  ch  be  the  corrected 


Fig.  a8a. 


jomt. 

Conversely,    having    given    the 

joint  CHy  to  find  the  side  of  the  trapezoid  which 

limits  the  portion  of  the  load  upon  it :  through 

C  draw  DG  vertical ;  join  D  with  b^  the  middle 

point  of   GH ;    then  draw  Cg  parallel  to  Db ; 

then,  from  g,  drawing  dg  vertical,  we  thus  have 

the  desired  side  of  the  trapezoid. 

§  266.  Another  Example.  —  Another  example  will  now  be 

solved,  which  necessitates  two  trials,  and  where  some  of  the 

joints  have  to  be  corrected.    It  is  practically  one  of  Scheffler's. 

The  dimensions  of  the  arch  are  as  follows :  -r 


Half-span 32.97  feet. 

Rise 24.74  feet. 

Thickness  of  ring 5.15  feet. 

Height  of  load  at  crown   .    .    .    .  ■ 8.24  feet. 

Height  of  load  at  springing 33*5^  feet. 

The  arch  may  be  drawn  by  using,  for  the  intrados,  two 
circular  arcs.  Beginning  at  the  springing,  draw  a  60°  arc  with 
a  radius  of  one-fourth  the  span  ;  then,  with  an  arc  tangent  to 
this  arc,  continue  to  the  crown,  the  proper  rise  having  been 
previously  laid  off.     The  work  for  drawing  a  line  of  resistance 
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through   the  top  of  the  crown-joint  and   the   inside  of  the 
springing  will  be  given  without  comment.     It  is  as  follows:— 


(1) 

(«) 

(») 

(4) 

(«) 

(6) 

(7) 

(S) 

(•) 

(10) 

II 

Length. 

Height. 

Area. 

Lever 

Mo- 

Paitia]  Sums. 

Area. 

MomenL 

Lew 

i  ^ 

Ann. 

mcaL 

Am. 

^^ 

, 

8.24 

14.1 

1 16.18 

4.12 

479 

I 

116.18 

479 

4.1: 

2 

8.24 

Id4 

»35M 

12.36 

1670 

1  +  2 

251-32 

2149  ,     8.55 

3 

8.24 

18.3 

150.79 

20.60 

3106 

I-H...+3 

402. 1 1 

5255     »3-07 

4 

4.^3 

22.6 

93-34 

26.79 

2500 

x+.  ..+4 

495-45 

7755 

15.65 

5 

4.13 

27.1 

1 1 1.92 

30.92 

3461 

I+...-H5 

607.37 

11216 

1846 

6 

5M 

34.7 

178.36 

35-55 

6341 

I+.  ..•f6 

78573 

>7557 

22.34  1 

- 

- 

- 

78573 

- 

17557 

- 

- 

■ 
1 

29.897'  «=  (785.73)  (32.97  -  22.34), 
29.897^  =  8352.31 

••.     T  «  279.4. 

Hence  we  construct  the  line  of  resistance  passing  through  the 
top  of  the  crown-joint  and  the  inside  of  the  springing,  using 
the  thrust  279.4. 

The  construction  is  shown  in  the  figure,  and  is  entirely 
similar  to  that  previously  used,  with  the  single  exception  that 
the  upper,  instead  of  the  lower,  half  of  the  rectangle  is  used, 
in  each  case,  in  constructing  the  parallelogram  of  forces,  to 
determine  the  pressure  on  each  joint :  this  is  merely  a  matter 
of  convenience.  The  student  will  readily  identify  this  first 
line  of  resistance,  and  will  see  that  it  goes  outside  the  arch- 
ring  both  above  and  below,  being  farthest  above  the  extrados 
at  the  first  joint  from  the  crown,  and  farthest  inside  of  the 
intrados  opposite  the  first  joint  from  the  springing.     Hence  we 
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proceed  to  pass  a  new  line  of  resistance  through  the  top  of  the 
first  joint  from  the  crown,  and  the  inside  of  the  first  joint  from 
the  springing. 


Fig.  384. 


For  this  purpose  we  do  not  need  to  make  out  a  new  table, 
as  it  is  not  necessary  to  insert  any  new  joints.  We  need  only 
two  more  dimensions,  i.e.,  the  vertical  depth  of  each  of  these 
points  below  the  top  of  the  crown :  these  depths  are  respec- 
tively 2.38  and  21.85. 

Hence  we  proceed  as  foUo^ws : — 
Let  T  =  thrust  at  the  crown, 

X  =  distance  of  its  point  of  application  below  the  top  of 
the  crown-joint. 

i^  Take  moments  about  the  upper  one  of  the  two  points, 
and  we  have 

r(2.38  —  ;ip)  =  (i  16.18)  (S.24  —  4.12)  =  478.66, 
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2^.  Take  moments  about  the  lower  one  of  the  two  points, 
and  we  have 

7X21.85  —  X)  —  (607.37)  (30.90  -  18.46)  =s  745^-50- 
Solving  these  equations,  we  obtain 

^=  35S.9*    •*  =  1-046. 

Hence  we  lay  off  on  the  crown-joint  a  distance  1.046  below  the 
top  of  the  crown-joint,  and  through  this  point  draw  a  horizontal 
line,  this  line  being  the  line  of  action  of  the  thrust.  Then, 
making  the  construction  for  a  new  line  of  resistance  just  as 
before,  only  using  this  new  point  of  application  of  the  thrust, 
and  using  for  thrust  358.9,  we  shall  obtain  a  new  line  of  resist- 
ance, which  passes  through  the  desired  points  ;  and,  since  this 
line  lies  within  the  arch-ring,  we  therefore  conclude  that  it  is 
possible  to  draw  a  line  of  resistance  within  the  arch-ring. 

Another  method  of  drawing  a  line  of  resistance  frequently 
pursued  is  the  following :  — 

After  determining  the  loads  on  the  successive  voussoirs, 
and  also  the  thrust  for  the  particular  line  of  resistance  which 
we  wish  to  draw,  layoff  these  loads  and  thrust  to  scale  in  their 
proper  order  and  directions,  and  construct  a  force  polygon 
(see  §  126),  then  construct  the  corresponding  frame  (equilib- 
rium polygon),  which  shall  have  its  apices  on  the  vertical  lines 
passing  through  the  centres  of  gravity  of  the  loads  as  drawn  in 
the  figure  of  the  arch.  The  intersections  of  the  lines  of  the 
frame  with  the  joints  give  us  points  of  the  line  of  resistance, 
and  the  line  of  resistance  can  be  drawn  by  joining  them. 

Thus,  applying  the  solution  to  Fig.  281,  we  lay  off 
ab  =  1.570,  be  =  1.680, 

cd  =  1.900,  de  =  0.413. 

Also,  lay  off 

oa  =  5.87, 

and  draw  the  lines  ob^  oc^  od^  and  oe. 


I 
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Then  from  A  draw  Aa  parallel  to  oa^  then  draw  aa^  parallel 
to  oby  a^a^  parallel  to  oc,  a/i^  parallel  to  od,  and  a^^  parallel  to 
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Off  this  last  prolonged  backwards  of  course  passes  through.  G^ ; 
then  will  the  line  of  resistance  be  obtained  by  joining  the  points 

The  last  figure  on  preceding  page  shows  the  same  method 
applied  to  Fig.  284. 

In  these  examples  the  entire  arch-ring  has  been  used  instead 
of  the  middle  third  or  other  limits,  so  as  to  make  the  figures 
comparable  with  Figs.  281  and  284;  but  of  course  in  practice 
the  middle  third  should  be.  used  instead  of  the  entire  arch- 
ring. 

§  267.  Examples. — Four  more  examples  will  now  be  given 
to  be  worked  out  by  the  student.  The  dimensions  are  approx- 
imately those  given  in  some  of  Scheffler's  examples. 

Example  I. — Half-span  =,  CD  =  65.16  feet,  rise  =  FD  = 
13.85  feet,  AF^  5.32  feet,  AE  =  6.40  feet.  The  arcs  CP  and 
AG  are  concentric  circular  arcs.  Given  width  of  first  five 
horizontal  divisions  of  line  AB\  counting  from  Aj  each  10.66 
feet;  width  of  sixth  division,  11.86  feet;  of  seventh,  2.2  feet. 
Determine  the  possibility  of  drawing  a  line  of  resistance  in  the 
arch-ring. 


Fig.  985. 

Example  II.— Half-span  =  63.98  feet,  rise  =  FD  =  31.99 
feet,  AF  =  CG  =z  5.32  feet,  AE  =  2.13  feet.  The  intrados  and 
extrados  of  this  arch  are  seven  centred  cwrals,  both  drawn  from 
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the  same  centres.  Beginning  at  the  springing,  an  arc  with  a 
radius  of  21  feet  is  drawn,  subtending  39**;  the  curve  is  con- 
tinued by  a  curve  subtending  24^  and  having  a  radius  of  35-55 
feet.  From  F  an  arc  subtending  10°  is  drawn  from  a  centre 
on  FD  produced,  and  with  a  radius  of  152  feet;  the  curve  ia 
completed  by  an  arc  connecting  the  second  and  last. 

-,E 


Fig.  386. 


Given  horizontal  width  of  each  of  first  six  divisions,  counting 
from  A^  10.66  feet ;  horizontal  width  of  seventh  division,  5.32 
feet.     Determine  the  possibility  of  drawing  a  line  of  resistance 


in  the  arch-ring. 


Fig.  287. 


Example  III.  —  Given  span  =  74.18  feet;  rise  =  45.83 
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feet;  radius  of  intrados  =  82.42  feet;  radius  of  extrados  = 
91.18  feet ;  height  of  load  at  crown  =  8.24  feet ;  width  of  each 
of  five  divisions  nearest  crown  =  8.24  feet;  width  of  sixth 
stone  =  4.13  feet.  Determine  the  possibility  of  drawing  a  line 
of  resistance  within  the  arch-ring. 

Example  IV.  —  Given  span  =  37.07  feet;  thickness  of 
ring  =  AB  =  3.08  feet ;  height  of  load  =  BC  =  82.42  feet 
Determine  the  possibility  of  drawing  a  line  of  resistance  within 
the  arch-ring. 


Fig.  a88. 


§  268.  Criterion  of  Stability.  —  It  has  already  been  stated, 
that,  if  a  line  of  resistance  can  be  drawn  within  the  arch-ring, 
then  the  true  line  of  resistance  will  lie  within  the  arch-ring. 
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With  those  who,  like  Scheffler,  consider  the  material  of  the 
voussoirs  incompressible,  the  criterion  of  stability  of  an  arch  is, 
that  it  should  be  possible  to  draw  a  line  of  resistance  within  the 
arch-ring. 

On  the  other  hand,  Rankine  would  decide  upon  the  stability 
of  an  arch  by  determining  whether  a  line  of  resistance  can  be 
drawn  within  the  middle  third  of  the  arch-ring. 

Other  limits  have  been  adopted  instead  of  the  middle  third. 
In  some  cases  the  only  reason  for  deciding  upon  what  these 
limits  should  be  has  been  custom  or  precedent. 

They  might  also  be  determined  so  that  there  should  be  no 
danger  of  exceeding  the  crushing-strength  of  the  stone. 

It  is  needless  to  say  that  the  first  method  \^,  incorrect ;  for 
the  material  of  the  voussoirs  is  never  incompressible,  and  an 
arch  where  the  true  line  of  resistance  touches  the  intrados  or 
extrados  could  not  stand,  as  the  stone  would  be  crushed. 

Nevertheless,  no  example  will  be  solved  here,  where  we  de- 
termine the  possibility  of  drawing  a  line  of  resistance  within 
the  middle  third,  or  other  limits  than  the  entire  arch-ring,  as  the 
method  of  procedure  is  entirely  similar  to  what  we  have  done, 
the  computation  of  the  entire  table  being  the  same  in  all  cases, 
the'  only  difference  occurring  in  the  computation  of  the  thrust 
and  its  point  of  application,  and  the  consequent  construction  of 
the  line  of  resistance.  The  method  to  be  pursued  is,  as  before, 
by  taking  moments  about  the  points  through  which  it  is  desired 
that  the  line  of  resistance  shall  pass. 

§  269.  Unsymmetrical  Arrangement.  —  When  the  arch  is 
unsymmetrical,  either  in  form  or  loading,  the  same  criterion  as 
to  being  able  to  pass  a  line  of  resistance  within  the  middle  third 
or  other  limits  of  the  arch-ring  will  serve  to  determine  its  sta 
bility.  The  method  of  procedure  differs,  however,  from  the  fact, 
that  whereas  we  have  heretofore  found  it  necessary  to  study 
only  the  half-arch  and  its  load,  and  have  had  the  advantage  of 
knowing,  from  the  symmetry  of  arch  and  load,  that  the  thrust  at 
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the  crown  is  horizontal,  we  have  not  that  advantage  here,  and 
hence  we  must  study  the  entire  arch,  and  we  must  assume  that 
the  thrust  at  the  crown  may  be  oblique,  and  hence  have  a  verti- 
cal as  well  as  a  horizontal  component 

In  this  case  it  will  be  necessary  to  have  three  instead  of  two 
points  given,  in  order  to  determine  a  line  of  resistance. 

If  we  assume  (Fig.  289)  a  vertical  joint  at  the  crown,  and  let 
P  =  vertical  component  of  the  thrust  at 
the  crown,  A  =  horizontal  component  of 
the  thrust  at  the  crown,  x  =  distance 
of  point  of  application  of  thrust  at  the 
crown  below  upper  point  of  crown-joint, 
pj^  -  we  have  thus  three  unknown  quantities, 

and  we  shall  therefore  need  three  equa- 
tions to  determine  them. 

In  this  case,  therefore,  we  must  have  three  points  of  the  line 
of  resistance  given,  in  order  to  determine  it ;  and  a  reasoning 
similar  to  that  pursued  in  §  263  would  show  that  a  line  of  re- 
sistance can  always  be  passed  through  any  three  given  points. 

In  performing  the  work,  we  should  need  to  make  out  a  table 
for  the  part  of  the  arch  on  each  side  of  the  crown-joint,  show- 
ing the  loads,  and  centres  of  gravity  of  the  loads,  on  each  vous- 
scir,  and  on  combinations  of  the  first  two,  first  three,  etc. ;  this 
portion  of  the  work  being  entirely  similar  to  that  done  in  the 
«ase  of  arches  of  symmetrical  form  and  loading,  only  that  we 
require  a  separate  table  for  the  parts  on  each  side  of  the  crown- 
joint. 

When  these  two  tables  have  been  worked  out,  we  next  pro- 
ceed to  impose  the  conditions  of  equilibrium  by  taking  moments 
about  each  of  the  three  points  given. 

Thus,  suppose  that  (as  is  usually  done  first)  we  pass  a  fine 
of  resistance  through  the  top  of  the  crown-joint  and  the  inside 
of  each  springing-joint,  we  then  have  only  two  unknown  quan- 
tities to  determine ;  viz.,  P  and  Q^  inasmuch  as  x  becomes  zero. 
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Hence  we  take  moments  about  the  inner  edge  of  each  oi*  the 
springing-joints. 

In  taking  moments  about  the  inner  edge  of  the  left-hand 
springing-joint,  we  impose  the  conditions  of  equilibrium  upon 
the  forces  acting  on  that  part  of  the  arch  that  lies  to  the  left  of 
the  crown-joint.  These  forces  are,  (1°)  its  load  and  weight, 
which  tend  to  cause  right-handed  rotation  ;  (2°)  the  horizontal 
component  of  the  thrust  exerted  by  the  right-hand  portion  upon 
the  left-hand  portion ;  (3°)  the  vertical  component  P  of  the  thrust 
exerted  by  the  right-hand  portion  upon  the  left-hand  portion. 

It  is  necessary  to  adopt  some  convention,  in  regard  to  the 
sign  of  P,  to  avoid  confusion :  and  it  will  be  called  positive 
when  the  vertical  component  of  the  thrust  exerted  by  the  right- 
hand  portion  on  the  left-hand  portion  is  upwards;  when  the 
reverse  is  the  case,  it  is  negative. 

We  next  take  moments  about  the  inner  edge  of  the  right- 
hand  springing-joint,  and  impose  the  conditions  of  equilibrium 
upon  the  forces  acting  upon  the  right-hand  portion  of  the  arch. 
In  doing  this,  we  must  observe  that  we  have  for  these  forces, 
(1°)  the  weight  and  load  which  tend  to  cause  left-handed  rota- 
tion ;  (2°)  the  horizontal  component  Q  of  the  thrust  exerted  by 
the  left-hand  portion  upon  the  right-hand  portion,  —  this  acts 
towards  the  right ;  (3°)  the  vertical  component  P  of  the  thrust 
exerted  by  the  left-hand  portion  upon  the  right-hand  portion ; 
and  this,  when  positive,  acts  downwards. 

Having  determined  the  values  of  Q  and  P,  we  next  proceed 
to  draw  the  line  of  resistance,  by  the  use  of  either  of  the  methods 
employed,  with  symmetrical  arches,  observing  only  that  the 
thrust,  i.e.,  the  resultant  of  P  and  (2>  is  now  oblique,  and  that  it 
acts  in  opposite  directions  on  the  two  sides  of  the  crown-joint. 

Having  drawn  this  line  of  resistance,  if  we  find  that  it  passes 
outside  of  the  arch-ring,  we  draw  normals  through  the  points 
where  it  is  farthest  from  the  arch-ring,  and  thus  obtain  three 
points  through  which  to  draw  a  line  of  resistance :  then,  taking 
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moments  about  each  of  these  three  points,  we  determine,  from 
the  three  resulting  equations,  values  of  Qt  P^  and  x,  and  pro- 
ceed to  draw  our  new  line  of  resistance ;  and,  if  this  does  not 
pass  entirely  within  the  arch-ring,  it  is  not  at  all  probable  that 
a  line  of  resistance  can  be  drawn  within  the  arch-ring.  All  the 
above  will  be  made  clearer  by  the  following  example :  — 

Example.  —  Given  an  unsymmetrical  circular  arch,  shown 
in  the  figure,  the  intrados  and  extrados  being  concentric 
circles,  EM  =  4',  HF  =  i'.8s,  radius  of  EHF  =  6,  AH  =  o'.s, 
AK  =  o'.8,  to  determine  the  possibility  of  drawing  a  line  of 
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resistance  in  the  arch-ring.  The  tables  following  show  the 
mode  of  dividing  up  the  load,  and  getting  the  centres  of 
gravity,  also  the  mode  of  arranging  the  work  for  this  pur- 
pose. 
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LEFT-HAND  PORTION. 


II 

Width, 

Height. 

Area. 

Lever 
Ann. 

Moment. 

Partial 
Sums. 

Aiea. 

Moment 

Uver 
Ann. 

I 

2 

3 
4 

5 

1.00 
1.00 
1.00 
1.00 
0-33 

132 
148 
1.84 
2.42 
2.63 

^.32 
148 
1.84 

2.42 
0.87 

0.50 
1.50 
2.50 

3-50 
4.17 

0.660 
2.220 
4.600 
8.470 
3-628 

I 

I   +2 

1  +  2  +  3 

I  +  ...+  4 
1+...+  5 

132 

2.80 

4.64 
7.06 

7.93 

0.660 

2.880 

7.480 

15.950 

19.578 

0.50 
103 
I.61 
2.26 
247 

- 

- 

- 

7.93 

- 

19.578 

.     - 

- 

- 

RIGHT-HAND  PORTION. 


I 

2 

Width. 

Height. 

Area. 

Lerer 
Ann. 

Moment. 

Partial 
Sums. 

Area. 

Moment. 

Lever 
Arm. 

1.00 
1.00 

>-32 
1.48 

>-32 
1.48 

0.50 
1.50 

0.660 
2.220 

I 

I  +  2 

»-32 

2.80 

0,660 
2.880 

0.50 
1.03 

- 

- 

- 

2.80 

- 

2.880 

- 

- 

- 

- 

Now  take  moments  about   the  left-hand  springing  inner 
edge,  and  we  have 

2.02Q  +  4^=  7.93(4  -  2.47)  =  12.1239. 

Then  take  moments  about  the  right-hand  springing  inner  edge, 
and  we  have 

0-79C  +  i.8S-P=  2.80(1.85  -  1^3)  =  2.3240. 

Solving  these  two  equations  gives  us 

Q  =  4.602, 
P  =  0.707. 


Digitized  by 


Google 


824  APPLIED  MECHANICS, 

If  R  represent  the  resultant  of  P  and  fi,  we  have 


R  =  V/*  -h  ^  =  4.66 ; 

hence  we  proceed,  as  follows,  to  pass  a  line  oi  resistance 
through  the  top  of  the  crown-joint  and  the  inner  edge  of 
each  springing: —  ^ 

Through  the  top  of  the  crown  draw  a  horizontal  line  BAC 
Lay  off  Aa  =  4.602  and  ab  =  0.707,  and  draw  Ab ;  then 
Ab  =  4.66  represents,  in  direction  and  magnitude,  the  thrust 
at  the  crown.  Using  this  thrust  in  the  same  way  as  we  did  the 
horizontal  thrust  in  the  case  of  symmetrical  arches,  we  obtain 
the  line  of  resistance  EdAF^  which  is  farthest  outside  of  the 
arch  at  d;  hence,  drawing  a  normal  to  the  arch  from  d^  we  ob- 
tain r,  the  upper  edge  of  the  first  joint  from  the  crown.  Hence 
we  proceed  to  pass  a  new  line  of  resistance  through  E^  r,  and  F, 

To  do  this  we  must  assume  C  P,  and  x  all  unknown. 

i^.  Take  moments  about  i?,  and  we  have 

(2.02  —  x)Q  H-  4/^=  12.1239. 

2®.  Take  moments  about  F,  and  we  have 
(0.79  —  x)Q  —  1.86/'=  2.3240. 

3®.  Take  moments  about  ^,  and  we  have 

(0.078  ~  x)Q  -h  P=  (1.32)  (0.50)  =  0.66. 
Solving  these  three  equations,  we  obtain 

Q  =  4.9i> 
P  =  0.64, 
X  =  0.074. 
Hence 


R  =  V^T^  =  495- 

Hence,  if  we  lay  off  a  distance  0.078  below  A,  we  shall  have 
the  point  on  the  crown-joint  at  which  the  thrust  is  applied; 
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and  making  the  same  kind  of  construction  as  we  just  made, 
only  using  this  point  instead  of  A^  and  these  new  values  of  Q 
and  Py  we  construct  the  second  line  of  resistance.  The  con- 
struction is  omitted  in  order  not  to  confuse  the  figure ;  but  the 
line  of  resistance  is  drawn,  and  the  student  can  easily  make 
the  construction  for  himself.  It  will  be  seen,  that,  in  this 
case,  this  new  line  of  resistance  lies  entirely  within  the  arch- 
ring. 

§  270.  General  Remarks.  —  Whenever  there  are  also  hor- 
izontal external  forces  acting  upon  the  arch,  these  should  be 
taken  into  account  in  imposing  the  conditions  of  equilibrium. 

It  will  be  noticed,  that,  in  the  preceding  discussion,  it  has 
always  been  assumed  that  the  load  upon  any  one  voussoir  is  the 
weight  of  the  material  directly  over  that  voussoir.  This  is  the 
assumption  usually  made  in  computing  bridge  arches-:  and  it 
may  be  nearly  true  when  the  height  of  the  load  above  the  crown 
is  not  great;  but  even  then  it  is  not  strictly. true,  and  when 
this  depth  becomes  great,  as  would  be  the  case  with  an  arch 
which  supports  the  wall  of  a  building,  it  is  far  from  true,  as  the 
distribution  of  the  load  actually  coming  upon  different  parts  of 
the  arch  must  vary  with,  and  depend  upon,  the  bonding  of  the 
masonry,  and  also  upon  the  co-efBcient  of  friction  of  the  mate- 
rial. Thus,  in  the  case  of  an  arch  supporting  a  part  of  the  wall 
of  a  building,  it  is  probable  that  the  only  part  of  the  load  that 
comes  upon  the  arch  is  a  small  triangular-shaped  piece  directly 
over  the  arch,  and  that  above  this  the  material  of  the  wall  is 
supported  independently  of  the  arch.  This  will  be  plain  when 
we  consider,  that,  were  such  an  arch  removed,  the  wall  would 
remain  standing,  only  a  few  of  the  bricks  near  the  arch  falling 
down  ;  and  though  the  number  of  bricks,  that  would  fall  would 
be  greater  while  the  mortar  is  green,  still  even  then  only  a  few 
would  drop  out. 

In  regard  to  these  matters,  we  need  experiments ;  but  thus 
far  we  have  none  that  are  reliable. 
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Then,  again,  we  have  arches  supporting  a  mass  of  sand  or 
gravel ;  and  then  the  mutual  friction  of  the  particles  on  each 
other  comes  into  play,  and  it  is  not  true  in  this  case  that  the 
load  on  any  voussoir  is  the  weight  of  the  material  directly 
above  that  voussoir.  In  some  cases  this  has  been  accounted 
as  a  mass  of  water  pressing  normally  upon  the  arch,  but  we 
cannot  assert  that  such  a  course  is  correct. 

On  the  other  hand,  there  are  cases  where,  we  know  that  an 
arch  is  subjected  to  horizontal  as  well  as  to  vertical  forces,  and 
sometimes  we  cannot  tell  how  great  these  horizontal  forces  are. 
Thus,  the  forms  of  sewers  are  an  arch  for  the  top  and  an 
inverted  arch  for  the  bottom ;  but  in  this  case  the  sides  of  the 
ditch  in  which  the  sewer  is  laid  when  building  it,  are  capable  of 
furnishing  whatever  horizontal  thrust  is  needed  to  force  the 
line  of  resistance  into  the  arch-ring,  provided  that  a  horizontal 
thrust  is  what  is  needed  to  force  it  in.  Hence  it  is,  that,  were 
the  attempt  made  to  pass  a  line  of  resistance  within  the  arch- 
ring  of  almost  any  successful  sewer,  accounting  the  load  as  the 
weight  of  the  earth  above  it,  the  line  would  almost  invariably 
go  outside ;  but  the  earth  on  the  sides  is  capable  of  furnishing 
the  necessary  horizontal  thrust  to  force  it  inside,  unless  a  care- 
less workman  has  omitted  to  ram  it  tight,  or  unless  some  other 
cause  has  loosened  it  on  the  sides  of  the  sewer. 

If  we  know,  in  any  case,  the  actual  law  of  the  distribution 
of  the  load,  we  can  determine  the  proper  form  for  the  arch  by 
the  methods  of  the  first  part  of  this  chapter,  as  was  done  in 
the  case  of  the  parabola  and  of  the  catenary.  Scheffler's 
method  is,  however,  the  one  almost  always  used  for  determin- 
ing the  stability  of  any  stone  arch  against  overturning  around 
the  joints. 

Should  there  ever  arise  a  case  where  there  was  danger  that 
the  resultant  pressure  on  any  joint  made  an  angle  with  the 
joint  greater  than  the  angle  of  friction,  this  could  be  remedied 
by  merely  changing  the  inclination  of  the  joint. 
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§  271.  General  Theory  of  the  Elastic  Arch —  In  the  case 
of  the  iron  arch,  the  loads  upon  the  arch  are  all  definitely 
known  ;  and  it  is  necessary  to  ascertain  with  certainty  the  stress 
in  all  parts  of  the  structure,  and  to  so  proportion  the  different 
members  as  to  bear  with  safety  their  respective  stresses. 

The  general  discussion  of  the  method  used  in  calculating 
such  arches  will  now  be  given ;  the  method  used  being  practi- 
cally that  followed  by  Dr.  Jacob  J.  Weyrauch,  and  explained 
more  at  length  in  his  "Theorie  der  Elastigen  Bogentrager." 

This  discussion  is  also  necessary  in  order  to  prove  the 
proposition  already  enunciated  in  §  262  ;  viz.,  that  "  for  an  arch 
of  constant  cross-section,  that  line  of  resistance  is  approximately 
the  true  one  which  lies  nearest  to  the  axis  of  the  arch-ring  as 
determined  bythe  method  of  least  squares." 

In  this  discussion  the  following  definitions  are  adopted  :  — 

1°.  The  axis  of  fhe  arch  is  a  plane  curved  line  passing 
through  the  centres  of  gravity  of  all  its  normal  sections. 

2®.  The  plane  of  this  axis  is  called  the  plane  of  the  arch. 

3°.  Tfce  axial  layer  of  the  arch  is  a  cylindrical  surface  per- 
pendicular to  the  plane  of  the  arch,  and  containing  its  axis. 

4°.  A  section  normal  to  the  axis  is  called  a  cross-section. 

S^  The  length  of  the  axis  between  two  sections  is  called 
the  length  of  arch  between  the  sections. 

The  loads  may  be  single  isolated  loads,  or  they  may  be 
distributed  loads. 

We  shall,  in  this  discussion,  assume  in  the  plane  of  the  arch 
a  pair  of  rectangular  axes,  OX  and  O  K,  positive  to  the  right  and 
upwards  respectively. 

We  will,  then,  assuming  any  point  on  the  axis  of  the  arch 
before  the  loads  are  applied,  call  ;r,  y^  the  co-ordinates  of  that 
point,  s  the  length  of  axis  from  some  arbitrary  fixed  point,  ^  the 
angle  made  by  the  tangent  line  at  that  point  with  OX,  r  the 
radius  of  curvature  of  the  axis  at  that  point,  x  -|-  dx,  y  +  dy, 
s  -j-  ds,  and  <^  +  d<l>,  the  corresponding  quantities  for  a  point 
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yi™ 


very  near  the  first  before  the  load  is  applied ;  also  we  will  denote 

by  17  the  perpendicular  distance  of 
any  fibre  from  the  axial  layer,  by  5, 
the  length  of  arc  measured  to  that 
point  where  this  fibre  cuts  the  cross- 
section  through  (jr,  y)^  and  5,  + 
dS^  the  length  of  arc  measured  on 

this  fibre  to  the  next  cross-section, 

^*°  ^*-  so  that  ds  will  be  the  distance  apart 

of  the  cross-sections  measured  on  the  axis,  and  rfS,  on  the  other 
fibre.  All  this  is  done  before  the 
load  is  applied,  and  is  shown  in 
Fig.  291 ;  while  the  changes  brought 
about  by  the  application  of  the 
loads  combined  with  change  of  tem- 
perature are  denoted  by  A's^  and 
shown  in  Fig.  292.  Thus,  x^  y^  j, 
and  0  become  respectively  x  -}- 
Ax,  y  +  Ay,  s  +  As,  and  0  +  A<p. 
Now  the  course  we  are  to  fol- 
low in  the  discussion  is,  to  imagine 
a  cross-section  dividing  the  arch  into  two  parts,  and  to  impose 
the  conditions  of  equilibrium  between  the  external  forces  acting 
on  the  part  to  one  side  of  the  section,  and  the  forces  exerted 
by  the  other  part  upon  this  part  at  the  section.  These  latter 
forces  may  be  reduced  to  the  three  following:  — 

1°.  A  normal  thrust  Tj,  uniformly  distributed  over  the  sec- 
tion, the  resultant  acting  at  the  centre  of  gravity  of  the  section. 
2^.  A  shearing-force  5^  at  the  section 
3°.  A  bending-couple  at  the  section ;  this  comprising  a 
stress  varying  uniformly  from  the  axial  layer,  and  amounting 
to  a  statical  couple,  tension  below,  and  compressions  above,  the 
axial  layer. 


Moreover,  (i)  and  (3)  combined  amount  to  a  uniformly  vary- 
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ing  stress,  the  magnitude  of  whose  resultant  is  7"^.,  its  point  of 
application  not  being  at  the  centre  of  gravity  of  the  section  ; 
this  sort  of  composition  having  been  already  exhibited  in  the 
case  of  the  short  strut  (§  207). 

Now,  let  r  be  the  radius  of  curvature  of  the  axial  layer  at 
the  section ;  and  we  have,  from  Fig.  291,  by  similar  sectors, 

ds^^  ds  -\'  yi{—d<f>)  =  /^  —  rfd<f>,  (i) 

But 

as  r 


..    ^.,  =  ^^i  +f)  =  «!{^')  (») 


Now,  if  the  loads  are  applied,  and  the  changes  take  place 
that  are  indicated  in  Fig.  292,  we  shall  have,  by  suitable  sub- 
stitutions in  (i), 

//(j,  4-  A^,)  =  d(s  4-  A^)  -  rjd{<t>  4-  A0)  ;  (3) 

and,  combining  this  with  (i)  and  (2),  we  obtain 

^Aj« 


//Aj„       /tf\s        i/\<i>\    r  ,  . 

ast^        \ds  as  Jr  -^  ri 


Now,  the  change  of  length  of  fibre  from  //r,  to  d{Sy^  +  A^,)  is 
due  to  two  causes :  (i)  the  change  of  temperature,  (2)  the  stress 
acting  on  the  fibre  normal  to  the  section. 

Let  €  =  co-eflScient  of  expansion  per  degree  temperature. 
T  =  difference  of  temperature,  in  degrees. 
p^  =  intensity  of  stress  along  the  fibre  at  section. 
E  =  modulus  of  elasticity  of  the  material. 

Then 

Py,       d^       Idt^         dA4>\     r  .. 

Hence,  solving  for  /,,  we  have 
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this  being  the  expression  for  the  stress  per  square  inch  on  the 
fibre  whose  distance  is  17  from  the  axial  layer. 

Hence  we  shall  bave^  by  summation,  if  elementary  area  = 
dA, 

and  for  the  moment  M^c  we  have,  by  taking  moments  about  the 
neutral  axis  of  the  section  (i.e.,  horizontal  line  through  its  cen- 
tre of  gravity), 

«■  -  w^  -  <^*^^,  -  -^^^, + <^1  («) 

Let  l^A  =  A,  r%  -^^  =  O,  and  observe  that  "ZridA  =  0, 

since  the  axis  passes  through  the  centre  of  gravity  of  the  seo 
tion,  and  we  have 

r-l-17  r     '^      ^  r    r  +  rf  ^  ^ 

Making  these  substitutions,  we  have 

7^  _      Id^if>       I  d£Ls\n       fd^s  \ 

E    ""  "V^T  "^  'r'dllr  ^XdT^  "^n 

Hence,  solving  for  — --  and  — -^,  we  have 
ds  ds 
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Wow,  from  Fig.  292,  we  have 

d{x  +  Ajf)  =  d{s  +  Aj)  cos  (<^  +  A<^), 
d{y  +  Ay)  =  d{s  +  Aj) sin  («^  +  A<^); 

but,  if  we  write  cos  A<^  =  i,  and  sinA<^  =  A«^ 

dx  dy 

cos(<^  +  A<^)  =  cos<^  —  A<^sin<^  =  ^ ^^-j* 

dy  dx 

sin(^  +  A^)  =s  sin^  -f  A^cos^  =  -J  +  A^-r-- 

d^x  =  -A^;.  +  ^dx  -  {^dy\A 
ds  \ds  / 

^A>^  =   +A0/2b:  +  ^dy  -j-  /^jSrA^V- 

or,  omitting  the  last  terms,  and  integrating, 

A*  =  -/A<^  +  /Ydx,  (11) 

A>^  =      fC^4>dx-\'  fYdy;  (12) 

and,  integrating  (9)  and  (10), 

Aj  ^/Yds,  (13) 

A<^  =  /Ai£f.  (14) 

In  these  four  equations  we  have 

Aj:  =  honzontal  deflection  due  to  the  loads, 
j^y  =  vertical  deflection  due  to  the  loads, 
Aj  =s  change  of  length  of  arc  due  to  the  loads, 
A^  =  change  of  slope  due  to  the  loads. 

The  three  equations  which  we  shall  have  occasion  to  use  are 
(11),  (12),  and  (14),  and  if  we  make  the  integrations  between 
the  limits  x  and  o,  they  become,  by  changing  their  order, 


^<t>^ji<t>o+  Txds,  (is) 
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Ax--    r'2(t>dy  +   rYdx,  (16) 

Ay  =  rA<t>dx  +  r"K^,  (17) 

t/«.o  «/jr-o 

where  J0o  »s  the  change  of  slope  for  jr  =  a 
If,  now,  we  write 


we  shall  have 


-^•  =  :^+:£5'  <'9) 


A-=^.-^,  (20) 


or  if  we  neglect  the  effect  of  temperature,  we  may  write 

X  =  M,,  (22) 

Y=-P,.  (23) 

Moreover,  we  may  with  very  little  error  substitute  the 
moment  of  inertia  /  for  il  in  the  value  of  M„  i.e.,  writing  this 

§  272.  Manner  of  using  the  Fundamental  Equations  to 
Determine  the  Stresses  in  an  Iron  Arch.  —  In  order  to  be 
able  to  determine  the  stresses  in  all  the  members  of  an  iron 
arch  with  any  given  loading,  we  need  to  determine  the  three 
quantities  Tj„  S^,  and  Mjc  for  each  section. 

Now,  if  we  let  R^  represent  the  thrust  at  the  section,  we 
shall  have 
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JP,=  V7VT^S7]  (l) 

and,  if  we  let  /T^  and  F^  represent  the  horizontal  and  vertical 
components  of  Rj^  respectively,  we  have  that  we  need  to  deter- 
mine the  three  quantities  //"^  F^,  and  J/^  for  each  section. 

If  we  suppose  the  arch  to  be  subjected  to  vertical  loads 
only,  we  snail  have,  if  we  let 

H  =  horizontal  component  of  thrust  at  all  points, 
V  =  vertical  component  of  left-hand  supporting  force, 
V,  =  vertical  component  of  right-hand  supporting  force. 
M  =  bending-moment  at  left-hand  support, 
M'  =  bending-moment  at  right-hand  support. 

Assume  origin  of  co-ordinates  at  left-hand  support,  and 
jr  +  to  the  right,  and  y  -f  upwards,  and  impose  the  conditions 
of  equilibrium  upon  the  forces  acting  on  the  part  of  the  arch 
between  the  section  and  the  left-hand  support ;  then  we  have, 
}i   W\s  any  one  load,  and  a  the  x  of  its  point  of  application, 

^x  =  ^,  (2) 

F,  =  F-2o'^F,  (3) 

i^^  =  i)/  +  Vx  ^  Hy  --  XfW{x  -  a),  (4) 

Hence  it  is  plain  that  the  three  quantities  which  we  need 
to  determine  are  //,  V^  and  M, 

Now  these  are  also  the  three  unknown  quantities  which  will, 
by  suitable  reductions,  become  the  three  unknown  constant 
quantities  in  equations  (27)  to  (30).  The  determination  of  these 
three  quantities  requires  three  conditions  ;  what  these  condi- 
tions are  depends  upon  the  manner  of  building  the  arch,  as  will 
be  seen  from  the  following  three  special  cases  :  — 

Case  I.  —  Let  the  arch  be  jointed  at  three  points,  viz.,  the 
two  supports,  and  one  other  point  whose  co-ordinates  are  x  = 
x^  and  y  =  y^.  Then  we  know,  that,  for  all  points  where 
there  is  a  hinge,  there  can  be  no  bending-moment.     Hence 
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J/  =  o,        J/'  =  o,      and      M,,^  =  o, 

which  are  the  three  required  conditions ;  and,  if  these  be  im- 
posed, it  is  easy  to  obtain  H^^  V^,  and  J/,,  for  every  section. 

Case  II. — Let  the  arch  be  jointed  only  at  the  ends.  Then 
J/  =  Jf  =  o  gives  us  two  conditions :  and  for  the  third  we 
have  J/  =  o ;  i.e.,  if  we  put  /  for  x  in  equation  (i6),  §  271, 
after  having  made  the  integrations,  we  have  the  third  equa- 
tion, as  this  expresses  simply  the  condition  that  the  sup- 
ports remain  at  the  same  horizontal  distance  apart  after  the 
load  is  put  on  as  before.  With  these  three  conditions  we  can 
determine  //,,  F,,  and  M^  for  all  sections. 

Case  III. — Let  the  arch  be  fixed  in  direction  at  the  ends. 
We  must  now  have  three  conditions.    These  will  be  as  follows:— 

1°.  J/  =  o  ;  i.e.,  the  supports  remain  at  the  same  horizontal 
distance  apart  after  the  load  is  applied  as  before. 

2^  idA  =  O  (A  being  the  difference  of  level  of  the  sup- 
ports) ;  i.e.,  the  supports  remain  at  the  same  vertical  distance 
apart  after  as  before  the  load  is  applied. 

3°.  J0,  =  o;  i.e.,  the  tangents  at  the  ends  make  the  same 
angle  with  each  other  after  as  before  the  load  is  applied. 

The  value  of  A<()^  is  obtained  by  integrating  (15),  §  271,  and 
then  substituting  /  for  jr,  or  //  for  y^  observing  that  A<jp^  ==  o. 

The  value  of  Al  is  obtained  by  integrating  (16),  §  271,  and 
then  substituting  /  for  x. 

The  value  of  Ah  is  obtained  by  integrating  (17),  §  271,  and 
then  substituting  /  for  x,  or  //  for^. 

In  this  case,  if  we  neglect  the  effect  of   temperature,  with 

/  for  A  omit  all  terms  containing  -,   and  also  neglect   7",  in 

(15),  (16),  and  (17)  of  %  271,  we  shall  obtain  by  making  one 
integration, 
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^-=-/§^'*'  (5) 


While  It  has  often  been  proposed  to  use  these  as  approxi- 
mately true,  nevertheless  the  degree  of  approximation  is  too 
coarse  to  render  them  suitable  to  use  in  practice. 

CIRCULAR    ARCH,    UNIFORM    SECTION,    AND    VERTICAL    LOADS. 

We  will  next  deduce  expressions  for  J0,  Ax^  and  Ay^  for  a 
circular  arch  of  constant  cross  section  and  loaded  vertically, 
and  thence  deduce  the  equations  from  which  to  determine  the 
three  quantities  M^  M\  and  H  in  any  such  case,  and  also  the 
expression  for  the  horizontal  thrust  in  an  arch  hinged  at  the 
two  springing-points,  and  symmetrical  in  form.  We  will  write 
in  place  of  £1  the  moment  of  inertia  /,  and  will  neglect  terms 

containing —,  in   equations   (15),  (16),  and   (17),  but   will   not 

neglect  T^. 

Take  the  origin  at  the  left-hand  springing-point,  and  the 
axis  of  X  horizontal. 

Observe  that  if  0  represent  the  angle  the  tangent  line  to 
the  arch  at  the  point  {x,  y)  makes  with  the  as^is  of  jr,  it  also 
represents  the  angle  subtended  by  the  radius  drawn  through 
the  point  (;r,  j)  with  the  vertical  radius,  i.e.,  that  through  the 
crown. 

Let  00  be  the  value  of  0  at  the  origin,  and  let  a  be  the 
value  of  0  at  the  point  of  application  of  any  concentrated  load 
W,  the  co-ordinates  of  this  point  being  {a,  b). 
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Let  the  co-ordinates  of  the  centre  of  the  circle  be 

^  =  r  sin  00.  -  ^  =  -  r  cos  0^; 

of  the  crown  be        ^  =  ^  sin  0^,  /  =  r  —  r  cos  0^,; 

of  the  point  of  ap- 
plication of  IV be  a  =  r(sin  0^  —  sin  a),    b  =  r(cos  a  —  cos  <t>^\ 
and   of    any  point 

on  arch,  x  =  r(sin  0^  —  sin  0),    y  =  r(cos  0  —  cos  0o). 

The  following  is  a  list  of   relations  which  can  be  easily 
proved,  and  which  are  needed  for  use  in  the  work  that  follows 
them. 
^  —  X  =  r  sin  0;  T',  =  F,  sin  0  +  ^  cos  0; 

^+j.  =  rcos0;  M^^M-^Vx^Hy-'^Wix^aY 
jc  —  a  =  r(sin  a  —  sin  0);  o 

^-a  =  rsinar;  y^^  V-^W\ 
y  ^  b  ^  r(cos  0  —  cos  or);  o 

dx'='  —  r  C06  0</0;  ° 

</>/=  —  r  sin  0^0; 
where  il/'  =  bending-moment  at  right-hand  springing-point. 
Also 

^"EP  ^-^^^      EA 

By  making  the  substitutions  indicated,  and  also  the  inte- 
grations, we  obtain  from  (15),  (16),  and  (17)  the  following:  — 

Aib  =  J0,  +  -^{(0,  -  ^){M^  Vr  sin  0,  +  ^r  cos  0) 

X 

—  Vr  (cos  0  —  cos  0o)  —  ^r  (sin  0^  —  sin  0)  +  ^Wr  (cos  0 

o 

—  COS  a)  —  ^ ^r  (or  —  0)  sin  or},  (8) 

o 

2/ar  =  ^rx ^  I  r(sin*  0^  —  sin*  0)  +  -^[sin  0^  cos  0^ 

—  sin  0  cos  0  -f-  (0o—  0)]  — -2  ^(sin*  a  —  sin*  0) }  —y^tp^ 

r* 

-  —  {iff  +  Vr  sin  0^  +  ^r  cos  0^)  [(0o  —  0)  cos  0 
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-  (sin  <t>^-%v[i  0)] — J  (cos  0  —  0o)*  ""  V  '■'"  ^^°  "  ^^ 
+  COS  0  (sin  0o  —  sin  0)  +  sin  0^  (cos  0  —  cos  0^)] 

X  X 

-f-  ^r2W  {cos  0  —  cos  ay  —  r  cos  <f>2fV  {a  —  0)  sin  a 

o  o 

+  r2lV  sin  or  (sin  a  —  sin  0) } ;  (9) 

Jy  =  ery  -  -^  (ZT  (sin'  0^  -  sin"  <t>)  -  F  [sin  0^  cos  0^ 

—  sin  0  cos  0  —  (0o  —  0)]  —  2JV  [sin  0  cos  0  -f-  sin  a  cos  a 

o 

+  («-0)]l  +  *^0o+^{(^+  Frsin0, 

+  Ifr  cos  0o)  [(cos  0  —  cos  0o)  —  (0O  —  0)  sin  0] 

—  ^Ifr  (sin  0o  —  sin  0)* [—  cos  0^  (sin  0^  —  sin  0) 

X 

—  sin  0  (cos  0  —  cos  0^)  +  (0^  —0)1  +  sin  (p2}Vr  {a 

o 

X 

—  0)  sin  a  —  ^  IVr  sin  a  (cos  0  —  cos  a) 

o 

—  \2Wr  [cos  a  (sin  a  —  sin  0)  +  sin  0  (cos  0  —  cos  a) 

-(«-0)]l.  (10) 

We  will  next  write  out  the  same  values  as  applied  to  the 

right-hand  springing-joint  of  a  symmetrical  arch. 

In  this  case  we  have  the  value  of  0  for  the  right-hand  end, 

or  01  equal  to  —  0o;  and  if  we  make  this  substitution,  observing 

that  X  becomes  /  and  y  becomes  zero,  and  if  we  substitute  for 

F  the.  value 

^^_     Af-M         2Wr  (sin  0^  +sin  a) 
*  r  sin  0o       *  r  sin  0^  ' 

then  we  obtain  the  following  :  — 

J0,  =  J0^  4-|^{(^  +  ^0^  _  2Hr  (sin  0^  -  0^  cos  0J 

—  i2fVr[2a  sin  a  —  20^  sin  0^  +  2  (cos  a  —  cos  0o)} ;  (11) 
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^/=  er/^  -|^{^(20^+28in0^cos0J+i^(sm'0,-"sin'flr)! 

+  -^  { W  +  M)  (2  sin  0o  -  20^  cos  0^)  -  -^r(40^  cos'  0^ 

—  6  sin  0o  cos  0o  +  20o)  +  ^Wr  \2a  cos  0^  sin  « 

o 

+  2  COS  0o  COS  a  —  20O  sin  0^  cos  0^  +  sin*  0^  —  sin*  a 

—  2cos*0j};  (12) 

/ic  =  /J03  +  ^7!  (^'  +  ^)  (20O  sin  0J  -  4^r  (sin*  0, 

—  0o  sin  0o  cos  0o)  -  (iff  -  ilT)  (cos  0^  -  ^-^ 

—  \2Wr  [20O  (-^-r 2  sin*  0^1  +  2«  (2  sin  0^  sin  a  —  1) 

o  \sin  0Q  / 

—  4  sin  0o  cos  0o  +  2  sin  a  cos  0^  —  2  sin  a  cos  a 

+  4  cos  «  sin  0J(  -  ^  {(iW^-  ^)  (cos  0^-  -j^^) 

+  \i  Wr  \  .  ^  sin  or  —  2a  —  2  sin  a  (cos  a  —  cos  0^)]  [.  (13) 

SPECIAL   CASES   OF   SYMMETRICAL   ARCHES. 

1°.  Three^hinged  Arch, — In  this  case  we  do  not  need  these 
equations  to  find  the  horizontal  thrust :  the  proper  ones  can 
be  used  subsequently  if  we  wish  the  deflections  or  slopes. 

2®.  Arch  hinged  at  the  two  springing-paints. — In  this  case 
M  =^  M'  =  o\  and  by  making  these  substitutions  in  (12)  and 
solving  for  //",  we  obtain 

2lV[2a  cos  0o  sin  a+2  cos  0„  cos  flr--20^,  sin  0^  cos  0^ 
+  sin*  0o  —  sin*  a  —  2  cos*  0^] 

^-/^  2^(sin*  0,  -  sin*  a)  -  — -  (J/  -  er/) 

If= — y "^ .(m) 

40„cos*0o-6  sin0^cos0„+20^+-^  (20^+2sin0^cos0j 
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This  formula  gives  the  thrust  when  the  value  of  J/  is  known, 
i.e.,  the  amount  of  relative  yielding  of  the  supporting  points. 

If  the  abutments  do  not  yield  at  all,  then  ^1=.  o,  and  that 
term  should  be  omitted  from  the  numerator ;  so,  also,  if  we 
neglect  a  consideration  of  the  temperature,  then  erl  vanishes 
in  addition. 

Formula  (14)  gives  the  thrust  for  a  set  of  concentrated  loads, 
each  equal  to  W. 

For  a  distributed  load,  we  should  substitute  for  W,  wdx^ 
and  integrate  between  the  proper  limits,  w  being  the  intensity 
of  the  load  per  unit  of  horizontal  length,  and  being  constant  or 
variable  according  to  the  distribution  of  the  load. 

The  formula  for  the  thrust  in  the  case  where  the  load  is 
uniformly  distributed  horizontally  (i.e.,  when  w  is  a  constant) 
and  when  it  covers  the  entire  arch  will  now  be  given,  but  will 
not  be  worked  out  here,  as  it  is  easily  obtained  from  (14). 

In  this  formula  the  letters  have  the  same   meanings  as 

heretofore,  and  we  use  also  A^  :=  I  ydx  =  area  of  segment  of 

arch. 

The  formula  is  as  follows : — 

(l  -  -£,^  ^  +  k^  2^1  +  ^  sin  20^-0^  (/•+r'  cos  20J  [ 

^""^  (4>^'  +  2r')0,  -zki+m  (2rVo  +  ^)  '  ^'^^ 

In  a  similar  way  formulae  are  easily  obtained  for  the  thrust 
when  half  or  a  quarter,  or  some  other  portion  of  the  arch,  is 
loaded.  • 

3°.  Arch  with  no  hinges. — In  this  case,  if  we  know  J0,  J/, 
and  Ac^  or  if  these  are  zero,  we  can  obtain  from  (11),  (12),  and 
(13)  the  three  quantities  M,  M\  and  H,  and  then  the  solution  of 
the  arch  follows. 

This  will  not  be  done  here,  however,  as  the  arches  usually 
built  are  of  the  other  kinds. 
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EXAMPLES, 

I.  Qiven  a  semicircular  arch  jointed  at  each  springing-joint  and  ai 
the  crown,  radius  r.  Trace  out  the  effect  of  a  single  load  W  acting 
upon  it  at  the  extremity  of  a  radius  making  45^  with  the  horizontal. 

Solution, 

Tlie  presence  of  three  joints  gives  us  the  bending-moments  at  each 
of  these  joints  equal  to  zero,  the  co-ordinates  of  these  joints  being 
respectively  (o,  o),  (r,  r),  and  (2r,  o). 

Hence,  using  equation  (4),  we  obtain 

l^    M  =  o, 

2^    Vr-  Hr  -  W^(o.707iir)  =  o, 
/  3°.     V(2r)  —  ^(1.7071  ir)  =  o. 

Solving,  we  have,  therefore, 

V  =  0.85355  W  =  left-hand  supporting-force, 
and 

H  =  0.14645  W  =  horizontal  component  of  thrust. 

Hence   \\  =  0.14645^=  right-hand  supporting-force. 
Hence,  for  a  section  whose  co-ordinates  are  (x^y^^ 

X  <  o.29289r,  V^  =      0.85355  W; 

X  >  o.29289r,         Fp  =  --0.14645  PV. 

Hence  equation  (i)  gives,  for 


X  <  o.29289r,        i?,  =  ^FV (0.85355 )»  +  (0.14645)^ 

=  0.86602  fT, 

X  >  o.29289r,         I^j,  =  ^^^(0.14645)*  -I-  (o.i4645)» 

=  0.207 1 1  fK 

Now,  the  angle  made  by  I^x  with  the  horizontal  is,  for 

.r  <  o.29289r,  a.  =  tan-(^^^^)  =  80°  is'  51", 

(0.i464i;\ 
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Knowing,  now,  the  angle  made  by  Rx  with  the  horizontal,  we  can 
find,  for  the  point  (or,  y),  the  angle  made  by  a  tangent  to  the  circle  with 

the  horizon,  or  Oj  =  tan-^f \  Then  resolve  R^  into  two  com- 
ponents, respectively  tangent  to  the  arch  and  normal  to  it  at  the  point 
or,  _>',  and  the  tangential  component  is  the  direct  thrust  7^,  while  the 
normal  is  the  shearing-force  5^. 

Then,  for  the  bending  moment,  we  have,  from  (4), 

X  <  o.29289r,  Mx  =  0.85355  Wx  —  0.14645  Wy  ; 

X  >  o,2g2Sgr,   Mx  =  0.85355  Wx  —  0.14645  Wy  —  W{x  —  o.29289r). 

Hence  we  determine  the  direct  thrust,  the  shearing- force,  and  the 
bending-moment  at  any  section,  and  can  hence  obtain  the  stresses  at  all 
points. 

2.  Given  the  same  arch  with  a  load  W  distributed  uniformly  over 
the  circular  arc,  find  stresses  at  all  points. 

3.  Given  the  same  arch  jointed  only  at  the  two  springing-points, 
find  stresses  at  all  points. 

§  273.  Position  of  True  Line  of  Resistance  in  a  Stone 
Arch.  —  The  proof  will  now  be  given  of  the  proposition  already 
referred  to  in  regard  to  the  position  of  the  true  line  of  resist- 
ance; viz., — 

"  For  an  arch  of  constant  section,  that  line  of  resistance  is 
approximately  the  true  one  which  lies  nearest  to  the  axis  of  the 
arch-ring,  as  determined  by  the  method  of  least  squares." 

Proof.  —  If  we  denote  by^  the  ordinate  of  the  axis  of  the 
arch  for  an  abscissa  ;r,  and  by  /i  that  of  the  line  of  resistance 
for  the  same  abscissa,  then  /i  —  ^  is  the  vertical  distance  be- 
tween the  two  curves  for  abscissa  x.  Now,  the  condition  that 
the  line  of  resistance  should  be  as  near  the  arch-ring  as  possi- 
ble, is,  that  the  sum  of  the  (/x  —  ^)'  shall  be  a  minimum,  or 

/(/i  ^ yyds  =  minimum.  (i) 

But  (;r,  y)  are  the  co-ordinates  of  the  point  of  application  of  the 
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pressures  exerted  upon  the  two  lateral  faces  of  any  one  stone 
by  the  other  stones  of  the  course  is  a  horizontal  radial  force, 
which,  combined  with  the  weight  of  the  stone,  gives,  as  the 
resultant  of  the  two,  a  force  which  cuts  the  joint  between  G 
and  H,  Moreover,  sufficient  pressure  will  be  developed  to 
accomplish  this  result,  as  a  failure  to  reach  the  result  will  only 
increase  the  pressure  upon  the  lateral  faces. 

Moreover,  if,  when  sufficient  pressure  has  been  developed 
to  bring  the  resultant  of  the  weight  of  the  stone  and  the  above- 
described  horizontal  radial  force  within  the  joint,  it  should 
make  an  angle  with  the  normal  to  the  joint  greater  than  the 
angle  of  friction,  the  tendency  of  the  stone  to  slide  will  increase 
the  lateral  pressure,  and  this  in  turn  will  increase  the  outward 
horizontal  force  till  the  angle  made  by  the  resultant  with  the 
normal  to  the  joint  is  no  greater  than  the  angle  of  friction  of 
the  material  of  the  voussoirs. 

This  will  be  made  plain  by  reference  to  the  figure  (Fig. 
243),  where  ab  represents  the  weight  of  the  stone  HLKG,  and 
where  Ofi  is  perpendicular  to  HG  and  Oy  is  drawn  so  that  yO^ 
=  <f>,  the  angle  of  friction.  Now,  since  ab  produced  passes  out- 
side of  HGy  horizontal  thrust  must  be  developed.  And,  more- 
over, were  only  sufficient  horizontal  thrust  furnished  to  make 
the  resultant  cut  HG  at  G,  the  angle  between  this  resultant 
and  the  normal  to  the  joint  would  be  greater  than<^/  there- 
fore we  proceed  as  follows :  assuming  the  horizontal  thrust  to 
act  through  Z,  the  upper  edge  of  the  stone,  we  lay  off  from  i, 
the  intersection  of  the  horizontal  through  L  with  a  vertical  line 
drawn  through  the  centre  of  gravity  of  the  stone,  the  weight  ab 
to  scale,  then  from  b  draw  be  parallel  to  (7y,  and  draw  through 
a  a  horizontal  line  to  meet  be.  Then  will  ae  be  the  horizontal 
force  that  will  be  furnished  by  the  other  stones  of  the  course 
to  keep  this  stone  in  place ;  and  the  pressure  upon  joint  HG 
is  be,  and  acts  at  the  intersection  of  be  and  HG, 

Now   prolong  be  to  meet  the  vertical  drawn  through  the 


Digitized  by 


Google 


DOMES.  845 


centre  of  gravity  of  the  next  stone,  HGFEy  at  d.  Combine  it 
with  the  weight  of  this  stone ;  this  is  done  by  laying  off  de  =  bc^ 
and  from  e  drawing  ef  vertical,  and  equal  to  the  weight  of 
FHGE.  The  resultant  fd  makes  an  angle  with  the  normal  to 
FE  greater  than  <^:  hence  draw.C?S  perpendicular  to  FE  and 
(?€,  so  that  ^01  =  <^ ;  then  from  ^,  the  intersection  of  ^  with  a 
horizontal  line  through  //,  the  top  of  FHGE,  lay  off  gs  =  df, 
through  g  draw  gh  parallel  to  d?e,  and  through  s  draw  sh  hori- 
zontal. Then  is  sh  the  horizontal  thrust  that  will  be  furnished 
at  H  to  keep  the  stone  HGEF  in  place ;  and  this  is  the  pres- 
sure upon  joint  FE^  and  acts  at  the  intersection  of  FE  with  hg. 

Next,  prolong  hg  to  meet  the  vertical  through  the  centre  of 
gravity  of  stone  FEDC  at  k ;  lay  off  kl  =  gh^  and  from  /  lay 
off  Im  =  weight  of  ston^* FEDC ;  draw  km,  which  cuts  the 
joint  within  the  joint  itself,  and  needs  no  horizontal  thrust  to 
bring  it  inside  ;  hence  mk  is  the  pressure  on  joint  DC, 

Then  draw  mk  to  meet  the  vertical  through  the  centre  of 
gravity  of  ABCD  at  «,  and  lay  off  no  =  km;  draw  op  =  weight 
of  ABCD,  and  draw  /;/,  which  will  be  the  pressure  on  the  joint- 
BA. 

It  is  necessary,  for  stability,  that  all  these  forces  should  cut 
the  joint  inside  of  the  joint  if  the  stones  are  reckoned  incom- 
pressible ;  or  we  may  adopt  the  middle  third,  or  other  limits,  as 
our  criterion  of  stability. 

As  long  as  it  is  outward  thrust  that  is  required  to  produce 
stability,  it  is  possible  to  furnish  it ;  but,  if  we  should  reach  a 
joint  where  inward  thrust  would  be  required,  this  could  not  be 
furnished,  and  the  dv^me  would  be  unstable.  Moreover,  the 
resultant  pressure  on  the  springing  gives  us  the  pressure  ex- 
erted upon  the  support  of  the  dome ;  and  it  must  not  cut  any 
joint  of  the  support  outside  of  that  joint,  as  otherwise  the  sup- 
port would  not  stand. 

In  determining  the  numerical  value  and  direction  of  this 
pressure  on  the  support,  we  may  either  construct  it  graphically, 


Digitized  by 


Google 


846  APPLIED  MECHANICS. 

or  we  may  compute  it  as  follows :  (i^)  Compound  all  the  ver- 
tical forces,  i.e.,  the  weights,  and  find  the  magnitude  and  line 
of  action  of  the  resultant  of  these.  (2°)  Compound  all  the 
horizontal  forces,  and  find  the  magnitude  and  line  of  action  of 
their  resultant  (in  this  case  the  horizontal  forces  are  two ;  viz., 
ac  applied  at  Z,  and  sh  applied  at  H) ;  then  compound  these  two 
resultants.  The  graphical  and  analytical  method  should  check 
if  no  mistake  has  been  made  in  the  work. 

In  the  above  calculation,  it  has  been  assumed  that  the  figure 
represents  the  portion  of  a  dome  included  between  two  merid- 
ional planes. 

If  we  desire  to  ascertain  the  pressure  exerted  upon  the 
lateral  face  of  the  stone  by  its  neighbors  in  the  same  ring- 
course,  we  only  need  to  know  the  angle  made  by  the  two 
meridional  planes  containing  the  lateral  faces  of  the  stone  in 
question,  then  resolve  the  horizontal  thrust  upon  that  stone 
into  two  equal  components,  which  make  with  each  other  an 
angle  equal  to  the  supplement  of  the  angle  of  the  planes ;  i.e., 
resolve  the  outward  horizontal  thrust  into  two  components 
normal  to  the  lateral  faces. 

In  regard  to  the  assumption  that  the  outward  thrust  acts  at 
the  top  of  the  stone,  it  should  be  said  that  this  is  Scheffler's 
custom,  his  reason  being  that  less  thrust  will  be  required  if  he 
assumes  it  at  the  top  than  if  he  assumes  it  nearer  the  middle. 
The  true  position  of  this  thrust  is  probably  much  nearer  the 
middle  of  the  stone. 

An  example  will  next  be  solved,  giving  Scheffler's  method 
of  working. 

Example.  —  Given  the  dome  shown  in  the  figure,  sur- 
mounted by  a  lantern  at  the  top;  determine  whether  it  is 
stable,  and  what  should  be  the  thickness  of  the  support  in  order 
that  the  resultant  pressure  may  not  pass  outside  any  joint  of 
the  pier. 

The  dimensions  are  as  follows  :  — 
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Diameter  of  outer  vertical  circle  =  20  feet. 

Diameter  of  inner  vertical  circle  =  18  feet. 

Angle   made   by  springing-radius   with  vertical  =  JS**  = 
angle  AOB. 

The  inner  edge  of  the  upper 
voussoir  subtends  18°  on  the 
lower  circle;  the  width  of  the 
load  of  the  lantern  is  0.6 ; 
the  voussoirs  below  that,  each 
subtend  18''. 

Assume  36  stones  in  a  hori- 
zontal course.  The  width  of  the 
lowest  will,  then,  be  1.5 1  :  the 
width  of  the  others  are  deter- 
mined  from  their  lever  arms. 

Given  height  of  pier  =  8 
feet. 

Height  of  the  centre  of  the 
sphere  above  base  of  pier  =  8' 
—  10  sin  is''  =  5.41'. 

The  figure  may  be  taken  to 
represent  the  portion  of  the 
dome  included  between  two  ver- 
tical planes  passing  through  the 
axis  of  the  dome :  hence  it 
shows  one  vertical  series  of 
stones.  • 

We  first  construct  a  table 
giving  the  weights  of  the  differ-  Fic.  294. 

ent  voussoirs  with  any  superin- 
cumbent load,  their  centres  of  gravity,  and  the  moments  of 
their  weights  about   an  axis  passing  through  O,  and  perpen- 
dicular to  the  central  plane  of  the  portion  shown  ;  and  we 
so    choose    our   unit   of    weight   that    the   volumes   of    the 
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voussoirs  shall  represent  their  weights.     The  work  is  arranged 
as  follows  :  — 


Elbmentary  Forces. 

Horizontal  Forces. 

(1) 

(2) 

(S) 

(4) 

(6) 

(•) 

(7) 

(8) 

(•) 

I 

2 

3 

4 

Area  of 
Lateral  Face 

Thick- 
ness. 

Product. 

Lever 
Arms. 

Moment. 

Hon- 
zontal 
Forces, 

Arms. 

Moment. 

O.6X6.6S0 
2.985 
2.985 
2.985 

0-53 
0.74 

1-23 
I.5I 

2.124 
2.209 
3672 
4.507 

307 

4.75 
7.05 
8.68 

6.521 

10.493 
25.888 
39.121 

1.74 
1.26 
1-32 

9.60 

9-33 

7.78 

16.104 
11.756 
10.273 

- 

- 

- 

12.512 

~ 

82.023 

4.32 

- 

38.730 

Column  (i)  contains  the  numbers  of  the  voussoirs,  counting 
from  the  top. 

Column  (2)  contains  the  areas  of  the  lateral  faces  of  the 
stones  shown  in  the  figure.  For  the  three  lower  stones,  the 
area  of  a  ring  subtending  18®  at  the  centre,  and  of  the  dimen- 
sions given,  is  calculated.  For  the  first,  the  height  is  6.68  and 
the  width  0.6. 

Column  (3)  contains  the  thicknesses  of  the  voussoirs ;  i.e., 
the  length  of  arc  between  their  two  lateral  faces  measured  on  a 
horizontal  circle  through  the  centre  of  gravity  of  the  voussoir, 
which  is  here  taken  at  the  middle  point  of  the  arc  subtended 
by  this  voussoir  on  its  middle  vertical  circle,  i.e.,  one  which 
has  a  radius  9.5  feet. 

Hence,  the  thickness  of  the  lower  stone  being  1.5 1  feet,  that 
of  the  others  will  be 


/         \4.2S 


t7-05  _ 
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Column  (4)  gives  the  weights  of  the  voussoirs  and  their 
loads :  it  is  obtained  by  multiplying  together  the  numbers  in 
columns  (2)  and  (3). 

Column  (5)  gives  the  distances  of  the  centres  of  gravity  of 
the  different  voussoirs  from  the  axis  of  the  dome :  it  may  be 
determined  graphically  or  by  calculation. 

Column  (6)  gives  the  moments  of  the  weights  about  a  hori- 
zontal axis  through  O  perpendicular  to  the  central  plane  of  this 
series  of  voussoirs.  The  graphical  construction  for  determin- 
ing the  horizontal  thrusts  required  is  next  made,  and  the  results 
are  recorded  in  column  (7).  It  will  be  seen  that  no  thrust  is 
required  on  voussoir  No.  4. 

Column  (8)  contains  the  lever  arms  of  these  forces  about 
the  same  axis. 

Column  (9)  contains  their  moments  about  the  same  axis. 

The  construction  thus  far  has  shown  no  case  where  horizon- 
tal tension  instead  of  horizontal  thrust  is  required  to  cause  the 
thrust  on  any  joint  to  pass  within  the  joint :  hence  thus  far  the 
dome  is  stable ;  and  the  question  comes  next  as  to  what  should 
be  the  width  of  the  pier  in  order  that  the  line  of  resistance,  if 
continued  down,  may  remain  within  it. 

For  this  purpose  we  proceed  as  follows :  — 

Let  /  =:  thickness  required. 

Let  breadth  be  equal  to  that  of  the  lowest  voussoir. 

Height  =  8  feet. 

Take  moments  about  the  outer  edge  of  the  base  of  the  pier. 

We  shall  then  have,  — 

i^  Moment  of  vertical  load  on  dome,  and  of  weight  of  dome 
sector  about  inner  edge  of  springing,  = 

(12.512)  (8.69  —  6.56)  =  26.52. 

2®.  Moment  of  same  about  outer  edge  of  springing  of  pier  =3 
26.52  -h  (12.512)/. 
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3^.  Moment  of  horizontal  forces  about  the  same  axis  = 

3S.730  +  (4.32)  (5-41)  =  62.101. 
4^  Moment  of  weight  of  pier  about  outer  edge  = 

J8(i.5i)/jj/=c  6.04/«. 
Hence  we  have 

6.04/*  +  12.51/  +  26.52  as  62.101 

.%    /*  +  2.07/  =  5.89  /.    /  =  1.60  feet 

This  is  the  thickness  required  in  order  that  the  line  of 
resistance  may  remain  within  the  lower  joint. 

If,  on  the  other  hand,  while  pursuing  the  same  method  with 
the  dome  itself,  we  require  that  the  line  of  resistance  shall 
remain  within  the  middle  third  of  the  pier,  we  take  moments 
about  a  point  in  the  springing  of  the  pier  at  a  distance  \t  from 
its  inner  edge,  we  should  then  have 

|/»-h  1(2.07)/=  5.89 
.-.    /»  -f-  2.07/  =  8.84  .".    /  =  2.10  feet. 

On  the  other  hand,  we  could  proceed  in  a  similar  way  to 
the  above,  if  we  desired  to  keep  the  line  of  resistance  in  the 
dome  within  the  middle  third,  by  merely  assuming  the  horizon- 
tal thrusts  to  act  at  two-thirds  the  thickness  of  a  joint  from  the 
lower  edge,  and  using  a  point  two-thirds  the  thickness  from 
the  top,  instead  of  the  lower  edge,  as  the  lower  limiting-point 
for  the  pressure  to  pass  through. 

This  will  not  be  done  here,  however. 

Example.  —  As  an  example,  St.  Peter's  dome  will  be  given, 
with  the  dimensions  as  given  by  Scheffler  reduced  to  English 
measures.  The  dome  consists  in  its  upper  part,  as  will  be 
evident  from  the  figure,  of  two  domes ;  the  lantern  resting  on 
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the  two  is  assumed  to  have  one-third  of  its  weight  resting  on 
the  upper,  and  two-thirds  on  the 
lower  dome. 

DiameteB  of  dome  =  diameter 
at  the  base  =  144  feet. 

Up  to  a  point  28.48  feet  above 
the  point  C  it  is  formed  of  a  single 
dome  11.84  f^ct  thick.  In  its 
upper  part,  on  the  other  hand, 
it  is  composed  of  two  domes 
whose  normal  distance  apart  is 
5.15  feet;  the  exterior  having  a 
thickness  of  2.56  feet,  and  the 
inner  of  4.13  feet  at  the  top  and 
5. 1 5  feet  at  the  springing.  At 
the  top  of  these  two  domes  is  an 
opening  12.24  fe^^  radius,  sur- 
mounted by  a  cylindrical  lantern. 
The  magnitude  of  the  load  of  the 
lantern  on  the  dome  is  repre- 
sented on  the  figure  by  1.82  feet 
width  and  56.66  feet  height. 

Height  of  the  entablature 
ABCD  =  23.69. 

Width  of  ABCD  normal  to 
plane  of  paper  =  1.02  feet. 

Thickness  of  ABCD  =  10.30 
feet. 

Divide  the  exterior  dome  into 
pine  parts,  the  interior  into  eight 
of  a  uniform  circumferential  width 


Fig.  295. 


of  10.08  feet,  except  the 
first,  which  has  a  width  of  only  1.82  feet 

Determine  whether  this  thickness  of  ABCD  is  sufficient  tq 
(neep  the  line  of  resistance  within  joint  AB. 
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CHAPTER  X. 
THEORY  OF  ELASTICITY,  AND  APPUCATIONS. 

§  275.  Strains.  —  When  a  body  is  subjected  to  the  action 
of  external  forces,  and  in  consequence  of  this  undergoes  a 
change  of  form,  it  will  be  found  that  lines  drawn  within  the 
body  are  changed,  by  the  action  of  these  external  forces,  in 
length,  in  direction,  or  in  both ;  and  the  entire  change  of  form 
of  the  body  may  be  correctly  described  by  describing  a  suffi- 
cient number  of  these  changes. 

If  we  join  two  points,  A  and  jP,  of  a  body  before  the  exter- 
nal forces  are  applied,  and  find,  that,  after  the  application  of 
the  external  forces,  the  line  joining  the  same  two  points  of  the 
body  has  undergone  a  change  of  length  i^{AB),  then  is  the  limit 

of  the  ratio  ,  as  AB  approaches  zero,  called  the  strain  of 

AB 

the  body  at  the  point  A  in  the  direction  AB, 

If  AB  +  ^{AB)  >  AB,  the  strain  is  one  of  tension ;  whereas, 
if  AB  +  ^(AB)  <  AB,  the  strain  is  one  of  compression. 

In  order  to  study  the  changes  of  form  of  the  body,  let  us 
assume  a  point  O  within  the  body  when  there  are  no  external 
forces  acting,  and  let  us  draw  through  this  point  three  rectangu- 
lar axes,  OX,  OY,  and  OZ,  and  assume  a  small  rectangular 
parallelopipedical  particle  whose  three  edges  are  OA^  OB,  and 
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OC,  and  let  us  examine  the  form  of  this  particle  after  the 

loads  are  applied;   it  will  be 

found  that  the  edges  OA,  OBy 

and  OC  will   be  of  different 

lengths  from  what  they  were 

before,   and   that   the  angles 

AOB,  AOC,  and  BOC^\\\  no 

longer  be   right   angles,   but 

will  differ  slightly  from  90®. 

Let   the  parallelopiped  oabc- 

g  def  represent  the  form  and 

dimensions    of    the   particles 

after  the  external  forces  are 

applied.     Then  we  shall  have, 

if  cjo  c^  and  c,  represent  the  strains  in  the  directions  OX^  O  Y^ 

and  OZ  respectively,  that 

cjr  =  limit  of — — as  OA  approaches  zero, 

OA 

€y  ss  limit  of — - —  as  OB  approaches  zero, 

u  =  limit  of — — —  Bs  OC  approaches  zero. 


F^  996. 


In  the  figure,  c^  and  c.  are  tensile  strains,  and  c^  is  a  com- 
pressive strain. 

But  these  strains  do  not  represent  completely  the  distortion 
of  the  particle;  for  the  plane  CEGD  has  slid  by  the  plane 
OABF  through  the  distance  oc^^  the  distance  apart  of  these 
planes  being  OC^  and  the  plane  halfway  between  the  two  has  slid 
just  half  as  far,  so  that  the  amount  of  shearing,  or  the  shearing- 
strain  of  planes  parallel  to  XO  Y  in  the  direction  OX,  may  be 

represented  by  -^  =  — ^  nearly,  or  the  distortion  divided  by  the 
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distance  apart  of  these  planes.     This,  moreover,  is  the  tangent 
of  the  angle  occ^y  or  the  tangent  of  the  angle  by  which  aoc 
difiFers  from  a  right  angle. 
If,  now,  we  let 
y„  =  shearing-strain  in  a  plane  perpendicular  to  OZ  in  the 

direction  OX, 
yny  =  shearing-strain  in  a  plane  perpendicular  to  OZ  in  the 

direction  OY^ 
yyj,  =  shearing-strain  in  a  plane  perpendicular  to  OY'in  the 

direction  OX^ 
y^  =  shearing-strain  in  a  plane  perpendicular  to  OY  in  the 

direction  OZ, 
y^,  =  shearing-strain  in  a  plane  perpendicular  to  OX  in  the 

direction  OZ^ 
y^y  =  shearing-strain  in  a  plane  perpendicular  to  OX  in  the 

direction  OY^ 

and  let  boc  -=. <^,  aoc  =  -  —  ^,  aob  = x»  ^^'^  we  shall 

2  2  2 

have 

oc, 
r«  =  —  =  tan«^,  y^  *=  tan<^, 

y,,  =  tan  <^,  y,,  =  tan  i/r, 

y,^  =  tanx,  y^y^tanx- 

We  thus  have 

rv  =  ?/«  =  tan<^, 

yjcs  =  y»x  =  tan  ^, 

rxr=  r>'x=  tan  X, 

three  very  important  equations. 

We  thus  have  to  determine  six  strains,  in  order  to  define 
completely  the  state  of  strain  in  a  body  at  a  given  point ;  viz., 
if  we  assume  three  rectangular  axes,  we  must  know  c^r*  9, «» 
y^  ==  7^  y.^  =  y^„  y^  s  y^g„  three  normal  and  three  tangen- 
tial strains. 
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§  276.  Strains  in  Terms  of  Distortions. — For  the  sake  of 
clearness,  we  will  consider  first  only  the  strains  that  are  parallel 
to  the  s  plane ;  hence,  will  use  only  two  co-ordinate  axes,  OX 
and  OY^  as  shown  in  Fig.  297.  In  this  case  let  us  assume  a 
small  rectangular  particle,  acbdy  the  co-ordinates  of  one  corner 
of  which  are  x^  y^  and  of  the  other,  x -^^dx^y -\'dy\  this  being 


Fig.  397. 

the  case  before  the  load  is  applied.  Let  the  effect  of  the  load 
be  to  move  the  point  a  to  e^  and  b  to  /,  transforming  the 
rectangle  acbd  into  ekfl^  and  thus  changing  ;r,  y  respectively 
into  ^  +  5,  ^  +  ^,  and  changing  x -\-dXy  y -^-dy  respectively 
into  x-^'^ -\'dx'\'d5y  y '\-ri'\'dy'\'dri.  Then  are  dx^  dy 
the  sides  of  the  particle  before  the  load  is  applied.  Then 
from  what  has  preceded  we  shall  have 


€*  = 


dx' 


-^, 


^'-Jy^ 


dS   ,   drf 


The  first  two  are  evident  at  once.     To  prove  the  third*  ob- 
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serve  that  the  shearing-strain,  yxy  is  the  tangent  of  the  angle 
by  which  the  angle  kel  differs  from  a  right  angle ;  hence  it  is 
the  tangent  of  the  sum  of  the  angles  kent  and  len.  Now,  since 
these  angles  are  small,  we  may  take  the  sum  of  the  tangents 
as  nearly  equal  to  the  tangent  of  the  sum.     But 


tan  kem  =  —  =  ^-  nearly,  and 
em      dx  ^ 


Hence 


*      /         In      d^         . 
tan  len  =  —  =  — -  nearly. 

en       dy  ^ 


dS   ,  dff 


Yjc,  =  Yyx 


dy'^  dx 


Fig.  998. 


In  the  general  case,  Fig.  298,  a  rectangular  parallelopipedi- 
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cal  particle,  the  co-ordinates  of  one  corner  of  which  are  x,  y,  z, 
and  of  the  other,  x  +  dx,  y +  dy,  z-^- dz  ;  this  being  the  case 
before  the  load  is  applied. 

Let  the  effect  of  the  load  be  to  change  ;r,  y,  z,  respec- 
tively, into  ^  -f  5,  ^  -f  J7,  jj  +  C,  and  to  change  x  +  dx.y-^-dy, 
z  +  dz/mto  {x^S)-{'{dx  +  dS)Ay  +  v)+{dy^'dTi\{z  +  0 
+  {dz  +  dQ.  Then  are  dx,  dy^  dz,  the  edges  of  the  particle 
before  the  load  is  applied. 

Then,  from  what  has  preceded,  we  shall  have 

_dl  _drf  di 

di    ,dn  d(  ^dC  drf    ^    d: 


The  first  three  will  be  evident  at  once.  As  to  the  last  three, 
the  proof  is  similar  to  that  just  used  in  the  case  of  two  co- 
ordinate axes. 

§  277.  Determination  of  the  Strain  in  any  Given  Direc- 
tion.—  Suppose  we  are  required,  knowing  the, strains  c^,  c^,  c,, 
yxy»  Ixn  fytt  to  determine  the  strain  in  a  direction  making  angles 
a»  A  y,  with  OX,  O  Y,  OZ  respectively.  Assume  our  rectangu- 
lar parallelopipedical  particle  in  such  a  way  that  the  diagonal 
from  (r,  y,  z)  to  (x  +  dx,  y  +  dy,  z  +  dz)  shall  be  in  the 
required  direction,  and  call  the  length  of  this  diagonal  ds  (Fig. 
298) ;  then  we  shall  have 

(dsy  =  (dxy  +  {dyy  +  (dzy,  (o 

dx  .  . 

cosa  =  — ,  (2) 
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C08/8  -  g,  (3) 

«sy  =  |.  (4) 

Let  c  be  the  strain  in  the  required  directicHi ;  then  length  of 
diagonal  after  load  is  applied  will  be 

ds{x  -h  c), 
and  we  shall  have 

{dsy^Y  +  €)*  ^{dxJr  diy  +  (^  +  dnY  +  {dz  +  acf, 

or 

{dsy  +  2t{dsY  +  e{dsy  ^  {dxy  -h  (^)»  +  {dzy  +  2(^i« 

+  dydyi  +  iM;)  +  (^)»  H-  (^1?)'  +  W^         (5) 

Now,  subtracting  (i)  from  (5),  and  neglecting  ^{dsy,  {di)\ 
{dfiY,  and  {dQ*  as  being  very  small  compared  with  the  rest,  we 
have 

2€{dsy  =  2dxdi  +  2dydy)  -h  2d%di 

•••     «^  =  ?^^  +  $^^+$^.  (6) 

ds  ds  ds 


or 
But 


ctfEr  =3  ^^cosa  +  drfcosfi  -+-  it  cosy.  (7) 
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Hence,  substituting  these,  we  have,  after  dividing  by  ds,  and 
observing  (2),  (3),  and  (4), 


c  ss  -—  cos"  a  J -' 


or,  making  use  of  §  276,  we  have 

c  =  €xCOS*a  +  c^cos'^  +  €,  cos'y  -f-  y^C0S)3c0Sy 

+  y^jcosacosy  +  y^ycosacos^         (12) 

which  gives  us  the  strain  in  any  direction. 

It  can  be  shown  that  there  are  three  directions,  at  right 
angles  to  each  other,  that  give  the  maximum  strains  or  mini- 
mum strains :  and  we  might  deduce  the  ellipsoid  of  strains,  in 
which  semi-diameters  of  the  ellipsoid  represent  the  strains ;  but 
we  will  pass  on  to  the  consideration  of  the  stresses. 

§  278.  Stresses.  —  When  a  body  is  subjected  to  the  action 
of  external  forces,  if  we  imagine  a  plane  section  dividing  the 
body  into  two  parts,  the  force  with  which  one  part  of  the  body 
acts  upon  the  other  at  this  plane  is  called  the  stress  on  the 
plane ;  and,  in  order  to  know  it  completely,  we  must  know  its 
distribution  and  its  direction  at  each  point  of  the  plane.  If  we 
consider  a  small  area  in  this  plane,  including  the  point  O,  and 
represent  the  stress  on  this  area  by/,  whereas  the  area  itself  is 

represented  by  a,  then  will  the  limit  of  —,  as  tf  approaches  zero, 

be  the  intensity  of  the  stress  on  the  plane  under  consideration 
at  the  point  O.  Observe  that  we  cannot  speak  of  the  stress  at 
a  certain  point  of  a  body  unless  we  refer  it  to  a  certain  plane 
of  action :  thus,  if  a  body  be  in  a  state  of  strain,  we  do  not 
attempt  to  analyze  all  the  molecular  forces  with  which  any  one 
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particle  is  acted  on  by  its  neighbors :  but,  when  we  assume  a 
certain  plane  of  section  through  the  point,  the  stress  on  this 
plane  at  the  point  becomes  recognizable  in  magnitude  and 
direction  ;  and  what  the  magnitude  and  direction  of  the  stress 
at  the  pven  point  is,  depends  upon  the  direction  of  the  plane 
section  chosen,  the  magnitude  and  direction  diCEering  for  differ- 
ent plane  sections  through  the  point. 

§  279.  Simple  Stress.  —  A  simple  stress  is  merely  a  pull 
or  a  thrust.  Assume  a  prismatic  body,  with  sides  parallel  to 
OX,  subjected  to  a  pull  in  the  direction  of  its 
length  ;  the  magnitude  of  the  pull  being  P.  As- 
sume first  a  plane  section  AA  normal  to  the 
direction  of  P,  and  let  area  of  A  A  be  A.  Then, 
if  Px  represent  the  intensity  of  stress  at  any 
point  of  this  plane, 


P 

\]1]M  This,  which  is  the  intensity  of  the  stress  as  dis- 

11,111  tributed  over  a  plane  normal  to  its  direction,  may 

be  called  its  normal  intensity. 
Fig.  399.  Qj^  ^Yi^  other  hand,  if  we  desire  to  ascertain 

the  intensity  of  the  stress  on  the  oblique  plane  BB^  making  an 
angle  0  with  AA,  we  shall  have 


AxesLBJS  = 


cos^ 


Hence,  if  /,,  represent  the  intensity  of  the  stress  on  this  plane 
in  the  direction  OX,  we  shall  have 


P  P 

pr  =  r  =   -rCOStf  =/jrCOSd. 

A 


\cos^ 


(I) 


If  we  resolve  this  into  two  components,  acting  respectively  nor- 
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mal  and  tangential  to  BB^  and  if  we  denote  the  normal  intensity 
by/«  and  the  tangential  by//,  we  shall  have 

pn  =  pr  cos  B  ^  px  COS*  tf,  (2) 

//  =  p^  sin  0  ^  px  cos  $  sin  tf.  (3) 

If,  now,  we  assume  another  oblique  plane  section,  perpen- 
dicular to  the  first,  we  shall  obtain  the  normal /«' and  the  tan- 
gential //  stress  on  this  plane  by  substituting  for  tf,  -  —  ^/ 
hence  we  obtain 


Hence  follows 


pn  =^pxsin^0, 
pi  =/^cos0sin0. 

pi  ^Pi'> 


(4) 
(5) 


or,  the  tangential  components  of  a  simple  stress  on  a  pair  of 
planes  at  right  angles  to  each  other  are  equal. 

§  280.  Compound  Stress.  —  A  compound  stress  may  be 
accounted  to  be  the  resultant  of  a  set  of  simple  stresses,  and 
may  be  analyzed  into  different  groups  of  simple  stresses. 

Proposition.  —  WJiatever  be  the  external  forces  applied  to  a 
bodyy  if  through  any  point  we  pass  three  planes  of  section  at  right 
angles  to  each  other,  the  tangential  components  of  the  stress  on 
any  two  of  tfuse  planes  in  directions  parallel  to  the  third  must 
be  of  equal  intensity. 

To  prove  this  proposition,  assume 
three  rectangular  axes,  origin  at  O,  and 
assume  a  rectangular  parallelopipedical 
particle,  as  shown  in  the  figure,  so 
small  that  we  may  without  appreciable 
error  assume  the  stress  on  any  one  of 
the  faces  to  be  the  same  as  that  on  the 
opposite  face;  resolve  these  stresses, 
i.e.,  the  forces  exerted  upon  the  faces  of  the  particle  by  the 
other  parts  of  the  body,  into  components  parallel  to  the  axes. 
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Let  <r^  =  intensity  of  normal  stress  on  the  x  plane, 
a>  =  intensity  of  normal  stress  on  the  ^  plane, 
o-s  =  intensity  of  normal  stress  on  the  z  plane, 
Tjcy  =  intensity  of  shearing-stress  on  x  plane  in  direction 

rjcM  =  intensity  of  shearing-stress  on  x  plane  in  direction 

OZ, 
Tyjf  =  intensity  of  shearing-stress  on  y  plane  in  direction 

OX, 
T^  =  intensity  of  shearing-stress  on  y  plane  in  direction 

OZ, 
r^  =  intensity  of  shearing-stress  on  £  plane  in  direction 

OX, 
tj^y  =  intensity  of  shearing-stress  on  z  plane  in  direction 
OY. 
We  have  thus  apparently  nine  stresses,  which  must  be  given, 
in  order  to  define  the  stress  at  the  point  O  completely ;  but  we 
will  now  proceed  to  prove  that 

In  the  figure,  the  only  ones  of  these  stresses  that  are  repre- 
sented are  the  following :  — 

yP  =  yA  =  <r^ 
yp2  =  yA  =  rr^i 

The  other  four  are  omitted,  in  order  not  to  complicate  the 
figure. 

Now,  it  is  evident  that  the  total  normal  force  on  the  face 
AFGD  and  the  normal  force  on  the  face  OBEC  balance  each 
other  independently,  and  likewise  with  the  other  normal  forces. 
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The  only  forces  tending  to  cause  rotation  around  OZ  are 
the  equal  and  opposite  parallel  forces  r^y  (area  AFGD)^  one  act- 
ing on  the  face  AFGD,  and  the  other  on  the  face  OBEC ;  and 
the  equal  and  opposite  forces  ryx  (area  FBEG),  one  acting  on 
the  face  FBEG,  and  the  other  on  the  face  CO  AD. 

The  first  pair  forms  a  couple  whose  moment  is  rxy  (area 
AFGD)  {xx^,  and  the  second  has  the  moment  t^^  (area  FBEG) 

But 

Area  AFGD  =  {FA)  (25,)*    area  FBEG  «  (^FB)  {%%,) 

.-.     Tj^{FA)  {zz,)  (xx,)  =  Tyj,{FB)  (zz,)  (yy,) . 

Cancelling  gz„  we  have 

T^yiFA)  {XX.)  =  ryx{FB)  (yy,). 


But 


FA  =  yyj    and    FB  =  xxj 
rxy(xx,)(yy,)  =  Tj,x(xx,)  (yy,) 

Txy 


Tjrv  —   T«i 


Q.  E.  D. 

In  a  similar  manner  wer  can  prove 

Ty%    ^   ^jy 
GENERAL    REMARKS. 

From  what  precedes,  it  follows,  that,  when  we  have  the  six 
stresses 

^xy       0>>       O"*?       "^xyy       '''xZf       "^yzf 

or,  in  other  words,  the  normal  and  tangential  components  of 
the  stresses  on  three  planes  at  right  angles  to  each  other,  given, 
the  state  of  stress  at  that  point  is  entirely  determined ;  and, 
when  these  are  given,  it  is  possible  to  determine  the  direction 
and  intensity  of  the  stress,  on  any  given  plane. 
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Moreover,  if  three  rectangular  axes,.Ojr,  OY^  and  OZ,  be 
assumed,  and  the  direct  strains  along  these  axes  be  given,  and 
also  the  shearing-strain  about  these  axes,  then  the  direct  strain 
in  any  given  direction  can  be  determined,  and  also  the  shearing- 
strain  around  this  direction  as  an  axis. 

The  two  above-stated  propositions  furnish  two  of  the  funda- 
mental propositions  of  the  theory  of  elasticity,  the  third  being 
the  determination  of  the  relation  between  the  stresses  and  the 
strains. 

§  281.  Relations  Governing  the  Variation  of  the  Stresses 
at  Different  Points  of  a  Body.  —  If  we  assume  a  point  whose 
co-ordinates  are  (jir,  y^  z),  and  a  small  parallelopipedical  particle 
having  this  point  and  the  point  {x  +  dz,y-\'{fyf  s  +  dz)  for  the 
extremities  of  its  diagonal,  we  shall  have,  for  the  edges  of  this 
particle,  dx^  dy^  dzy  respectively. 

Now  let  the  stresses  at  (jr,  y^  s)  be 

<^xt     o>>     ^*»     "^Jfyy     "^xM,     ryt\ 

i.e,  0-^  denotes  the  normal  stress  on  any  plane  perpendicular  to 
OXj  and  passing  through  the  point  (r,  y,  s),  etc.  Then,  for 
the  planes  passing  through  {x  +  dx,  V  +  dy^  s  +  ds),  we  shall 
have  the  stresses 

We  may  also  have  outside  forces  acting  upon' the  particle  in 
question :  if  such  is  the  case,  let  the  components  of  the  result- 
ant external  force  along  the  axes  be  respectively 

Xdxdydz,         Ydxdydz,        Zdxdydz. 

Now  impose  the  conditions  of  equilibrium  between  all  the 
forces  acting  on  the  particle.  To  do  this,  place  equal  to  zero 
the  algebraic  sum  of  all  the  forces  parallel  to  each  of  the  axes 
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respectively,  the  moment  equations  having  already  been  incor- 
porated in  our  demonstration  that 

'^xy  ^  "^yxy  ^xM  ^  ^9X9  ^yu  ^  '^uy* 

Hence  we  have  three  conditions  of  equilibrium,  as  follows :  — 

\Ox-\-dax—  Ox)dydz  +  (rxy^drxy—Tjcyydxdi-k-  (Txz-^drxs  —  rxM)dxdy^Xdxdydz  =  0^ 
{Oy  ■\rday — Oy)dxdz  +  {Txy+dtxy — rxy)dydz  +(Ty«  +^/i  — 1>»  )dydx+  Ydxdydz  =  o, 
{Om  +daM  —On^dxdy  +  {ryn  •¥dryM  —  t^  )dxdz'^  {jxw^drxM  —  rxu)dzdy  +  Zdxdydz  =  a 

Hence,  reducing,  and  dividing  by  dxdydzy  we  have 

-J-  +  -7-  -h  -7-  +  -^  =  o.  (3) 

4361:  ^  ^ii 

If  the  particle  is  in  the  interior  of  the  body,  and  we  dis- 
regard its  weight,  then  JT  =  F  =  Z  =  a 

Equations  (i),  (2),  and  (3)  give  the  necessary  relations  which 
the  variations  of  stress  from  point  to  point  must  satisfy  in  order 
that  the  conditions  of  equilibrium  may  be  fulfilled. 

§  282.  Relations  between  the  Stresses  and  Strains.  — 
Before  proceeding  to  the  general  problems  of  composition  of 
stresses,  i.e.,  of  determining  from  a  sufficient  number  of  data 
the  stress  upon  any  plane,  we  will  first  discuss  the  relations 
between  the  stresses  and  the  strains ;  and  we  will  confine  our- 
selves to  those  bodies  that  are  homogeneous,  and  of  the  same 
elasticity  throughout. 

From  what  we  have  already  seen,  if  to  a  straight  rod  whose 
cross-section  is  A  there  be  applied  a  pull  P  in  the  direction  of 
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its  length,  the  intensity  of  the  stress  on  the  cross-section  wi 
be 

P 

and,  if  E  be  the  tensile  modulus  of  elasticity  of  the  material  of 
the  rod,  the  strain  in  a  direction. at  right  angles  to  the  cross- 
section,  or,  in  other  words,  in  the  direction  of  the  pull,  will  be 

•  =  :£• 

Now,  another  fact,  which  we  have  thus  far  taken  no  account 
of,  is,  that  although  there  is  no  stress  in  a  direction  at  right 
angles  to  the  pull,  or,  in  other  words,  although  a  section  at 
.right  angles  to  the  above-stated  cross-section  will  have  no  stress 
upon  it,  yet  there  will  be  a  strain  in  all  directions  at  right  angles 
to  the  direction  of  the  pull :  and  this  strain  will  be,  for  any  direc- 
tion at  right  angles  to  the  pull, 

being  of  the  opposite  kind  from  c ;  thus,  if  c  is  extension,  c,  is 
compression,  and  vice  versa. 

Hence,  if,  at  any  point  O  of  such  a  rod,*  we  assume  three 
rectangular  axes,  of  which  OX  is  in  the  direction  of  the  pull, 
and  we  use  the  notation  already  adopted,  we  shall  have 


<rx  =    -T,     (Tj^  ^s   V^  :ss   Txy  ^   Tj«  *=   T^  =  O, 


-ix,  «  ixM  =  y/. 
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MODULUS   OF   SHEARING    ELASTICITY. 

In  the  case  of  direct  tension  or  compression,  when  only  a 
simple  stress  is  applied,  we  have  defined  the  modulus  of  elas- 
ticity as  the  ratio  of  the  stress  to  the  strain  in  its  own  direction. 

Adopting  a  similar  definition  in  the  case  of  shearing,  we 
shall  have 

^jcy       yxM       yyt  ' 

whett  G  is  the  modulus  of  shearing  elasticity. 


GENERAL   RELATIONS    BETWEEN   STRESSES   AND   STRAINS. 

Whenever  a  compound  stress  acts  on  a  body  at  a  given 
pointy  let  the  stresses  be 

^X9        <V>        ^»f       "^J^        ^JW»        'O** 

then  we  shall  have,  for  the  strains. 


-f- 

iff- 
m£ 

m^ 

r.  =  ^. 

v  =  f- 

1^- 
mE" 

I  <r, 
'  mE' 

«  -  '^*  - 

10* 

la> 

V      -'>* 

*'      E 

mE 

mE' 

>«-  g.- 

This  enables  us  to  determine  the  strains  in  terms  of  the 
stresses,  as  soon  as  the  values  of  E,  Gy  and  m  are  known  from 
experimeirt,  for  the  material  under  consideration. 

If,  on  the  other  hand,  the  stresses  be  required  in  terms  of 
th^  9tnlins,  w«  can  consider  €^  «^  €^  y^  y^  7^,  as  known,  and 
determine  <r^,  <r^  <r„  r^^  t^,,  t^^  from  the  above  equations. 
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We  thus  obtain 

a>  -f-  <r, 
-fie*  =  <r^  -  -^^— »  (l) 

^€,    =:  0> ^j »  (2) 

^..    ^..-^f^^^  (3) 

and,  by  solving  these  equations  for  the  stresses,  we  have 

tfx  =  ; — BX  €x  -h h  (4) 

^    17/    .  *'  +  V  +  «A  /  V 

^^-^^rri^'^'^       m^2     }  <5) 

^       r/       ^  «:r  +  «^  -h  €«\  ... 

^'  =  ;;r+i^^'  +    m-2  >         w 

and  also 

Txr  =  67^^     (7)        T;r«  =  67^*1     (S)        ^^  =  C7/»'     (9) 

These  equations  express  the  stresses  in  terms  of  the  strains. 
The  three  last  might  be  written  as  follows  (see  §  276) :  — 

as  these  forms  are  often  convenient. 

§  283.  Case  when  <r,  =  o —  Inasmuch  as  there  are  many 
cases  in  practice  where  the  stress  is  all  parallel  to  one  plane, 
and  where,  consequently,  the  stress  on  any  plane  parallel  to 
this  plane  has  no  normal  component,  it  will  be  convenient  to 
have  the  reduced  forms  of  equations  {4),  (5),  and  (6)  which 
apply  in  this  case. 
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Let  the  plane  to  which  the  stresses  are  parallel  be  the  Z 
plane ;  then  o-,  =  o.    Then  equation  (6)  becomes 

€;i:   +    Cy   +    C, 

€,    -h   =   O 

»f    —    2 

and,  substituting  this  value  of  c,  in  (4)  snd  (5),  and  reducing,  we 
obtain 

m 


m  + 


-A"*'~^>       <■) 


^       tn  '\-  \    \^       m  ^  1/  ^  • 


which  are  the  required  forms. 

The  other  three  equations,  viz.,  — 

'^xy  =  Gyxjn    'TjcM  =  GyxMf    r^  =  Gy^, 

remain  the  same  as  before. 

§284.  Values  of  £,  G,  and  m — These  three  constants 
need  to  be  known,  to  use  the  relations  developed  above. 

i^  As  to  £,  this  is  the  modulus  of  elasticity  for  tension, 
and  has  been  determined  experimentally  for  the  various  mate- 
rials, as  has  been  already  explained.  Moreover,  it  has  also  been 
shown  experimentally,  that,  with  moderate  loads,  the  modulus 
of  elasticity  for  compression  is  nearly  identical  witl\  that  for 
tension  in  cast-iron,  wrought-iron,  and  steel. 

2^.  As  to  m,  in  those  few  applications  that  Professor  Ran- 
kine  gives  of  his  theory  of  internal  stress,  such  as  the  case  of 
combined  twisting  and  bending,  he  determines  the  greatest  in- 
tensity of  the  stress  acting ;  and  his  criterion  is,  that  this  shall 
be  kept  within  the  working-strength  of  the  material.  This  is 
equivalent  to  assuming  m  =  00.     The  more  modern  writers. 
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such  as  Grashof  and  others,  take  account  of  the  fact  that  m  has 
a  finite  value»  and  make  their  criterion  that  the  greatest  strain 
shall  be  kept  within  the  quotient  obtained  by  dividing  the  work- 
ing-strength by  the  modulus  of  elasticity  of  the  material 

Thus,  if  /  is  the  working-strength,  and  c,  the  greatest 
stress,  and  c.  the  greatest  strain,  Rankiue's  criterion  of  safety 
is 

whereas  the  more  modem  criterion  is 

The  resulting  formulae  differ  in  each  case;  and,  as  has  been 
stated,  those  of  Rankine  could  be  derived  from  the  more  gen- 
eral ones  by  making 

I 

-  =  o    or    w  «  00, 

which  is  never  the  case. 

As  to  the  value  of  w,  but  few  experiments  have  been  made. 
Those  of  Wertheim  give,  for  brass,  2.94 ;  for  wrought-iron,  3.64. 
The  values  im  =  3  and  m  =  4  are  those  most  commonly 
adopted,  so  that 

II  II 

«       3  m       4 

3**.  The  value  of  G,  the  shearing-modulus  of  elasticity,  Le., 
the  ratio  of  the  stress  to  the  strain  for  shearing,  has  been 
determined  experimentally,  and  has  generally  been  found  to  be 
about  two-fifths  that  for  tension. 

According  to  the  theory  of  elasticit/i  we  must  b^v« 

2  »i  +  1 
as  may  be  proved  w  follows  :  — 
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Assume  a  square  particle  whose  side  is  a,  and  let  a  simple 
normal  stress  <r  be  applied  at  the  face  AB ;  then  we 
shall  have,  on  the  planes  BD  and  ACyZ,  shearing-stress 

(§  279) 

T  =  <r  sin  45**  cos  45®  =  -Jir. 

On  the  other  band,  if  we  let 


B 


6 

<T 


the  strain  of  the  particle  in  the  direction  AD  will  be  c,  while 
that  in  the  direction  AB  will  be  — ^  ;  hence  the  particle  will 


m 


become  a  rectangle,  the  side  AD  changing  its  length  from  a  to 

a  +  ^j€,  and  side  AB  changing  from  aX.o  a . 

fit 

The  diagonals  will  no  longer  be  at  right  angles  to  each 

other ;  and,  if  we  denote  by  a  the  angle  by  which  their  angle 

differs  from  a  right  angle,  we  shall  have,  for  the  shearing-strain 

on  the  planes  ylCand  BDy 

y  ss  tana. 

But,  after  the  distortion,  the  angle  ADB  will  become 


tani 


K;-) 

(I- 

^ 

I  -  tan? 
2 

m 

I  +tan2 

a  +  a€ 

I    +« 

therefore,  dividing,  and  carrying  the  division  only  to  terms  of 
the  first  degree,  we  have 

I  -  2tan2s=  I  -/i  +~y 
/a\  m  +  1 

'W    --IT" 


2tan( 
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But 


but 


y  =  tan  a  =  2  tan  -  nearly 
2 

»«  -I-  I 

I  =       ^       _  I      m     /a\ , 
y       ^  +  ^c        2m  -f  i\c/' 

I  =  G^      and     2  =  ^ 


/.   G^l 


m 


2  m  -^  1 

§  285.  Conjugate  Stresses.  —  If  the  stress  on  a  given  plane 
at  a  given  point  of  a  body  be  in  a  given  direction,  the  stress  at 
the  same  point  on  a  plane  parallel  to  that  direction  will  be 
parallel  to  the  given  plane.  Let  YOY  represent,  in  section,  a' 
given  plane,  and  let  the  stress  on  that  plane  be  in  the  direction 
A'OA\ 

Consider  a  small  prism  ABCD  within  a  body,  the  sides  of 
whose  base  are  parallel  respectively  to  XOX  and  YO  K  The 
forces  on  the  plane  AB  are  counterbalanced  by  the  forces 
on  the  plane  DC ;  the  resultants  of  each  of  these  sets  being 
equal  and  opposite,  and  acting  along  a  line  passing  through  0, 
Hence  the  forces  acting  on  the  planes  AD  and  EC  must  be  bal- 
anced entirely  independently  of  any  of  the  forces  on  AB  or 
DC:  and  this  can  be  the  case  only  when  their  direction  is  paral- 
lel to  YOY ;  for  otherwise  their  resultants,  though  equal  in 
magnitude  and  opposite  in  direction,  would  not  be  directly 
opposite,  but  would  form  a  couple,  and,  as  there  is  no  equal  and 
opposite  couple  furnished  by  the  forces  on  the  other  faces,  equi- 
librium could  not  exist  under  this  supposition. 

§  286.  Composition  of  Stresses.  —  The  general  problem  of 
the  composition  of  stresses  may  be  stated  as  follows  :  — 


Digitized  by 


Google 


PROBLEM, 


873 


Knowing  the  stresses  at  a  given  point  of  a  strained  body 
on  three  planes  passing  through  that  point,  to  find  the  stress  at 
the  same  point  on  any  other  plane,  also  passing  through  the 
same  point.  The  stresses  on  the  three  given  planes  are  not 
entirely  independent ;  in  other  words,  we  could  not  give  the 
stresses  on  these  three  planes,  in  magnitude  and  direction,  at 
random,  and  expect  to  find  the  problem  a  possible  one.  Thus, 
suppose  that  the  places  are  at  right  angles  to  each  other,  we 
have  already  seen  that  we  have  the  right  to  give  their  three 
normal  components,  cr^  o>,  and  o-.,  and  the  three  tangential. 


Tyx 


Tjryf  Tygy  and  Txa$  and  that  r^x  =  t^^  etc.    We  will  now  proceed 


to  special  cases. 

§  287.  Problem.  —  Given  the  three  planes  of  action  of  the 
stress  as  the  x,  y^  and  z  plane  respectively,  and  given  the  nor- 
mal and  tangential  components  of  the  stresses  on  these  planes, 
viz.,  <r^  ay,  cr„  Txyi  TxMf  and  Tyg,  to  find  the  intensity  and  direction 
of  the  stress  on  a  plane  whose  normal  makes  with  OX,  OY, 
and  OZ  the  angles  a,  /3,  and  y  respectively,  where,  of  course, 

COS*a  +  COS*^  +  COS^y  =  I. 

Draw  the  line  ON,  making  angles  a,  fi,  and  y  with  OX,  O  V, 
and  OZ  respectively ;  then  draw 
near  O  the  plane  ABC  perpen- 
dicular to  ON.  It  has  the  direc- 
tion of  the  required  plane,  and 
cuts  off  intercepts  OA,  OB,  and 
OC  on  the  axes ;  and,  moreover, 
we  shall  have,  from  trigonometry, 
the  relations. 

Area  BOC  =  (ABC)  cos  a, 

*      Area  AOC  =  (ABC)  cos  /?, 

AresiAOB  =  (^^C)cosy. 


Ficaoa. 


Now  consider  the  conditions  of  equilibrium  of  the  tetrahe- 
dron OABC    The  stress  on  ABC  must  be  equal  and  directly 
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opposed  to  the  resultant  of  the  stresses  on  the  three  faces 
AOQ  BOCt  and  AOB.  Now  let  us  proceed  to  find  this  result* 
ant. 

In  the  direction  OX  we  have  the  force 

^xkBOC)  +  T^,{AOB)  -h  T^yiAOC) 

Lay  o£f  OD  to  represent  this  quantity.  In  the  same  way  repre- 
sent the  force  in  the  direction  OY  hy 

OE  •=  o>(^OC)  +  r^{BOA)  +  T,^(BOC) 

s=  (ABC)  (a-y COS  P  4-  T^^cosa  J-  r^cosy), 

and  that  in  the  direction  OZ  by 

OF  =-  <r,{AOB)  +  r^(BOC)  +  ry,{AOC) 

as  ABC{(rgCOSy  +  Tx^COSa  +  T^,C0Si9). 

Now  compound  these  three  forces,  and  we  have,  as  resultant 

force,  

R^  OG^  ^0I>  +  OE^  +  OF^, 

and  as  resultant  intensity 


_     R         ylOD"  +  OE*  -h  OF* 
"^     ABC  *  ABC 

mm  )/\{irjfCOSa  +  t^cOS/8  +  r^sCOSy)' 

4-  (oycos)9  4"  T^cosa  +  Tj^cosy)* 

+  (cTjCOSy  +  TjrsCOSa  +  T^«C0S)8)*| 
=  Vjcr^'cos'a  -f-  cry  COS* /3  -|-  <r,'cos'y 

-h  T^/(cos*a  -I-  cos»)3)  4-  T^i'(C0S*a  +  cos^y) 

+  Tj«'(cos*jS  4-  cos'y)  4-  ao-^^Cv/Cos/S  4-  T^,CQsy)cosa 

4-  2cry(TjgyCosa  4-  Ty, cosy) cos j8 
+  Ztr^irxsCOBa  4-  T^W8iS)c0S7  4-  aT^^T„ COS ^ cosy 

4-  2r^yr^«  COS  a  co«y  4-  ar^^r^s  COS  a  COS  ^|i 
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the  direction  being  given  by  the  angles,  <v,  /?»  and  y„  where 


cos<v 


OD 
IT' 


co.)8.-f. 


OF 


§  288.  Stresses  Parallel  to  a  Plane.  —  To  solve  the  same 
problem  when  there  is  no  stress  in  the  direction  OZ,  and  when 
the  new  plane  is  perpendicular  to  XO  F,  or,  in  other  words,  in 
the  case  when  the  planes  of  action  are  all  perpendicular  to  one 
plane,  to  which  the  stresses  are  all  parallel :  we  then  have 


and  hence 


^m  ==  "TxM  s»  T|^  S3  o    and    /8  w  90**  —  a. 


o-  =3  ^a-jg'COS^a  +  <r/sin*a  +  r^y    +  2(<r^  +  ^y)'^xy 


cos  a  sin  cu 


Fte.jo3. 


Or  we  may  proceed  as  follows :  — 

Let  the  normal  intensity  of  the  stress  on  the  x  plane  (i.e., 
that  perpendicular  to  OX)  be  <r^  that  on  the 
y  plane  oy,  and  the  tangential  intensity  t^^ 
Let  ON  be  the  direction  of  the  normal  to 
the  plane  on  which  the  stress  is  to  be  deter- 
mined, and  let  the  angle  XON  =  a.  Then 
let  the  plane  AB  be  drawn  perpendicular  to 
ON^  and  let  us  consider  the  equilibrium  of 
the  forces  exerted  by  the  other  parts  of  the 
body  upon  the  triangular  prism  whose  base  is  ABO  and  alti- 
tude unity. 

If  we  compound  the  forces  acting  on  the  faces  AO  and  OB^ 
we  shall  have,  in  their  resultant,  the  total  force  on  the  face  AB 
in  magnitude  and  direction.     Moreover,  we  have  the  relations, 

Area  OB  =  area  AB  cos  a    and    Area  OA  =  area  AB  sin  ou 
Force  acting  on  OB  in  direction  OX  =  <r,{OB)y 
Force  acting  on  OB  in  direction  OY  ^  rjey{OS), 
Force  acting  <m  OA  in  direction  OX  =  Txy^OA), 
Force  acting  on  OA  in  direction  OY  =  ay{OA). 
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Hence,  if  we  lay  o£f 

OD  =  <T^{OB)  +  r^yi^OA)     and     OC  =  o>((9^)  +  rxf^OB), 

then  will  OD  represent  the  total  force  acting  in  the  direction 
OXy  and  OC  will  represent  the  total  force  acting  in  the  direc- 
tion OY. 

Compounding  these,  we  shall  have  OE  as  the  resultant  total 

OR 
force  on  the  face  AB^  and  — ^  will  represent  its  intensity. 

To  deduce  the  analytical  values,  we  have 

OD  =  (rjc(,OB)  •+-  rj^{OA)  =  (-4^)  (<r^ cos  a  +  T^rfSina), 
OC  =  iry{OA)  -h  Tjcy{OB)  r=  (^^)(a>sina  -|-  T^r^cosa) 


/.    OE  =  yJOD"  +  OC* 


=  AB\l(iTx  cos  a  -h  TxySina)*  -|-  (oysina  -f  r^p^cosa)' 

=  ABs\fTj?  cos  *  a  4-  <V*  S"^*  *^  "*■  2''*/  ^^s  a  sin  a(o-;^  +  oy) 

+  r^/(cos»a  -f  sin'a)j. 

Or,  if  (Tr  represent  the  resultant  intensity  on  the  plane  AB^  and 
Or  the  angle  this  resultant  makes  with  OXy  we  shall  have 

fTr  =  V|cr;p'C0S'a  -f  cr/sin*a 

+  2r^/cr^  +  o>)cososina  +  rxy\,     (i) 


and 


OD         .       .  OC 

coscv  =  ttt;     and     smor  =  -r-. 

OE  OE 


Moreover^  it  is  sometimes  desirable  to  resolve  the  stress  into 
normal  and  tangential  components.  If  this  be  done,  and  if  <r 
and  T  represent  respectively  the  normal  and  tangential  com- 
ponents, we  shall  have 

a=  _     and    r=-; 
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but 

(9/*=  (?Z>cosa +  -fi'Z>sina    and    EF  ^  EDco&oi -- OD^ma 

OD  .    OC  . 

/.       <r  =5    T^COSa   +     -T^Sinji 

AB  AB 

=  cr^^COS'a  +  oysin'a  +  2r4^COSasina     (2) 

amd 

OC  OD  . 

T  ^  —--COS  a  —  -—-Sin  a 
AB  AB 

s=  ((Ty  —  <r;r)cosasina  +  T^^(cos*a  —  sin*  a) 

(cr-  —  fTjX   . 
^ y  Sin  2a  +  T^,  cos  2a.    (3) 

§289.  Principal  Stresses.  —  It  will  next  be  shown,  that, 
whatever  be  the  state  of  stress  in  a  body,  provided  the  stresses 
are  all  parallel  to  one  plane,  the  planes  of  action  being  all  taken 
perpendicular  to  this  plane,  there  are  always  two  planes,  at  right 
angles  to  each  other,  on  which  there  is  no  tangential  f tress ; 
these  two  planes  being  called  the  planes  of  principal  stress,  the 
stress  on  one  of  these  planes  being  greater,  and  the  other  less, 
than  that  on  any  other  plane  through  the  same  point. 

To  prove  the  above,  it  will  be  necessary  only  in  the  last 
case,  which  is  a  perfectly  general  one,  to  determine  for  what 
values  of  a  the  value  of  t  is  zei;o,  and  whether  these  values  of  a 
are  always  possible.     We  have 

^9  ^  ^x  , 

T  a=    -^ Sm  2a  +  Tjcy  cos  2a  ." 

2 

and,  if  we  put  this  equal  to  zero,  we  have 
sin  2a 


cos  2a 


=  tan2a  s= 


and  this  gives  us,  for  all  values  of  <r«  o>,  and  T^y.  two  possible 
values  for  2a,  differing  from  each  other  by  180®,  hence  two 
values  for  a  differing  by  90°.  Hence  follows  the  first  part  of 
the  proposition. 
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-  -  —  ■  -  -  -  —  ^  - _■  —  — . .^ 

The  latter  part  —  that  these  are  the  planes  of  the  greatest 
and  least  stresses  -^  will  be  shown  by  diCEerentiating  the  value 
of  <t/,  and  putting  the  first  difiFerential  co-efficient  equal  to  zero ; 
and,  as  this  gives  us 

—  2<rjr*  cos  a  sin  <r  +  2<Ty  cos  a  sin  « 
+  2Txy(crjr  +  ay)  (cos 'a  —  sin' a) 

=  2(0-;^  +  <rf)K^^  ~  cr;r)cosasina  +  T;,y(cos*«  —  sin'a)^ 

=  o, 

therefore  we  have  the  same  condition  for  the  maximum  and 
minimum  stresses  as  we  have  for  the  planes  of  no  tangential 
stress. 

It  follows  that  the  determination  of  the  greatest  and  least 
stresses  at  any  one  point  of  a  body  is  identical  with  the  deter- 
mination of  the  principal  stresses;  and  it  will  be  necessary, 
whenever  the  stresses  on  any  two  planes  are  given,  to  be  able 
to  determine  the  principal  stresses,  as  one  of  these  is  the 
greatest  stress  at  that  point  of  the  body,  and  the  other  the 
least. 

§  290.  Determination  of  Principal  Stresses.  —  When  the 
stress  is  all  parallel  to  one  plane,  viz.,  the  z  plane,  and  when 
the  stresses  on  two  planes  at  right  angles  to  each  other  are 
given,  i.e.,  their  normal  and  tangential  components,  we  may  be 
required  to  determine  the  principal  stresses.  Proceed  as  fol- 
lows :  Given  normal  stresses  on  X  and  Y  jJanes  respectively, 
iTjc  and  oy,  and  tangential  stress  on  each  plane  t,^  to  find  prin- 
cipal stresses. 

From  §  288  we  have,  for  a  plane  whose  normal  makes  an 
angle  a  with  OX, 

^r  s»  V<r;r'cos»a  -f-  <r/ sin»  a  -f  2r;r^(<r,  -|-  oy)co6asina  +  t*-/,    (i) 

KTn  =  (TjpCOS^a  -f  o>sin*o  +  2rjr^  cos  a  sin  a,  (2) 

T  =  Tx^(cos*a  —  sin' a)  —  {^x  —  oy)cos«i«in«,     (3) 
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or 

TssT;^COSaa -sin^a.  (4) 

Now,  the  condition  that  the  plane  shall  be  a  plane  of  prin- 
cipal stress  is,  that  t  =  o.     Hence  write 

Tjry(cos*a  —  sin*  a)  —  (cx  —  ay)  cos  a  sin  a  =  o, 

find  oy  and  substitute  itd  value  in  (2)^  and  we  shall  have  the 
principal  stresses.  The  operation  may  be  performed  as  fol- 
lows ;  viz.,  — 

From  (3)  we  have 

(a)     2  cos' a  —  I  =s   ■  — ■         cosasma 


cos*a  =a  -<  I  -I ico5osmo>. 

2(  r^  ) 


(^)     I  —  2sin*o  = ^cosasina 


^7  J  _ ^cosoana>. 

2  (  rjcy  J 

<T^  -4-  o>         cos  a  sin  a  (  fTj?  —  2fTj^y  -f-  CTy*  ) 

"« =  -J-  +  — 7— { ;- +  4^^} 


or 

cr^ -h  o"-        cos  a  sin  a/.  .,    .  > 

2  2T;py 

But  we  have,  since  (4)  equals  zero, 
tan  2a  = 


•%     Sm2a  s  2SmaCOSa  s 


±^xy 


V(cr,  -  o>)'  +  4tV 
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Hence  substitute  for  cos  a  sin  a  its  value,  and 


^n 


±  -V((r,  -  ^yY  +  4rx/,         (5) 


which  gives  us  the  magnitudes  of  the  principal  stresses ;  the 
plus  sign  corresponding  to  the  greater,  and  the  minus  sign  to 
the  less. 

EXAMPLES. 

I.  Let,  in  the  last  section,  o>  s  o,  and  find  the  principal  stresses. 
Here  we  have 


*y 


tan  2a  = 
and 


2  2 


2.  Given  two  principal  stresses,  to  find  the  stress  on  a  plane  whose 
normal  makes  an  angle  a  with  OX. 

In  this  case  Tjgy  =  o. 

Hence  we  have  the  case  of  §  288,  with  the  reduction  of  making 
Tjey  ==  o.  We  may  therefore  obtain  the  result  by  substitution  in  the 
results  of  §  288,  or  we  may  proceed  as  follows :  — 

(a)  Find  stress  on  new  plane  in  direction  OX;  this  will  be,  §  279, 

a-jg  cos  a. 
{b)  Find  stress  on  new  plane  in  direction  OY;  this  will  be,  §  279, 

KTy  sin  a. 
{c)  Compound  the  two,  and  the  resultant  is 


Vr  =  Vcr^r'COS^a  -f  cr/sin*a.  (l) 

{d)  Normal  component  of  o-^rcosa  is 

<rjg  COS'  a. 

(/)  Normal  component  of  o>  sin  a  is 

fTy  sin'  cu 
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(/)  Add,  and  we  have,  for  nonnal  stress^ 

ovg  S3  o'x  COS"  a  +  oy  sin*  a. 
{£)  Tangential  component  of  cr^  cos  a  is 

— CTj^COSasIhcu 

{K)  Tangential  component  of  o-^  sin  a  is 
+oy  cos  a  sin  a. 
[k)  Add,  and  we  have,  for  tangential  stress^ 
T  =  (oy  —  o';r)cosasina. 


(0 


(3) 


§291.  Ellipse  of  Stress.  —  In  the  case  above,  Le.,  when 
the  two  principal  stresses  are  v^  and  vy  respectively,  if  we 
represent  them  graphically  by  OA  = 
<r^  and  OB  =  o>,  and  let  CD  be  the 
plane  on  which  the  stress  is  required, 
its  normal  making  with  OJC  the  angle 
XON  =  a,  then,  from  what  has  been 
shown,  if  OR  represent  the  intensity  of 
the  resultant  stress  on  this, plane,  we 
shall  have 


OR  ^  €rr=^  Vo-jr*  COS*  a  +  cr/  siu*  a; 

and,  moreover, 

OE  =  oleosa,        OF  =  o>  sincu 

If  we  denote  these  by  x  and  y  respectively,  letting  (jr,  y)  be 
the  point  R,  i.e.,  the  extremity  of  the  line  representing  the 
stress  on  AB^  then 


-  (0- 


Cje  cos  Oy 

y  is:.  tTy  sm  a, 

cos'  a       and 

©■— 

=  ii 
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which  is  the  equation  of  an  ellipse  whose  semi-axes  are  o-^  and 
a>  respectively ;  hence  the  stress  on  any  plane  will  be  repre- 
sented by  some  semi-diameter  of  the  ellipse. 


SPECIAL  CASES. 

I.  When  the  two  given  stresses  are  equal,  or  cr^  =  o>  then 


Vr  =  Vo-jr'  cos'  a  -h  cr/  sin*  a  =  <rjp, 

and 

<r;rCOSa  _ 

cosor  = s=s  cosa        and        smcv  =  sma/ 

therefore  the  stress  is  of  the  same  intensity  on  all  planes,  and 
always  normal  to  the  plane. 

II.  When  the  two  given  stresses  are  equal  in  magnitude 
but  opposite  in  sign,  or  <ry  =  — o-^r,  then 

But 

cos  Or  =  COS  a        and        sincv  =  —sin  a, 
hence 

Or  =  —a/ 

therefore  the  stress  on  any  plane  whos^  normal  makes  an  angle 
a  with  OX  is  of  the  same  intensity  o-^  but  makes  an  angle 
equal  to  a  with  OX  on  the  side  opposite  to  that  of  the  normal 
to  the  plane. 

Problem.  —  A  pair  of  principal  stresses  being  gfiven,  to 
find  the  positions  of  the  planes  on  which  the  shear  is  greatest 

Solution,  —  Let  t  =  (a>  —  <r^)  sin  a  cos  a  =  majc. 

Therefore  differentiate,  and 

cos*  a  —  sin*  a  as  o 
.*.    cosa  s=  ±sina  /.    a  =  45®  or  135^ 
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§  292.  Some  Special  Modes  of  Solution  of  some  Prob- 
lems.—  The  case  where  two  principal  stresses,  o-^  and  o>,  are 
given,  to  find  the  stress  on  any  plane  whose  normal  makes  an 
angle  a  with  OX^  may  be  solved  asiollows,  graphically :  — 

Let,  Fig.  302,  <r,  =  OA,  and  o>  =  OB.    Let  XON  =  a. 

Now, 


<^;r 

= 

o> 

+ 

a 

<rx 

+ 

^ 

2 

1 

<rx 

_ 

o> 

+ 

Zf 

_^ 

ay 

— 

<rx 

Hence,  instead  of  proceeding  at  once  to  find  the  resultant 
stress  on  CD  due  to  the  action  of  a^  and  a>,  we  may  first  find 
that  due  to  the  action  of  the  two  equal  principal  stresses  of  the 
same  kind, 

q>  4-  q-^ 
2      ' 
then  that  due  to  the  pair 

f>^L^        and        -?>i:-^, 
2  2      ' 

and  then  the  resultant  of  these  two  resultants. 

The  first  resultant  will  be  evidently  laid  o£f  on   ON,  and 

equal  in  magnitude  to  -^^ * ;  hence  let  OM  =  — -,  and 

C?-^  will  be  the  first  resultant 

The  second  resultant  will  be  of  magnitude  -^ -,  and 

will  have  a  direction  MR  such  that  the  angle  NMS  =  SMR. 

Hence,  laying  o£f  this  angle,  and  making  MR  =  — -, 

we  shall  have  for  the  final  resultant,  OR,  as  before. 

This  construction  will  be  useful  in  the  following  case: — 
To  find  the  most  oblique  stress,  we  must  find  for  what 

value  of  a  the  angle  MOR  is  greatest    This  will  be  made 
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evident  if  we  observe^  that,  for  all  positions  of  the  plane,  the 


triangle  OMR  has  always  OM  =  -^ ,  and  MR  = 

both  of  constant  length.     Hence,  if,  with  M  as  ^  centre  and 

MR  as  a  radius,  a  circle  were  described,  and  a  tangent  were 

drawn  from  O  to  this  circle,  the  point  of  tangency  being  taken 

for  R,  then   will   OR  be  the  most  oblique  stress;   i.e.,  the 

stress  is  most  oblique  when  ORM  =  go**.    Therefore  greatest 

obliquity  = 

.       a>  —  <r, 

sm-«-^— T . 

o>  -h  ajg 

§  293.  Converse  of  the  Ellipse  of  Stress.  —  The  converse 
of  the  ellipse  of  stress  would  be  the  following  problem  :  Given 
any  two  planes  passing  through  the  point  in  question ;  given 
the  intensities  and  directions  of  the  stresses  on  these  planes, 
—  to  find  the  principal  stresses  in  magnitude  and  in  direction. 

The  first  step  to  be  taken  is,  to  assure  ourselves  that  the 
conditions  are  not  incompatible,  as  they  are  liable  to  be  if  the 
planes  and  stresses  are  taken  at  random.  The  test  of  this 
question  is,  to  resolve  each  stress  into  two  components,  respec- 
tively parallel  to  the  two  planes  ;  and,  if  the  conditions  are  not 
inconsistent,  the  component  of  each  stress  along  the  plane  on 
which  it  acts  must  be  equal.  The  proof  of  this  statement  can 
be  made  in  a  similar  way  to  that  used  in  proving  that  the 
intensities  of  the  shearing-stresses  on  two  planes  at  right  angles 
to  each  other  are  equal.  If,  upon  applying  this  test,  we  find 
that  the  conditions  are  not  inconsistent,  we  may  proceed  as 
follows:  — 

Suppose  CD  (Fig.  304)  were  the  given  plane,  and  OR  the 
stress  upon  it,  and  suppose  the  position  of  the  principal  axes, 
OX  and  O  Y,  and,  indeed,  all  the  rest  of  the  figure,  were  absent, 
i.e.,  not  known.  Now,  we  can  easily  draw  the  normal  ON; 
and,  if  wc  could  determine  upon  it  the  point  M  such  that  OM 
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should  be  one-half  the  sum  of  the  principal  stresses,  we  should 
be  able  to  reproduce  the  whole  figure.  Hence  we  will  devote 
ourselves  to  the  determination  of  the  position  of  the  point  M. 

Let  OR  =  /  =  stress  on  plane  CD, 

Let  stress  on  the  other  given  plane  be/,. 

Let  NOR  =1  0  =  obliquity  of  /. 

Let  0^  =  obliquity  of  /,. 

Then  we  have 

MR'  =  (9^  +  OM'  -  2OM.  ORcoaO; 

or,  if  a-^  and  o>  denote  the  (unknown)  magnitudes  of  the  prin- 
cipal stresses. 

From  the  triangle  constructed  in  the  same  way,  with  the 
stress  on  the  other  plane,  we  should  have 

Hence,  by  subtraction, 

/a  -/,»  =  2(^±±^ypcosO  -^ p.cosO^y  (3) 


2  (/  cos  ^  —  /x  cos  6i) 


(4) 


Having  thus  found  -^ -,  we  can  next  find,  from  either 

2 

(i)  or  (2),  the  value  of  ^ ^. 

2 

Now,  therefore,  we  know  OAf  and  MR^  and  hence  we  can  lay 

off  this  value  of  OAf,  and  complete  the  triangle  OMR ;  then 
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bisect  the  angle  NMR,  and  the  line  MS  is  parallel  to  the  axis 
of  greater  principal  stress.  Hence  draw  (?K  parallel  to  MS^ 
and  6^^  perpendicular  to  (9K,  and  lay  off  on  OY 

OB^tT^^  OM^MR, 
and  on  OX 

OA^(T^^  OM—MR, 

and  the  problem  is  solved. 

§  294.  Rankine's  Graphical  Solution. — The  following  is 
Rankine*s  graphical  solution  of  the  preceding  problem  : 

Draw  the  straight  line  ON^  Fig.  305,  and  then  lay  off  angle 
NOR  =  6/,  and   angle  NOR^ 
=  «!,,  also  OR—p  and   OR^    o- 
=  /, .     Then  join  i?  and  i?,, 
and  bisect  RR^  by  a  perpen- 
dicular SM,     From  the  point  '  ^^' 
J/,  where  this  meets  ON,  draw  MR  and  MR^ .    Then  will 

^^-?=^^,         (i)  ^tH^^MR^MRr.     (2) 

2  2 

.-.  <r,  =  CM  -  iir^,    (3)     and  o",  =  6>il/  +  MR  ;       (4) 

and  the  angles  made  by  OK  with  OiVand  ON^ ,  respectively, 
will  be 

NMR         ,  .  .        o      ^ NMR^ 

9o°-flf  =  — ^,        (s)     and    90   -  a,  =  — ^. 

A  comparison   of  this  figure  with  the  triangle  OMR  of 
§  291  will  sho^  that  this  is  merely  a  graphical  construction  for 
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the  analytical  solution  given  in  §  293 ;  and  the  equations  of 
that  article  can  readily  be  deduced  from  the  figure  given  above. 


SPECIAL   CASES. 

{a)  When  the  two  given  planes  are  at  right  angles  to  each 
other. — In  this  case  the  tangential  components  of  OR  and  OR^ 
are  equal,  and  hence  (Fig.  306)  aR^  =  bR. 

Hence  the  figure  be- 
comes  that  shown  where 
RR^  is  parallel  to  0N\  and 
if  we  let  Ob  =  p^,  Oa  =/^ , , 
and  bR  =  aR^  =  /< ,  we  shall 
have 


Hl""  ^' 


:=AfJt=  VjM^y  +A»  =  /p^y+A'i 


whence  we  readily  obtain  cr,  and  cr,,  and  then  a  and  or, ,  just  as 
before. 

(b)  When  the  two  given  stresses  are  conjugate  (see  §  285). — In 
this  case  the  obliquities  of  the  two  stresses  are  the  same,  and 
the  figure  becomes  Fig.  307. 

We  then  obtain  _  m  .. 


<^-+<^f 


OM^ 


OS 


cos6' 
=  ^-±^;      (9) 

2  cost' 


Pig.  307. 
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<r,-<r. 


2 


=  /(i^)' + osw^  =  /(i^.  )■  +  (iiA.)'  .„. , 


=  /(^)V  +  u..fl-M=«/!f±^-M.       M 


(^)  The  following  proposition,  due  to  Rankine,  will  next 
be  proved : 

The  stress  in  every  direction  being  a  thrust,  and  the  gfreat- 
est  obliquity  being  given,  it  is  required  to  find  the  ratio  of  two 
conjugate  thrusts  whose  common  obliquity  is  given. 

Let  0  denote  the  greatest  obliquity,  then  we  shall  have  (see 
last  equation  of  §  292) 


-*-l— ^  =  sin0.      (II) 
^f  +  ^.  ^    ^ 


Now  let  S  denote  the  common  obliquity  of  two  conjugate 
stresses  whose  intensities  are  /  and  /, .  Moreover,  ^  <  0,  and 
we  will  consider/,  <  p.  Then  from  equations  (9)  and  (10)  we 
deduce 


,^4^ 


\  cos*  B  _  /g-y  —  c^y 


and  combining  this  with  (i  i)  we  obtain 

(/+/,)' ^  cos' g. 
4/5^,  cos*  0 ' 


(>) 
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[P—P^  —  cos'  B  —  cos'  0 
•''    V/+A/   "         cos' 6^         ' 

P\  —  COS  6  ^  V  cos'  0  —  cos*  0 
/      cos  0  -At  V  cos'  ^  —  cos'  0 

which  IS  the  ratio  shown. 

§  295.  Case  of  any  Stresses  in  Space.— In  the  case  of 
stress  which  is  not  all  parallel  to  one  plane,  we  should  find  that 
it  is  always  possible,  no  matter  how  complicated  the  state  of 
stress  in  a  body,  to  find  three  planes  at  right  angles  to  each 
other  on  which  the  stress  is  wholly  normal,  these  being  the 
principal  stresses ;  and  a  number  of  propositions  follow  analo- 
gous to  those  for  stresses  all  parallel  to  one  plane.  The  discus- 
sions of  these  cases  become  very  complex,  and  will  not  be 
treated  here. 

§  296.  Some  Applications.  —  The  following  are  some  of 
the  practical  cases  which  require  the  theory  of  elasticity  for 
their  solution. 

§  297.  Combined  Twisting  and  Bending.  —  This  is  the 
case  very  generally  in  shafting,  as  the  twist  is  necessary  for 
the  transmission  of  power,  and  the  bending  is  due  to  the  weight 
of  the  pulleys  and  shafting,  and  the  pull  of  the  belts,  this  being 
especially  so  when  there  are  pulleys  elsewhere  than  close  to  the 
hangers ;  also  in  overhanging  shafts,  in  crank-shafts,  etc. 

Thus  far  we  have  no  tests  of  shafting  under  combined 
twisting  and  bending,  and  therefore  the  methods  used  for 
calculating  such  shafts  vary.  With  many  it  is  the  practice 
to  compute  their  proper  size  from  the  twisting-moment  only, 
but  to  make  up  for  the  bending  by  using  a  large  factor  of 
safety,  the  magnitude  of  this  factor  depending  upon  how  much 
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the  computer  imagines  the  shaft  will  be  weakened  by  the  par- 
ticular bending  to  which  it  is  subjected. 

With  others  it  is  customary  to  compute  the  deflections, 
under  the  greatest  belt-pulls  that  can  come  upon  it,  by  the 
principles  of  transverse  stress,  without  any  reference  to  the 
torsion,  and  to  so  determine  it  that  the  deflection  computed  in 
this  way  should  not  exceed  yjViT  ^"^  T«\)ir  ^^  ^^^  span. 

On  the  other  hand,  Unwin  and  some  others  give  the  for- 
mulae, which  will  be  developed  here  for  combined  twisting  and 
bending,  as  deduced  by  the  theory  of  elasticity.  This  formula 
has  not,  as  yet,  been  very  extensively  used ;  and  its  constants 
are  taken  from  experiments  on  tension  or  torsion  alone,  and 
not  on  a  combination  of  the  two.  It  is  to  be  hoped  that  we 
may  some  time  have  some  experiments  on  such  a  combination. 
We  will  now  proceed  to  deduce  a  formula  for  the  greatest  in- 
tensity of  the  stress  at  any  point  of  the  shaft 

For  this  purpose 

Let  M^  =  bending-moment  at  any  section. 

M^  =  twisting-moment  at  the  same  section. 

/,    =  moment  of  inertia  about  neutral  axis  for  bending. 

/,    =  moment  of  inertia  about  axis  of  shaft 

r     =  distance  from  axis  to  outside  fibre. 

Then,  if  we  denote  by  <r  the  greatest  intensity  of  the  stress 
due  to  bending,  and  by  t  the  greatest  intensity  of  the  stress  due 
to  twisting,  we  have, 

<r=-^.  (I)  r-— .  (a) 

For  a  circular  or  hollow  circular  shaft, 
hence 


Digitized  by 


Google 


COMBINED    TWISTING  AND  BENDING.  89 1 

Then,  at  a  point  at  the  outside  of  the  shaft  in  the  section 
under  consideration,  we  shall  have,  — 
l^  On  a  plane  normal  to  the  axis, 

{fLf  a  normal  stress  o-, 

(p)  a  shearing-stress  t. 
2^  On  a  plane  in  the  direction  of  the  axis, 

(d)  a  normal  stress  o. 

'{p)  a  shearing-stress  t. 
We  thus  have  the  case  solved  in  Example  I.,  §  290. 
If,  therefore,  the  greatest  and  least  principal  stresses  be 
denoted  by  <r,  and  or,  respectively,  we  shall  have 


2  ▼     4 

But,  if  Ci  and  c,  denote  the  strains  in  the  directions  of  the 
principal  stresses,  we  have 

Et^  =  cr,  —  — I  E^  =  (Ta  —  -^ ; 

fn  ffl 

Hence,  substituting  for  <r,  and  cr,  their  values,  we  have 


»»  —  I     ,  «  -f-  I 


Eu  =  '^^—^  +  '!^^!^-^^[^T^,  (7) 


m  ^  \  «  +  I 


2»»  2»» 

We  then  have,  for  the  greatest  stress  on  any  fibre,  the 
greater  of  the  two  quantities  (7)  and  (8);  and  this  should  not  at 
any  section  of  the  shaft  exceed  the  working-strength  of  the 
material  for  tension. 
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The  greater  of  the  two  is  Et^ :  hence  we  should  have,  if 
/  =  greatest  stress, 


«  —  I        «  +  I 


<r+      --Vo-  +  4T»-/  (9) 


2m  2m 


If,  now,  we  let «»  =  4,  as  is  commonly  done,  we  have 


f<r  +  fV(T-4-4T*«/,  •     (10) 

this  being  the  formula  given  by  Grashof  and  others  for  com- 
bined twisting  and  bending. 

On  the  other«hand,  Rankine  puts  the  value  of  0-1  in  (5)  equal 
to  /,  and  hence  Rankine's  formula  is 

^+ V(T-  +  4T'=/  (II) 

This  might  be  derived  from  (9)  by  making  m  =  00  instead 
of  »i  =  4. 

The  formulae  developed  above  are  applicable  to  any  section. 


APPLICATION  TO  CIRCULAR  AND  HOLLOW  CIRCULAR  SHAFTS. 

Substituting  for  <r  and  t  in  (10)  the  values  from  (3)  and  (4), 
we  should  obtain 


^j|^«  +  \fMFTM}\  =/  (12) 


which  is  Grashof s  formula,  and  is  given  by  Unwin  and  others; 
and,  substituting  in  (11)  instead,  we  should  have 

^(iif.  +  sImFTm^)  -/•  (13) 

Equation  (12)  is  equivalent  to  the  following  rule:— - 
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Calculate  the  shaft  as  though  it  were  subjected  to  a  bending- 
moment  . 

and  equation  (13)  is  equivalent  to  the  following  rule :  — 

Calculate  the  shaft  as  tliough  it  were  subjected  to  a  bending- 
moment 


M, 


2      2 

Now,  if,  as  is  usually  the  case,  the  section  where  the  great- 
est bending-moment  acts  is  also  subjected  to  the  greatest 
twisting-moment^  it  will  only  be  necessary  to  put  for  M,  the 
greatest  bending-moment,  and  for  M^  the  greatest  twisting- 
moment. 

§  298.  Thick  Hollow  Cylinders  subjected  to  a  Uniform 
Normal  Pressure.  —  Let  inside  radius  =  r,  outside  radius  = 
r„  length  of  portion  under  consideration  =  unity,  intensity  of 
internal   normal   pressure  =  P,   of  external   normal  pressure 

1°.  Divide  the  cylinder  into  a  series  of  concentric  rings ; 
let  radius  of  any  ring  be  /»,  and  thickness  dp,  these  being  the 
dimensions  before  the  pressure  is  applied. 

Let  p  become  p  +  i,  and  </p,  dp  -^-  d(,  after  the  pressure  is 
applied. 

Then  at  any  point  of  this  ring  we  shall  have,  for  the  strain 
in  the  radial  dirQCtion» 

f-  « 

and,  since  the  length  of  the  ring  before  the  application  of  the 
pressure  is  2^p,  and  after  is  2v{p  +  $)f  hence  the  strain  in  a 
direction  at  right  angles  to  the  radius  ia 


97rp       p 


(»> 
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2°.  Impose,  now,  the  conditions  of  equilibrium  upon  the 
forces  exerted  by  the  rest  of  the  cylinder  upon  the  upper  half- 
ring.     For  this  purpose  let 

/  =  intensity  of  normal  pressure  on  inside ;  i.e.,  at  dis- 

tance p  from  the  axis. 
p  J^  dp  -=•  intensity  of  normal  pressure  on  outside ;  i.e.,  at  dis- 
tance /»  +  rfp  from  the  axis. 
Then  we  shall  have  for  these  forces,  — 

ifi)  Upward  force  due  to  internal  pressure, 

2/(a>  +  0- 

{ff)  Downward  force  due  to  external  pressure, 
2(/  +  ^)(p  +  ^  +  ^p  +  ^«. 

{f)  Upward  force  at  right  angles  to  radius  acting  at  division 
line  between  the  two  half-rings, 

2t{dp  +  d^, 

where  /  =  intensity  of  hoop-tension  per  square  unit;  i.e.,  of 
tension  in  a  circumferential  direction.     Then  we  have 

2(/  4-  ^)(p  +  f  +  //p  +  ^f)  -  2/(p  +  f)  -  2/(4  4-  di)  =  o; 

and,  if  this  be  reduced,  and  the  terms 

2pdi^    2idp,    2dpdp,     idpd^,    and    2tdi 

be  omitted,  all  of  which  are  very  small  compared  with  the 
remaining  ones,  we  shall  have 

dp     p  —  t 
Now,  the  two  stresses  p  and  /  are  principal  stresses,  since 
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••      •  ^         ■   -  -  ■       - 

there  are  no  shearing-stresses  on  these  planes.    Hence  we  have, 
from  equations  (i)  and  (2),  §  282, 

Now  eliminate  /  and  /  between  (3),  (4),  and  (5),  and  obtain 
a  differential  equation  between  p  and  f. 
Proceed  as  follows  :  — 
From  (4)  and  (5), 

^_En^di    ^±\ 
m*  —  i\tfp        mpj 
dp  ^     Em-    /d-i   .   jT  (?^  _  ^\ 
"dp       w"  —  i\dp-       mp  dp       mp-J 

From  (4)  and  (5)  also, 

/  -  /        Em    fdS      S\  1 


(6) 


P 

m 

+  i 

Up 

pJp- 

Hence, 

substituting  in 

(3),  and  reducing. 

we  obtain 

d-i 
dp- 

pdp 

0 

"  dp^' 

=  -(; 

d( 
dp 

^)- 

-0) 

rfp 

Hence, 

by  integration, 

d( 
dp 

P 

(7) 


2a  being  an  arbitrary  constant,  to  be  determined  from  the  con« 
ditions  of  the  problem. 
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From  (7)  we  obtain 

P^  +  f=2ap     or     -^  =  2ap. 

Hence,  integrating,  we  have 

^  =  tfp«  -H  by  (8) 

b  being  another  arbitrary  constant 
From  (8)  we  obtain 

f  =  ^P  +  -,  (9) 

which  gives  us,  for  the  two  strains, 

dp  p' 

Hence,  substituting  these  values  in  (4)  and  (5),  and  solving 
for/  and  /  successively,  we  obtain 

/Em              Em     b  ,     ^ 

= a ,  (12) 

w  -  I         w  +  I  p' 

.          Etn        ,      Etn     b  ^     \ 

t  = a  H .  (13) 

Now,  to  determine  a  and  b,  we  have  the  conditions,  that, 
when  p  zn  r^p  =•  P^  and  when  pzn  r^^  p  =1  — P,. 
Hence 

r>         Em    ^         Em     b       n          Em    ^         Em     b 
—  .a ; ;,    JP^  =  a  — 


w  —  I         w  -h  I  r*  «  -^  I         «*  +  I  r,' 

.      ^  -  ^  -  I  /^^,'  -  /V'       ,  _^-f  I  P,-  P.. 
-£»»        r,»  —  r'  m      r*  —  r* 
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The  greatest  value  of  /,  and  hence  the  greatest  intensity  of 
the  hoop-tension,  occurs  when  p  =  r;  and  hence  we  obtain 

Max/= VfZT^ '  ('5) 

this  value  of  /  being  negative  when  there  is  hoop-tension,  be- 
cause the  signs  were  so  chosen  as  to  make  t  positive  when 
denoting  compression. 

If  P,  =  o,  i.e.,  if  there  is  no  external  pressure,  we  have 


Max/=-/'(^jl±^;);  (16) 


and,  according  to  Professor  Rankine's  method,  we  should  deter- 
mine the  proper  dimensions  by  keeping  max  /  within  the  work- 
ing-strength of  the  material. 

On  the  other  hand,  if  we  decide  that  we  will  keep  the  value 

of  -£■(  -)  within  the  working-strength,  we  shall  find  for  this,  when 


we  make  p  =  r, 

"^^(S TPT^ '  <"> 

and,  if  m  =  4, 

When  P^  =  o, 

Ma»4D=-^'rLtr  (.9) 


Practical  cases  of  thick,  hollow  cylinders  subjected  to  a  uni- 
form normal  pressure  occur  in  hydraulic  presses  and  in  ord- 
nance. 
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§  299.  Ranki&e*s  Theory  of  Earthwork. — For  a  mass  of 
earth  bounded  above  by  a  plane  surface,  either  horizontal  or 
sloping,  his  theory  assumes  the  following  proportions  to  be 
true,  viz. : 

**  i^.  The  pressure  on  a  plane  parallel  to  the  upper  plane  sur- 
face (which  may  be  called  a  conjugate  plane)  is  vertical,  and 
proportional  to  the  depth. 

**  2"*.  The  pressure  on  a  vertical  plane  is  parallel  to  the  up- 
per plane  surface,  and  conjugate  to  the  vertical  pressure. 

**  3°.  The  state  of  stress  at  a  given  depth  is  uniform." 

If  we  let  w  denote  the  weight  of  the  earth  per  unit  of 
volume,  X  the  depth  of  a  given  conjugate  plane  below  the 
surface,  ^  the  inclination  of  the  conjugate  plane,  then  is  the 
intensity  of  the  vertical  pressure  on  the  conjugate  plane 

p^wx  cos  ft  (i) 

Moreover,  if  0  is  the  angle  of  repose  of  the  earth,  then  is 
0  the  angle  of  greatest  obliquity.  If  now  we  denote  hyp  the 
pressure  against  the  vertical  plane,  then  we  have  that 


^  ^  n  cos  B  —    V  cos"  0  —  cos*  0 

P  >  wxcostf —  , 

°"  cos  0  +  V  cos'  0  —  cos'  0 


(3) 


««^                ^^              y,cos#+  i^  cos' 6^  —  cos*  0 
and  /^«/jccos^ — ' —  ■     ^« 

**  cos  ^  —  V  cos'  B  —  cos'  0 ' 

I.e.,  /  may  have  any  value  between  these  two. 

When  the  problem  is  to  determine  the  pressure  exerted  by 
a  mass  of  earth  against  the  vertical  face  ^  of  a  retaining-wall, 
we  determine  the  intensity  of  the  pres- 
sure/against  the  face  (acting  along  ^rf) 
at  a  depth  x  below  the  upper  surface  ac 
by  means  of  equation  (2) ;  inasmuch  as 
Rankine  claims  to  prove  by  means  of 
Moseley's  principle  of  least  resistance 
that  the  pressure   against  the  vertical  '«*■■ 

plane  is  the  lesser  of  the  two  conjugate  pressures. 
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Hence,  for  the  entire  pressure  against  the  wall  we  have  a  dis- 
tributed pressure  whose  intensity  is  zero  at  a,  and  which  varies 
uniformly  as  we  go  downwards,  the  direction  of  the  pressure 
being  parallel  to  the  upper  surface  ae^  and  the  point  of  appli- 
cation of  the  resultant  being  at  a  depth  below  a  equal  to  f(^i^). 

When  the  upper  surface  ae  is  horizontal,  we  have  cos  6^=1; 
and  hence  (2)  becomes 

.  ^       I  —  sin  0  .  . 

/  >  wx  — i — r— r ,  (4) 

I  +  sm  0  ^^' 

,  r  V  ,  I  +  sin  0  ,  . 

and  (3)  becomes  p^wx  ^  _  ^.^  ^ .  (s) 

SUPPORTING  POWER  OF  EARTH  FOUNDATION  ACCORDING  TO  RANKINB. 

Let  the  surface  of  the  ground  be  horizontal. 

Then  Rankine  says  that  the  conjugate  pressure  may  be  in- 
creased beyond  the  least  amount  by  the  application  of  some 
external  pressure,  as  the  weight  of  a  building  founded  upon 
the  earth ;  that,  in  this  case,  the  conjugate  pressure  will  be  the 
least  which  is  consistent  with  the  vertical  pressure  due  to  the 
weight  of  the  building,,  and  if  that  conjugate  pressure  does 
not  exceed  the  greatest  conjugate  pressure  consistent  with  the 
weight  of  the  earth  above  the  same  stratum  on  which  the 
building  rests,  the  mass  of  earth  will  be  stable. 

Moreover,  the  greatest  horizontal  pressure  at  the  depth  ;r, 
consistent  with  stability,  is 

I  +  sin  0  ,^. 

p^wx -7-—.  (6) 

^  I  —  sm  0  ^  ' 

The  greatest  vertical  pressure,  consistent  with  this  horizontal 
pressure,  is 

,      ^  I  +  sin  0  /  I  +  sin  0  V  .  . 

^      -^  I  — sm0  \i— sm0/  ^'^ 

and  this  is  the  greatest  intensity  of  the  pressure  consistent 
with  stability,  of  a  building  founded  on  a  horizontal  stratum 
of  earth  at  a  depth  ;r,  the  angle  of  repose  being  0. 
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§  30a  Strength  of  Flat  Plates.  —  In  this  regard,  the  for- 
mulae  that  will  be  deduced  are  those  of  Professor  Grashof,  the 
reasoning  followed  being  substantially  that  given  by  him  in  his 
"  Festigkeitslehre." 

ROUND   PLATES. 

Let  the  curved  line  CA  be  a  meridian  curve  of  the  middle 
layer  of  the  plate  after  it  is 
bent.  Take  the  origin  at  O; 
let  axis  OZ  be  vertical,  and  axis 
OX  horizontal,  and  let  the  axis 
at  right  angles  to  ZOX  be  O*, 
so  that  z,  X,  and  <^  are  the  co- 
ordinates of  any  point  in  the 
middle  layer  of  the  plate. 

Let  y  denote  the  (vertical) 
distance  of  any  horizontal  layer 
from  the  middle  layer  of  the 
plate. 

Let  R  =  radius  of  curvature 
of  meridian  line  at  any  point 

(r,  jsr,  <^).  Fig.  30Q. 

Let  7?,  =  radius  of  curvature  of  section  of  middle  layer 
normal  to  meridian  line. 

Then  we  should  have,  from  the  differential  calculus. 


I 

d*s 

d3? 

d't      , 

^.  nearly, 

R 

l^  +  UJ 

I 

idz 

iP, 

xax 

Hence,  reasoning  in  the  same  way  as  in  the  common  theory  of 
beams,  we  should  have,  for  the  strains  of  the  layer  whose  dis- 


Digitized  by 


Google 


STRENGlir  OF  FLA  T  PLA  TES.  9OI 

tance  from  neutral  layer  is  y  at  point  (;r,  «^),  provided  there  is 
no  stress  in  the  plane  of  the  neutral  layer, 

y  y 

When  there  is  such  a  stress,  let  the  strains  due  to  that 
stress  be  c^ro  ^nd  c^. 
Then  we  shall  have 


(3) 
(4) 


Hence,  substituting  in  (i)  and  (2)  of  §  283,  we  have 

Now  let  us  suppose  the  plate  to  be  subjected,  before  load- 
ing, to  a  uniform  pull  in  its  own  plane,  and  normal  to  its  cir- 
cumference ;  and  let  the  intensity  of  this  pull  be/,.    Then 

and  hence,  we  have, 

*'o  =  •^o  =  —^ (S) 

Therefore,  substituting  in  (3)  and  (4),  and  reducing, 

-'=A-^,(«^  +  -^>  (6) 

w-ffy  fd^z       m  dz\  ^  ^ 


Digitized  by 


Google 


902  APPLIED   MECHANICS. 

These  equations  express  the  stresses  in  terms  of  the  co- 
ordinates of  the  points. 

Now  impose  the  conditions  of  equilibrium  upon  the  forces 
acting  on  any  half-ring  of  thickness  dx  ^=^  d^ 
These  forces  are  — 

I**.  Force  exerted  upon  it  by  the  outer  part 
of  the  plate, 

2^  Force  exerted  by  the  inner  part  of  the  plate, 
3**.  Force  exerted  upon  it  by  the  other  half-ring, 

4^.  Force  exerted  by  resistance  to  shear  on  top  and  bottom, 
|(r  -f  dr)  —  r\2xdx. 

Hence,  equating  to  zero  the  algebraic,  sum  of  these,  and 
reducing,  we  obtain 

dr       dr       fT^        i  d{xfTx) 


d%       dy       X       X     dx 


(8) 


Now  substitute  for  vx  and  0-4  their  values,  and  reduce,  and 
we  have 

(h  _    tn^Ey  IdH   .}^dH^\_ £& \  . 

dy^  m*  --  i\d3fi       x  dx"       0^  dxf  ^^' 

Integrate  with  regard  toy,  and  we  have,  since  the  quantity 
in  brackets  is  not  a  function  of  y, 

_      m^Ef    IdH  .   I  ^  .  £  ^\   .    . 
^"  2(/w»  -  i)\d:fi'^  X  dsi^      :)(^  dx)        * 
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k 

But,  when^  =  -  (A  being  the  thickness  of  the  plate),  t  =  o, 


since  there  is  no  shearing-force  at  top  or  bottom ; 


.^    ^  ^  _  m^E{h^  -Af)M_!z       idjz^^^  dz\ 

S{m^  -  i)     \^3  ^  xdx^       x'dxj  ^     ^ 

This  g^ves  us  the  intensity  of  the  shearing-stress  at  any 
point  {x,  z)  at  distance  y  from  middle  layer ;  and  this  is  the 
intensity  of  the  shear  at  that  point  between  two  horizontal 
layers,  and  hence  also  along  a  vertical  plane  through  the  point 

Now  let  us  take  the  case  of  a  centre  load  P  combined  with 
a  distributed  load  /  per  unit  of  area.  Then  shearing-force  at 
distance  x  from  centre  = 

'^^P  +  Py 

this  tending  to  shear  out  a  circular  piece  of  radius  x.  Hence 
we  must  have  this  balanced  by  the  whole  shearing  resistance 
on  the  surface  subjected  to  shear; 


j\rdy  ^irx»p  +  P 

a 

^>-^(/x  +  ^).  (It) 


Now  substitute  the  value  of  t  from  equation  (10),  integrate, 
and  reduce,  and  we  obtain 


d[»si^^i^^ 6  (#i»^— j) 


dsfi       X  dx»       X*  dx  m*Ek^ 


{,.  +  £).     (xO 
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Hence,  for  the  intensity  of  the  shearing^force,  we  have 

This  gives  the  intensity  of  the  shearing-force  at  any  point  ot 
the  plate. 

Next,  to  find  its  deflection,  or  the  equation  of  the  meridian 
line,  we  have,  from  (12), 

//»«   .    itk  6(m*  -  i)  jc*       6(m'  -  i)  P, 

dx'       xdx  m^Eh>    ^2  m^Eh^      w   ^ 

dH   .   dz  6(m*  -  1)  x^       6(m'  -  i)  P 


x- — h  -7-  = ^^ — z:r. — -A- ^^ TT, — ^  —xlog,x  +  ex. 

dx"       dx  m^Eh^    ^  m^Eh^      w       ^ 


But 


d 


-  4-  —  =  —(x—\  • 
X*       dx       dx\  dxj* 


hence,  integrating,  we  have 

dz^  _       6(m'  -  i)   jg^ 
^dx  ""  m*£/i^        8 

Hence,  dividing  through  by  x,  and  integrating, 

6(m'  —  i)  x^ 
tn^Eh>       32 

^    ,^^, (logr*  -  I)  +  —  +  ^logrJP  +  e;     (15) 

and  this  is  the  meridian  line  of  the  surface,  the  constants  c,  d, 
and  e  being  as  yet  undetermined. 
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This  is  as  far  as  we  can  proceed  before  taking  up  special 
cases. 

{a)  Full  Plate.  —  When  the  plate  is  full,  the  slope  becomes 
zero,  for  ;r  =  o ;  therefore  (14)  gives  us 

and  in  this  case  (15)  becomes 

:e  =s ^^ ^p- — 

nfiEh}       32 

(a)  Uniformly  Loaded^  no  Centre  Load.  — P  =  o* 


•  •    •  m^Eh>    ^32  ^   4 

But  when  ;r  =  r,  -er  =  o ; 

6(w»»  -  i)  r*       rr» 


e  s= 


m'Eh^     32        4 

And,  substituting  for  Zy  —  and  -;— ,  their  values  in  (i)  and  (2), 

ax  ax* 

we  obtain 

m  — 


£tx  = 


m 


I  Jz  6(»i'  -  i)  A      ,    V 


^         w  —  I  ^/i  6(»i*  —  i)  A        ,     ^ 


and  (13)  gives 


T  =  -— jp— /x.  (21) 
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08)  Supported  all  around.  —  When  x  ^z  r^<r,z=:.  v^^  =  /,  for 
all  values  of  y:  therefore,  from  (6), 


^vm-"- 


dss  d^z 

and,  substituting  the  values  of  —  and  -—  as  determined  by 

dx         dx* 

differentiating  (i8),  we  have,  after  reducing, 

^_  3 (»>- 0(3^  +  0  pr* 
2  w»  Eh} 

Hence  equation  of  meridian  line  is 

Hence  we  have  maximum  deflection  by  making  x  =  o ; 

And,  substituting  in  (19)  and  (20),  we  obtain,  after  reduction, 

But,  in  a  plate  supported  all  around,  /,  =  o ;  and  then  the 

maximum  value  of  either  one  occurs  when  jf  =  -,  and  hence 

2 

8  w*  A*  ^    ' 
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On   the  other  hand,  t  becomes  greatest  when  x  =z  r  and 
^  =  o.    Hence 

and,  if  c,  represent  the  maximum  strain  due  to  this  shearing- 
force,  we  have 


RESULTING  FORMULiE  FOR  PLATE  SUPPORTED  ALL  ROUND. 

whichever  is  greatest. 

i6  »f«  ^Aa' 


PLATE  FIXED  AT  ENDS. 

Equation  (17)  applies  to  this  case  also. 

Now,  when  x  =  r,—-  =  o: 
dx 

2  m'Eh^^ 


r.'^U--'^'-     "»> 


Hence  greatest  deflection  is 


3  w'  -  I  /H 
^      16     »»»     .SA»' 
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and 

When  /,  is  positive  or  zero,  then  E^^c  is  maximum  for  jt  =  o 

A                                             h 
J/  =  -,  and  f or  ;r  =  r,  ^^  = ;  and  Et^  is  maximum  for 

2  2 

j:  =  o,  ^  =  - :  and  the  maximum  value  of  E^  is  equal  to  first 
maximum  of  E*x.    We  have 

First  max  ^c,  =  — ;;j— A  +  |      ^     ^.  (30 

Second  max-ffc,  =  ^^-^A  +  7  *"   ~  ^  t;/»-  (3«) 

Hence  the  second  is  the  real  maximum. 


RESULTING  FORMULiE  FOR  PLATES  FIXED  AT  THE  ENDS. 


For  /,  =  o, 


.  «  3  ^'  -  ^  /^ 
^       16      »»»     ^iiJ' 


Max^fo  =  ^ —  -A 

4      PI*      h^ 


%  301.  Thickness  of  Plates.  —  Grashof  advises  the  use  of 
3  as  value  of  m.  If  this  be  adopted,  we  should  have,  for  the 
proper  thickness  of  round  plates, 

Supported.  Fixed. 
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where  h  =  thickness,  r  =  radius,  /  =  pressure  per  square  inch, 
and  /  =  working-strength  per  square  inch.  If,  now,  we  use  a 
factor  of  safety  8,  and  use  as  tensile  strength  of  cast-iron  20000, 
of  wrought-iron,  480CX),  and  of  steel  8ocx)0,  we  should  have :  — 


Supported. 

Fixed. 

Cast-iron  .     .    • 
Wrought-iron     . 
Steel     .... 

h  =  0.01825  yorV^ 
h  =s  o.oii785orV^ 
h  s=s  0.0091287/-^ 

h  =ss  o.oi6330orV^ 
h  =5  o.oi054iorV^ 
h  sss  0.008  i649rv5 

§  302.  Rectangular  Plates Refer  the  plate  to  rectangu- 
lar axes,  as  before,  OZ,  OX^  O^;  the  origin  being  at  the  middle 
of  its  middle  layer. 

Let  y  =  distance  of  any  point  in  the  plate  from  the  middle 
layer. 

Let  Px  be  the  radius  of  curvature  of  a  normal  section  par- 
allel to  OX  at  the  point  (;r,  z,  ^). 

Let  p^  be  the  radius  of  curvature  of  a  normal  section  par- 
allel to  O^  at  the  point  (r,  z,  ^). 

Then  we  shall  have,  by  the  principles  of  the  common  theory 
of  beams. 


9x 


^o± 


9^ 


where  c^^  and  c^^  are  the  strains  of  the  middle  layer  in  the 
directions  OX  and  (?♦  respectively. 

Moreover,  from  the  Differential  Calculus,  we  have 


9x 


v/-(^y-(0 


d^  d^z  dH 

;Cos*A  4-  2— —  cosXcosfi  +  -7— cos*/* 
dxd^  dfpr 


dx' 
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where  A  =  angle  between  normal  and  x  axis,  and  ^  =  angle 

/&         /& 

between  normal  and  x  axis.     But  -—  and  — -  being  the  slopes, 

ax         a^ 

and  hence  small,  we  shall  have  nearly 

COSX  a   I^  cos  ft  mm  O, 


I            d*z                          I            d*s 

- 

d*t 

(0 

(0 

Hence  (i)  and  (2)  of  §  283  give  us 

w^    ,        ,  V  mE     id^z    .       i/H) 

*       w»  -  i^^  ^""^       ^m^  -  i\dx*  d<t>*\ 

And,  if  <r^^,  <r^^  denote  the  stresses  in  the  middle  layer,  we 
shall  have,  since 

fnE     .  K  tnE    ,        ,  v 


/«'  —  I        "         •*'  "       m'  —  I 


m^E      idH   ^    I  d'z)  '   ^ 

-'=--o-;^m^(^a+«^4*  (3) 

Now,  if  (  and  17  denote  the  increments  in  s  and  ^  respeo* 
tively  due  to  the  load,  we  shall  have 


V  —  J    *^^  ' 


<aSs  dyt  d*z 


dff»  dx  dxd^ 
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But 


hence 


'"  =  -'^'-^  ^5) 

Equations  (3),  (4),  and  (5)  are  the  expressions  giving  the 
stresses  on  two  planes  at  right  angles  to  each  other,  parallel  to 
OX  and  O^  respectively.  Hence  we  have  a  case  of  stress  on 
two  planes  at  right  angles  to  each  other,  and  we  are  to  find  the 
principal  stresses  :  we  thus  have  — 

1°.  Normal  stress  on  x  plane,  o-^ 

2°.  Shearing-stress  on  x  plane,  r^. 

3^.  Normal  stress  on  <^  plane,  tr^. 

4°.  Shearing-stress  on  ^  plane,  t^. 

Hence,  if  we  denote  by  tr,  and  c,  the  maximum  and  mini- 
mum principal  stress,  we  have  (§  290) 

cr,  =  \{px  -H  <r^)  +  ^^{yx  -  <r^y  +  4r;r«%  (6) 

<r,  =  i(<r,  +  0-4,)  -  iV^(cr,  -  cr^)»  4-  4r;r«' j  (7) 

and  hence,  if  c,  and  e,  denote  the  strains  in  the  directions  of 
the  principal  stresses. 


m  2m 


«r  -f  I 


+ -;^VW-^^iF+4TV,     (8) 


«  2m 


tn  +  1 
2m 


V(cr, -<r^)»  +  4rV;    (9) 
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and  for  the  strain  €,,  parallel  to  C?Z,  we  have 

E^^-'^J^.  (xo) 

In  order  to  use  (8),  (9),  and  (10),  however,  we  must  know 
^xy  ^^y  and  r^ ;  and  for  this  purpose  we  must  know  the  equa- 
tion of  the  middle  layer  after  bending.  For  this  purpose,  apply 
the  equations  (i),  (2),  (3),  of  §  281  to  any  particle  dxc^tdz  in 
the  interior  of  the  body.  We  have  then,  X  =  Y=  Z  =^0. 
Therefore 


dx 


'^   dy    '^  di^    "^^         •'•      dy \dx  "^   dil,  )' 

.      ^T^«  fd<r^       dTjc^\ 

'•      dy    -  ""V^       "^7' 


dfl^  ^   dx    ^  dy 
dy        d^         dx 


Therefore,  making  use  of  (3),  (4),  and  (5)  with  the  above 
conditions,  we  deduce 

dx    ^       w«  -  iW       tn  dxdi^r  ^"^ 

diT^  —  n^l^/^  4. 1  ^^^  \  I  \ 


<fr;r4 ^^^       dH 

dx  w  +  I  ds^dt^ 


(13) 


</^  " «  +  I  <£«:</<^»'  ^     ' 

dr^  ^    n^Ey  (dH         dH  \ 

±i!  =.   «'-gv   /^  +  _^:^\  (16) 
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Hence,  by  integrating  (15)  and  (16),  we  have 


fxz  = 


^^Ev"     fd^z         dH  \ 

_       w'^z^     {dH  d^z  \ 

^*'  ^  2(fn-  -  I) W^       ^^^/       ^** 


But  when  v  =  -,  t^,  =  t^,  =  o  ; 


and 


c   =  __jr^E}^idH         dH  \ 


^.  = 


f«*^>4 


—(^2L  +  ^g  \ 


and 
Hence 


»«»  -  i\/f;c«//<^      d4i^J\2        8/ 
w*  -  iWj       dxd4>^/\2        8"/* 

^<^         ^«»  -  iV/2^//<^»  "*■  5^y^7  "~  8"/' 

dx        m^  -  iV^^  "^  dx'd<l>')\^  ■"  S^j' 

Now  we  have  <r,  =/,  where/  is  the  intensity  of  the  load; 
therefore  the  third  equation  gives  us,  on  integrating  between 

the  limits  -  and  —  -, 
2  2 

3  9 
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k 

a 

and  this  is  the  differential  equation  of  the  surface,  ancf  should 
be  integrated  in  each  special  case. 


INDEFINITE  PLATES  WHICH  ARE    FIRMLY    HELD    AT   A    SYSTEM    OF 
POINTS  DIVIDING  THEM  INTO  RECTANGULAR  PANELS. 

Let  the  sides  of  the  panels  be  2a  and  26.    Assume  the 

origin  at  the  middle  of  the  panel,  the  axis  of  x  being  parallel 

to  2a,  and  the  axis  of  y  parallel  to  26.     We  shall  in  this  case 

have  the  following  conditions  ;  viz.,  — 

dz 
(a)  —-  =  o  for  X  =  dr^  and  all  values  of  ^ 
ax 

d'' 
{b)  -^  =  o  for  <^  =  ±b  and  all  values  of  x. 

{c)  z    =0  when  x  =r  ±a,  ^  =  db*. 

(d)  If  we  develop  the  value  of  £r  in  powers  of  x  and  ^  there 
must  enter  only  even  powers  of  x  and  ^,  since  the  value  of  s 
remains  the  same  when  we  put  —x  for  x,  or  — ^  for  ^ 

Now,  if  we  write 

B^  A  +  Bx*  +  C<l>^  +  Dx"^^  +  iffjc*  +  Fi^ 
the  above  conditions  will  be  fulfilled:— 
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i^.  By  making  all  the  co-efficients  after  the  fourth,  each  zero. 
2^  By  making  i?  =  o,  therefore  writing 

«  =  ^  +  ^**  +  C<^*  +  ^^  +  F^^^ 


ax  a<fi 

2Ba  +  4J?a5  «s  o,  2Cb  +  ^F^  «  o. 


o  =  ^  +  ^a*  +  C^  +  ^a^  ;f-  /»* 

••.     ^  =  2^a*  +  2F^  -  iEa^  -  /^^  =  ^a^  +  /"i^. 

Hence  the  equation  becomes 

z^  Ea^  +  F^  -'  2Ea*x'  -  2/'^<^«  +  iffjc^  +  -^<A^ 

=  ^(a»  -  x'Y  +  ^(^  -  i^y 

AX 


also 


aff> 


d^z                           d^z                         d^z  d^z 

as  O  /.     =  O,  =5  O,  s=  O, 

dx*d4>                     dx^d^^                    dxd<^  dx'd^* 

dH            ^              d^z            -.^          d^z            ^  d^z            - 

^-^^^"'                  ^^»^*'              ^=^^'  ^4-^4^^ 

Hence  equation  of  the  middle  layer  is 
z  =  E{a^  -  ^)«  +  /?'(^  -  <^«)«,  where  ^  +  ^  «  ^.^  "L^^A     (18) 


Digitized  by 


Google 


or 


916  APPLIED  MECHANICS. 

Now,  in  the  case  of  an  ordinary  beam  fixed  at  both  ends, 
and  loaded  uniformly  with  /  lbs.  per  unit  of  area,  if  b  is  the 
breadth,  we  have  :  — 

1°.  The  points  of  inflection  are  at  a  distance  from  the  middle 

equal  to  -j=^  where  a  is  the  half-span  ;  and 
V3 
2^  The  bending-moment  at  a  section  at  a  distance  x  from 

the  middle  is^( ;ir* )  when  x  <-;=,  and-^f^r* )  when 

2\3  /  V?  2\  3/ 

;r  >  -^ ;  therefore  the  value  of  z  is  found  from  the  formula 

a 

Either  one,  when  integrated,  gives  for  z  the  value 

' = ^y  -  ^>'- 

Hence  in  the  flat  plate,  if  *  =  o,  the  values  of  E  and  -F  must 

be  such  that  the  formula  shall  reduce  to  ^  =     ^.  {fl^  —  x*Y 

2Ehr 

when  ^  =  o.     Now,  it  does  reduce  to  ^  =  E(a^  —x'Y,     There- 
fore E  must  be  such  a  function  of  a  and  b,  that,  when  ^  =  o,  it 

shall  reduce  to  -^.     So  likewise  F  must  be  such  a  function 
2Eh^ 

of  a  and  b,  that,  when  ^i  =  o,  it  shall  reduce  to  -^.     Suppose, 
then,  we  put 

since  these  functions  fulfil  the  above  conditions. 
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Now  we  have 


2m^Eh}{a*  +  ^) 


Hence,  substituting  for  — —  and  -r-  their  values,  and  observ* 


ing  that 


tx  is  greatest  for  x  =  ±tf,  j^  =  ±-, 

2 


c^  is  greatest  for  ^  =  ±^,  y  =  ±-, 

2 


we  obtain 

/E«\  i^  fit'    a^  ^         .    ^ 
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These  may  be  written  as  follows : 


x_  «/A- 


-a " 


max^c^  ^  (T^ 


I  .  W'W     ^^  ,       X 


^^^ 


We  have  also,  by  substituting  for  E  and  F  their  values  in 
equation  (i8), 


%Eh^ 


an L^  ^ L^« 


(^3) 


In  these  results  the  exponent  n  is  undetermined,  and  we 
have  no  means  of  determining  it  in  the  general  case.  We  only 
know,  that,  since  the  deflection  must  increase  for  a  decrease  in 
X  and  <^,  therefore  we  must  have,  whenever  a>  b^ 

/•    n  <  — f-T-. 


ji<-* 


K!) 


This  leaves  the  general  case  indeterminate ;  but  a  common 
practical  case  is  not  subject  to  this  indetermination,  i.e.,  the 
case  when  a  =  ^,  for  then 


©■=©"=■• 


whatever  the  valoe  of  n;  and  hence  equations  (21),  (22),  and 
(23)  give 

max  {£*,)  =  <r,^  -  i.r*,  ±  ^^^-^  ^.  (24) 

max^  -  »♦,  -  lo-,^  ±  2lz_L  J/,  (85) 
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and 

max5  = — -/.  (27) 


FORMULA  FOR  THE  SHEETS  OF  A  LOCOMOTIVE  HRE-BOX. 

In  this  case  we  have  a  =^  b ;  hence  (24),  (25),  and  (27) 
apply :  and  if  we  write,  with  Grashof,  ;«  =  3,  they  become 

max (^£^)  =  o-^^  -  i<r^^  4.  - 1/,  (28) 

max  (Efi)  =  cr^^  ""  3  "^'o  "^  9  J^'  ^^^^ 

Now,  in  the  case  of  the  horizontal  sheets,  <r,^  =  o-^^  =  o, 
and  we  have 

max  (^€,)  =  -  ^,  (3O 

In  the  case  of  the  vertical  walls,  inasmuch  as  these  have  to 
resist  the  steam-pressure  in  a  vertical  direction,  the  inner  one 
is  called  upon  to  bear  compression,  and  the  outer  tension,  in  a 
vertical  direction.  If  /  is  the  length  of  the  outside  of  the  fire- 
box, and  /.  its  breadth,  we  shall  have  for  the  outer  plate^  taking 
axis  of  X  verticali 
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and  for  the  inner  plate,  if  /  and  //  are  corresponding  dimen- 
sions of  inside  of  fire-box. 

And,  by  making  these  substitutions  in  (28),  (29),  and  (30),  we 
obtain  our  formulae. 


RECTANGULAR  PLATE  FIXED   AT  THE  EDGES. 

For  this  case  Grashof  deduces  the  equation  of  the  middle 
layer  as  follows  :  — 

1°.  This  equation  must  be  a  function  of  x  and  ^ 

2^  If  2a  and  2b  are  the  sides  of  the  plate,  this  function 
must  become 

(a)  When  ^  =  00  for  all  values  of  <^ 


(P)  When  a  =  00  for  all  values  of  ;r, 

because  the  plate  then  becomes  a  beam  fixed  at  the  ends. 
The  function  that  will  satisfy  these  two  conditions  is 

2Eh^  *  a*  '\'  M  '  ^  ^ 

From  this  he  deduces  for  max  z,  when  ;r  =  ^  =  o^ 

max*  =  -  -—; -.  (a) 
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From  (i)  he  deduces 

da^           Eh>  a^  -^  b^            ' 

</.^»   ■"          ^^3  «♦  +  ^                  ' 

fl5r^<^       £Ai  a*  +  ^             ' 


(3) 
(4) 
(5) 


d^        Ap      a'3*  -  ,  ,  ,,. 

°^^=-:ii^nn;'    for.=  ±..  ^  =  0,   (6) 

max-—  =  --^ -,        for     6  =  ±0,     jc  =s  o,       (7) 


d^z 
max 


-'^.4r,::^>  for  ^  =  >,  ^-V   (8) 


^ji:^<^       27  wffAJ  a*  +  ^  3  3 

these  corresponding  to  the  points  of  inflection  of  a  loaded 
beam  fixed  at  the  ends. 

Hence  (i),  (2),  and  (5)  of  §  300  give 

I               2^     <i* 
maxiffcjr  =  (Tx^ (TA    ± ■—/,  (o) 

max  (^€^)  =  CTA <r,   ± -/,  (10) 

,    V        Z       m        2a^b^    ab  ^  ,     . 

At  the  places  where  t^  and  ^  are  greatest, 

Ts  sss   O. 

At  the  place  where  t,  is  greatest, 

Hence  it  is  either  (9)  or  (10)  that  gives  us  the  suitable 
formula  to  use  in  any  special  case. 


Digitized  by 


Google 


0^2  APPLIED  MECHANICS. 


EXAMPLES  OF   THEORY  OP  ELASTICITY, 

1.  It  has  been  sometimes  proposed  to  use  oblique  seams  in  a  boiler- 
shell.  Assume  the  seams  at  an  angle  of  45^  with  the  axis  of  the  boiler, 
a  pressure  of  100  lbs.  per  square  inch  of  the  steam,  and  a  diameter  of 
4  feet.    Find  the  tension  per  inch  of  length  of  seam,  and  its  direction. 

2.  Given  a  shaft  carrying  80  HP^  and  running  at  250  revolutions 
per  minute.  Suppose  the  driving-pulley  to  be  at  the  middle  of  the 
length,  this  being  6  feet,  and  given  that  the  ratio  of  the  tension  on  the 
tight  side  of  the  belt  to  that  on  the  loose  side  is  3.75.  Find  the  proper 
size  of  shaft,  assuming  loooo  lbs.  per  square  inch  as  the  working-strength 
of  the  iron. 

3.  What  should  be  the  thickness  of  a  fladt  plate  to  bear  150  lbs. 
pressure  per  square  inch,  and  stayed  at  points  forming  squares  8  inches 
on  a  side,  the  plate  being  of  wrought-iron,  working-strength  loooo  lbs. 
per  square  inch. 

4.  Find  inner  radius  of  a  hydraulic  press  to  bear  1500  lbs.  per 
square  inch,  given  outer  radius  s  18  inches ;  material,  cast-iron ;  ten- 
sile strength  20000  lbs.  per  square  inch. 
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